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COMMENCEMENT  EXERCISES 

YV7ITH  exercises  beginning  on  Sunday,  June  17,  the 
W  one  hundred  and  twenty-eighth  year  of  Phillips 
Academy  closed.  Large  gatherings  of  alumni  and 
friends  were  present  at  all  the  exercises.  From  the 
baccalaureate  sermon  on  Sunday  afternoon  to  the  alumni 
banquet  and  the  senior  dance  on  Wednesday,  everything 
was  auspicious,  and  the  school  year  came  to  a  successful 
end. 

The  Rev.  Harry  P.  Dewey,  D.D.,  pastor  of  the  Church 
of  the  Pilgrims,  Brooklyn,  N.  Y.,  preached  the  baccalau- 
reate sermon  to  the  graduating  class  in  the  Chapel,  Sun- 
day afternoon.  Dr.  Dewey  chose  for  his  theme  "  The 
Bruised  Heel  ",  taking  his  text  from  I  John  3:5:  "  And 
ye  know  that  He  was  manifested  to  take  away  our  sins". 

On  Monday  evening,  the  fortieth  annual  speaking  of 
declamations  for  the  Draper  prizes  was  held  in  the 
Chapel. 

The  Class  Day  exercises,  held  Thursday  afternoon  in 
front  of  the  Borden  Gymnasium,  were  of  marked  excel- 
lence. A  concert  by  the  Waltham  Watch  Company 
band  closed  the  program.  The  ivy  exercises  followed, 
with  the  presentation  of  the  spade  by  Frederick  James 
Murphy,  president  of  the  class,  to  John  Reed  Kilpatrick, 
president  of  the  class  of  1907. 

The  one  hundred  and  twenty-eighth  commencement 
exercises  of  Phillips  Academy  were  held  Wednesday 
forenoon,  June  20,  at  10.30,  in  the  Chapel,  a  class  of 
eighty-three  young  men  being  graduated.  The  commence- 
ment essays,  delivered  in  competition  for  the  Andrew 
Potter  prizes  for  the  best  graduating  essays,  were  as 
follows : 

Education  in  China  

Luther  Mitchell  Ferguson,  Shanghai,  China 

Camping  in  the  North  Woods  

James  Breckinridge  Waller,  jr.,  Chicago,  111. 

Reciprocity  with  Canada  

Albert  Farnsworth,  Lawrence 

The  Pre-eminence  of  Shakespeare  

Thayer  Adams  Smith,  Manover,  N.  H. 

The  Yellow  Peril  

Arthur  Benson  Gilbert,  Mt.  Kisco,  N.  V. 


Railroad  Rate  Legislation  

Maurice  Diehl  Cooper,  Buffalo,  N.  Y. 

Brutus  and  Cassius  

Joseph  Brown,  Cheyenne,  Wyo. 

After  announcing  the  prizes  for  the  year,  a  record  of 
which  is  given  elsewhere,  Principal  Stearns,  with  a  brief 
address  to  the  class,  awarded  the  diplomas. 


ALUMNI  DINNER 

A  N  enthusiastic  meeting  of  the  Phillips  Academy 
Alumni  Association  was  held  in  the  Borden 
Gymnasium  Wednesday  afternoon,  dinner  being  served 
at  1.30  o'clock.  During  the  banquet  an  excellent  con- 
cert was  given  by  the  Waltham  Watch  Company  band. 

Horace  E.  Deming  of  New  York  City,  president  of  the 
association,  presided  at  the  postprandial  exercises. 

The  following  officers  were  elected : 

President,  Alexander  Van  Rensselaer,  '67,  of  Philadel- 
phia, Pa. ;  vice-presidents,  Albert  B.  Peabody,  '49,  of 
East  Boxford,  William  T.  Smith,  '55,  of  Hanover,  N. 
H.,  John  M.  Brown,  '56,  of  Portland,  Me.,  James  B. 
Gregg,  '62,  of  Colorado  Springs,  Colo.,  Charles  A.  Cor- 
liss, '86,  of  Englewood,  N.  J.,  William  H.  Wadhams,  '92, 
of  New  York,  N.  Y.,  Frank  T.  Crawford,  '96,  of  Chicago, 
111. ;  statistical  secretary,  George  T.  Eaton,  '73,  of  And- 
over;  secretary,  Frederick  E.  Newton, '93,  of  Andover; 
treasurer,  Bernard  M.  Allen,  '88,  of  Andover;  executive 
committee,  William  S.  Haskell,  '88,  of  New  York,  N.  Y., 
George  B.  Hollister,  '88,  of  Washington,  D.  C,  Charles 
H.  P.  Schweppe,  '98,  of  Chicago,  111.,  and  Southard  Hay 
'98,  of  Pittsburg,  Pa. 

PRESIDENT  DEMING'S  ADDRESS 

Upon  this  anniversary  day  it  is  natural  that  we  should 
think  of  the  venerable  age  of  our  beloved  Alma  Mater, 
of  her  long  career  of  honorable  and  fruitful  service.  The 
founding  of  Phillips- Andover  antedated  by  several  years 
the  birth  of  the  United  States.  But  this  was  by  no 
means  in  a  remote  past.  The  grandson  of  one  of  the 
pupils  who  entered  the  Academy  as  soon  as  Eliphalet 
Pearson,  our  first  principal,  opened  its  doors,  Is  my  own 
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contemporary.  It  is  the  vast  contrast  between  then  and 
now  which  makes  us  think  of  the  men  and  events  of  that 
time  as  belonging  to  a  remote  antiquity.  Frederick  the 
Great  was  King  of  Prussia,  Louis  the  Sixteenth  reigned 
in  France  when  Samuel  and  John  Phillips  founded 
Phillips  Academy  ;  the  thirteen  colonies  were  in  armed 
rebellion  against  George  the  Third  of  England  and  had 
just  adopted  the  Articles  of  Confederation.  What  a 
changed  world  today,  and  nowhere  has  the  change  been 
so  stupendous  or  taken  place  with  such  rapidity  as  in  our 
own  country.  Especially  has  this  been  true  in  the  forty 
years  since  the  close  of  our  civil  war.  Decade  by  decade 
the  pace  has  accelerated.  The  truth  is,  the  world  is  con- 
tinually in  the  making  and  new  problems  are  constantly 
appearing  above  the  horizon. 

Let  us  take  a  single  illustration  —  the  attitude  of  men 
towards  government  today.  Our  forbears  feared  and 
distrusted  government.  Government,  to  be  sure,  was 
necessary  but  it  was  dangerous  ;  and  unless  its  activities 
were  restrained  within  very  narrow  limits  it  was  sure  to 
become  oppressive.  The  framework  of  our  national 
government  represented  very  accurately  this  attitude  of 
mind  on  the  part  of  the  clearest  political  thinkers  of  the 
time.  To  create  a  strong  government  was  furthest  from 
their  thoughts.  On  the  contrary,  they  devised  a  govern- 
ment with  power  distributed  among  counterbalancing 
departments,  one  of  the  most  important  functions  of  each 
being  to  hold  the  other  in  check.  It  was  to  be  a 
government  of  balance,  of  poise,  but  never  aggressive.  In 
this  way  the  rights  of  the  people  were  to  be  preserved. 
But  today  there  is  an  entirely  different  conception  of 
government.  It  is  no  longer  regarded  as  something 
necessarily  apart  from  the  people  and,  superimposed  by 
some  external  power,  likely  to  become  aggressive  and 
oppressive  unless  held  in  restraint  and  constantly  guarded 
against.  Government  is  coming  more  and  more  to  be 
regarded  as  merely  an  agency  or  tool  of  the  people,  the 
expression  of  their  will.  In  the  last  analysis,  this  is  the 
democratic  ideal  of  government  and  the  influence  of  this 
ideal,  which  is  but  another  way  of  saying  the  democratic 
spirit,  is  more  and  more  permeating  the  body  politic  and, 
so  far  as  we  can  now  see,  is  destined  to  become  a  pre- 
dominant factor  in  the  attempts  to  meet  and  solve  the 
many  grave  problems  that  confront  us. 

Government  has  always  had  a  potent  influence  upon 
not  merely  political  but  upon  social  and  economic  condi- 
tions. There  could  be  no  amassing  of  individual  for- 
tunes, no  growth  of  corporate  wealth,  indeed  there  could 
be  no  corporations  at  all,  nor  any  transmission  of 
property  during  life  or  at  death  without  governmental 
sanction.  At  the  basis  of  our,  as  of  every  civilization 
lie  the  laws  and  the  administration  of  the  laws.  Who, 
then,  shall  make  and  administer  the  laws  that  shall  regu- 
late these  vital  matters?  The  answers  to  these 
questions  determine  the  character  of  the  government.  In 
a  democracy,  and  our  government  is  becoming  more  and 
more  democratic,  laws  and  their  administration  are  the 
embodiment  of  the  people's  will.  He  is  blind,  indeed, 
who  does  not  recognize  that  the   United   States  of 


America  is  destined  for  weal  or  woe  to  become  more  and 
more  a  government  by  the  people.  In  the  United  States, 
the  people  are  more  and  more  determined  to  be  the  gov- 
ernment. 

In  a  markedly  commercial  and  industrial  country  like 
ours  there  are  myriad  points  of  contact  between  business 
interests  and  the  interests  of  the  people  as  represented 
by  the  government.  There  is  constant  opportunity  and 
frequent  need  for  governmental  action.  Shall  the  action 
be  well  considered,  intelligent,  sane?  Shall  it  be  not 
merely  well-intentioned  but  actually  adapted  to  promote 
the  general  welfare?  Whether  we  like  it  or  not  the 
answer  to  these  questions  in  the  United  States  of 
America  will  in  the  end  be  given  by  the  people.  The  in- 
telligence and  the  character  of  the  people  are  of  vastly 
greater  consequence  in  this  country  than  in  any  other. 
How  vital,  therefore,  is  the  training  of  the  youth  upon 
whom  in  later  years  will  rest  the  responsibility  for  suc- 
cess or  failure  of  the  stupendous  democratic  experiment 
this  country  is  making.  And,  if  we  were  asked  which  is 
the  best  type  of  education  yet  discovered  to  fit  our  grow- 
ing youth  to  meet  this  responsibility,  should  we  not 
answer —  it  is  precisely  the  kind  of  training  given  here  at 
Phillips-Andover?  I  have  not  in  mind  at  the  moment 
the  high  standard  of  scholarship  demanded  and  enforced 
but  the  training  in  character,  the  strong  foundations,  of 
sturdy  manhood  that  are  laid  here.  The  Phillips-And- 
over type  of  education  calls  into  being  and  develops 
capacity  for  initiative,  power  of  self-control,  respect  for 
the  opinions  of  others,  ability  to  work  in  concert  with 
others,  not  because  one  is  ordered  or  compelled  to  do  so, 
but  of  one's  own  volition.  These  are  essential  elements 
of  successful  democracy  and  there  can  be  no  great  demo- 
cratic leader  who  does  not  conspicuously  possess  and 
display  these  qualities. 

No  day  school,  however  successful  otherwise,  can 
compete  with  a  school  of  the  Phillips-Andover  type  in 
the  respects  of  which  I  am  speaking.  These  are  the 
qualities  that  are  best  developed  in  a  community  life  and 
it  must  be  a  democratic  community,  one  that  places  a 
premium  upon  their  display,  not  a  sheltered  or  cloistered 
community  under  the  eye  of  a  master.  This,  however 
disguised,  is  paternalism  not  democracy,  and  at  the  age 
of  about  fourteen  or  fifteen  the  normal  American  boy  be-' 
gins  to  need  more  democracy  and  less  paternalism.  In 
this  country,  also,  if  it  is  to  remain  true  that  the  hired 
man  of  today  may  be  the  employer  of  tomorrow,  that  the 
son  of  a  day  laborer  may  become  a  foremost  captain  of 
industry,  a  college  president,  a  Justice  of  the  Supreme 
Court,  if  this  is  to  remain  the  country  that  affords  full 
and  fair  opportunity  to  each  individual  for  the  highest 
development  of  which  he  is  capable  —  it  is  of  the  first  im- 
portance to  sustain  for  our  growing  youth  an  institution 
like  Phillips-Andover  whose  students  are  not  confined  to 
a  restricted  class  selected  from  the  well-to-do  and  the 
financially  prosperous,  but  where  boys  associate  upon 
equal  terms  with  and  learn  to  respect,  honor  and  look  up 
to  other  boys  who  have  no  plethoric  paternal  purse  to 
draw  upon,  and  the  doings  of  whose  families  are  not 
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noted  in  the  society  items  of  the  newspapers ;  but  the 
boys  dwell  in  a  community  where  rewards  and  social  dis- 
tinctions are  won  by  individual  merit. 

For  character  building,  for  infusing  the  true  spirit  of 
Democracy,  the  environment  and  training  of  our  Ameri- 
can boys  up  to  eighteen  years  of  age  are  far  more  im- 
portant than  at  any  later  period.  Every  experienced 
father  knows  this.  Happy  the  father  whose  knowledge 
has  not  been  too  dearly  bought. 

For  many  years  to  come  the  United  States  will  need 
schools  of  the  Phillips-Andover  type.  How  shall  that 
need  be  supplied  ?  Phillips-Andover  has  never  received 
pecuniary  support  from  the  State.  No  money  from  the 
public  treasury  has  aided  her,  no  tax  has  ever  been  levied 
in  her  interest.  Neither  is  Phillips-Andover  a  proprie- 
tary school.  From  1778,  when  the  brothers,  Samuel  and 
John  Phillips,  founded  the  school,  and  Eliphalet  Pearson, 
the  first  principal,  opened  her  doors  to  students,  to  the 
present  day,  there  has  never  been  any  motive  of  pecuni- 
ary gain  in  her  management.  Neither  the  standard  she 
has  established,  nor  the  discipline  she  has  maintained, 
has  been  influenced  by  a  desire  for  tuition  money. 

It  is  my  belief  that  many  of  our  discerning  men  of 
wealth  will  presently  recognize  that  the  establishing  and 
strengthening  of  schools  like  Phillips-Andover  is  at  once 
a  patriotic  duty  and  an  opportunity  to  render  a  lasting 
and  most  beneficent  service  to  future  generations.  Mean- 
time, and  without  waiting  for  such  recognition,  a  small 
committee  of  Phillips  graduates  have  been  circulating  an 
appeal  among  the  general  body  of  their  fellow  alumni  to 
come  to  the  aid  of  the  Academy,  which  is  making  a 
heroic  struggle  to  preserve  its  ideals  and  maintain  its 
standards  in  spite  of  income  impaired  through  diminished 
interest  upon  its  small  capital  and  with  a  constantly  in- 
creasing number  of  applicants  to  share  in  its  benefits. 
The  results  are  encouraging.  Thus  far,  three  hundred 
and  twelve  graduates  have  subscribed  for  the  current  ex- 
penses of  the  Academy,  in  amounts  annually  renewable 
at/the  pleasure  of  the  subscribers,  $4,075.30  and  have 
added  $88,477.50  to  the  permanent  endowment.  This  is 
a  good  beginning.  The  loyal  sons  of  Phillips  number 
many  times  three  hundred  and  twelve.  May  we  not 
hope  that  an  additional  endowment  of  $500,000  will  be 
supplied  and  the  annual  subscriptions  multiplied  five 
fold?  So  may  our  Alma  Mater  be  adequately  equipped 
to  meet  her  needs  and  responsibilities. 

I  appeal  to  this  company  of  Phillips  graduates  to 
co-operate  in  this  loving  service  to  our  Alma  Mater. 
Let  each  in  grateful  recognition  of  what  she  has 
done  for  him,  and  the  benefit  she  is  conferring  'upon 
the  present  generation,  contribute  something,  be  it 
little,  be  it  much,  to  enable  her  to  continue  and,  if 
it  may  be,  to  increase  her  beneficent  service  to  the  grow- 
ing youth  of  America.  Sad,  indeed,  would  be  the  omen 
if  for  lack  of  generous  support  such  an  institution  as 
Phillips  were  compelled  to  alter  its  democratic  character 
and  depend  upon  the  fees  paid  by  its  students.  We 
must  bestir  ourselves,  fellow  Phillipians.  No  such  fate 
must  befall  our  Alma  Mater,  which  fits  boys  not  merely 


to  pass  entrance  examinations  to  colleges  and  scientific 
schools,  but  to  become  worthy  citizens  in  a  democracy. 
President  Deming  continued : — 

In  the  olden  time,  men  believed  that  somewhere  upon 
earth  was  a  fountain  whose  wondrous  waters  gave  again 
to  him  who  drank  of  them  the  unspent  strength  and 
glorious  ardor  of  youth.  Men  journeyed  into  far  coun- 
tries and  strange  climes  and  braved  perilous  adventures 
in  quest  of  the  fabled  fountain.  Here,  upon  this  hill,  for 
more  than  a  century  and  a  quarter,  has  been  a  veritable 
fountain  of  perennial  youth,  brimming  over  with  splendid 
vigor  and  untarnished  hopes.  Each  year  it  contributes 
generously  from  its  quickening  flood  to  the  life  currents 
of  the  nation. 

The  Principal  of  Phillips  Academy  is  the  guardian  of 
this  fountain.  He,  it  is,  to  whom  we  look  to  keep  its 
waters  clean  and  pure,  its  sources  free  from  all  pollution. 

I  give  you  the  health  of  Principal  Alfred  E.  Stearns, 
the  Keeper  of  the  Fountain. 

ADDRESS  OF  PRINCIPAL  STEARNS 

The  head  of  an  institution  is  expected  on  this  anni- 
versary occasion  to  review  briefly  the  history  of  the 
year  that  is  closing,  to  point  out  what  progress  has  been 
made,  and  to  outline  briefly  plans  for  the  future.  I  have 
been  asked  by  your  president  to  confine  my  remarks 
today  chiefly  to  the  nature  of  the  development  which  the 
trustees  plan  for  the  school  when  our  new  endowment 
shall  have  become  an  established  fact.  But  before  I  do 
this  I  wish  to  say  a  few  words  relating  to  the  year  that  is 
just  closing,  and  to  point  out  to  you  a  few  facts  which 
have  given  us  deep  satisfaction  and  which  mean  much  to 
the  welfare  and  progress  of  Phillips  Academy.  The 
newspapers,  especially  the  sensational  ones,  have  kept 
you  aware  of  late  that  the  school  is  still  in  existence. 
But  the  newspapers  which  are  always  so  ready  to  deal 
with  and  enlarge  on  the  failings  of  institutions  as  well  as 
of  individuals,  rarely  have  much  to  say  of  the  virtues  or 
successes  of  either.  The  year  behind  us  has  been  on  the 
whole  a  good  one.  In  numbers  we  have  had  enrolled 
the  second  largest  body  of  boys  in  the  history  of  the 
Academy,  the  standard  of  scholarship  has  been  raised, 
and  "loafers"  have  found  it  harder  than  ever  to  retain 
their  connection  with  the  school:  while  the  moral  tone 
of  the  student  body  has  been  strong  and  dependable. 

LEGACIES  AND  GIFTS  FOR  THE  YEAR 

Your  president  has  told  you  of  the  splendid  beginning 
that  has  been  made  towards  securing  ample  funds  to 
enable  the  school  to  do  her  best  work  and  to  relieve  the 
strain  borne  during  the  past  years  by  limited  financial 
resources.  Of  that,  more  later :  let  me  first  make  men- 
tion of  some  other  material  blessings  that  have  come  to 
us  during  the  year.  I  shall  speak  of  them  briefly,  though 
their  value  to  us  calls  for  far  more  than  passing  notice. 

Hy  the  will  of  the  late  Robert  C.  Winthrop,  of  the 
class  of  '50,  the  trustees  have  received  the  sum  of  $5000.00, 
the  income  of  which  is  to  be  used  for  the  strengthening 
and  enlarging  of  the  work  of  our  Classical  Department. 
By  the  will  of  the  late  Helen  G.  Coburn  of  Andover, 


8727  6 


4 


for  years  a  loyal  and  generous  friend  of  the  Academy, 
the  sum  of  $40,000.00  has  been  added  to  our  endowment 
funds. 

By  the  terms  of  the  will  of  the  late  Robert  Singleton 
Peabody,  $33,000.00  was  last  spring  added  to  the  endow- 
ment of  the  Archaeological  Department,  while  many  and 
valuable  specimens  have  been  donated  to  this  rapidly 
growing  department  during  the  year. 

One  of  the  most  interesting  gifts  of  the  year  is  that  of 
Mrs.  R.  A.  Carter  of  Andover,  who  contributes  $1500.00 
to  found  a  scholarship,  the  income  from  which  shall  be 
used  to  assist  deserving  boys  of  limited  means  who  are 
seeking  the  advantages  of  Phillips  Academy.  Both  as 
landlady  and  friend,  Mrs.  Carter  has  for  many  years  dis- 
played a  keen  interest  in  the  students,  especially  in  those 
who  were  obliged  to  work  their  way  through  the  school, 
and  of  this  interest  the  new  scholarship  which  she  has 
founded  will  always  bear  striking  testimony. 

One  of  the  most  necessary  and  influential  factors  con- 
nected with  the  present  alumni  movement  to  re-endow 
the  Academy,  has  been  the  new  and  revised  address  list, 
recently  published,  and  containing  about  seven  thousand 
names  of  old  Phillips  boys.  When  the  work  on  this  list 
was  started  scarcely  three  thousand  addresses  were 
known  to  the  school  authorities.  A  year's  time  and  no 
small  expense  have  been  incurred  in  this  work.  The 
entire  expense  of  this  undertaking  has  been  generously 
borne  by  Mr.  Oliver  G.  Jennings  of  the  class  of  '83. 

The  Washington  Alumni  Association,  one  of  the  most 
active,  if  not  the  largest  of  our  alumni  organizations,  has 
established  a  new  prize  of  $25.00,  to  be  known  as  the 
Washington  prize,  and  to  be  awarded  yearly  to  that 
member  of  the  school  who  resides  within  the  District  of 
Columbia  and  who  in  the  judgment  of  the  faculty  has 
made  the  best  general  progress  during  the  year.  A  loyal 
member  of  this  same  association,  Mr.  George  X.  McLan- 
ahan  of  the  class  of  '92,  has  also  established  prizes  to 
stimulate  more  literary  activity  among  the  students  and 
to  be  awarded  to  those  who  contribute  the  best  original 
work  to  the  "  Mirror  ",  our  literary  magazine. 

In  addition  to  the  above  legacies  and  gifts  several 
friends  of  the  school  have  placed  in  the  hands  of  the 
Principal,  to  be  used  at  his  discretion,  sums  varying  in 
amount  from  $10.00  to  $200.00  each.  These  have  been 
used  in  the  main  to  aid  deserving  students,  and  in  part 
to  add  needed  articles  to  the  equipment  of  the  Academy. 

For  years  one  of  the  most  crying  needs  of  the  institu- 
tion has  been  an  infirmary,  suitably  equipped  to  care  for 
the  numerous  cases  of  illness,  contagious  and  otherwise, 
that  are  bound  to  occur  among  the  student  body.  This 
need  will  not  much  longer  exist,  and  I  take  the  deepest 
pleasure  and  satisfaction  in  being  able  to  tell  you  that  a 
well  equipped  infirmary  is  practically  assured  for  the 
near  future.  I  am  not  authorized  to  say  at  this  time  to 
whom  we  are  to  be  indebted  for  this  most  valuable 
addition  to  our  equipment. 

Following  a  plan  similar  to  that  adopted  several  years 
ago  by  the  Athletic  Association,  whereby  the  debt  on 
the  new  athletic  field  is  being  steadily  reduced,  the  man- 


agers and  editors  of  the  school  publications  have  adopted 
a  plan  whereby  a  generous  share  of  their  profits  will  be 
turned  over  to  the  school  authorities  for  the  benefit  of 
our  library.  This  generous  action  commends  itself  heart- 
ily to  all,  and  is  a  strong  argument  for  the  active  support 
of  the  school  publications  by  alumni  as  well  as  under- 
graduates. 

ADDED  DORMITORY  ACCOMMODATIONS 

The  plan  of  the  trustees  to  gather  all  of  the  students 
eventually  into  their  own  buildings  and  under  the  direct 
supervision  of  school  instructors  will  be  further  carried 
out  this  coming  year.  To  the  so-called  Faculty  Houses, 
the  old  Gulliver  house,  recently  occupied  by  Mrs.  Pease, 
will  be  added :  while  one  of  the  large  Seminary  dormi- 
tories, Bartlet  Hall,  is  to  be  rented  by  the  trustees  for 
the  use  of  the  Academy  students.  This  building,  already 
steam  heated,  will  be  provided  with  all  modern  con- 
veniences and  will  furnish  attractive  accommodations  for 
nearly  fifty  boys. 

CHANGES  IN  THE  FACULTY 

And  now  a  word  as  to  changes  on  our  faculty.  These 
will  not  be  many,  but  they  are  important.  Mr.  Stone, 
after  many  years  of  loyal  service,  has  been  granted  a 
year  abroad  and  will  pass  the  time  in  further  study  in 
France.  His  place  will  be  filled  by  Mr.  Chas.  A.  Par- 
melee,  who  has  taught  successfully  for  several  years  in 
Kenyon  Academy  at  Gambier,  Ohio.  Another  appoint- 
ment on  our  teaching  force,  and  one  that  will  be  heartily 
welcomed  by  Andover  men  everywhere,  is  that  of  Mr. 
Cecil  K.  Bancroft  of  the  class  of  '87.  Mr.  Bancroft 
has  taught  successfully  in  private  schools  and  for  the 
past  few  years  at  Yale  College,  where,  as  chairman  of 
the  Freshman  faculty,  he  has  come  into  the  closest  con- 
tact with  the  students  of  that  institution,  and  has  proved 
himself  a  strong  and  tactful  disciplinarian  and  a  loyal 
and  sympathetic  friend.  The  son  of  the  late  beloved 
principal  of  the  Academy,  Mr.  Bancroft  will  enter  upon 
his  duties  at  Andover  with  a  thorough  familiarity  with 
the  traditions  and  ideals  of  the  school  and  a  deep  rooted 
interest  in  its  welfare.  Mr.  Newton,  who  for  the  past 
three  years  and  at  great  personal  sacrifice  has  loyally 
and  splendidly  filled  the  position  of  Registrar,  will,  in 
conformity  to  his  own  wish,  relinquish  most  of  the  duties 
of  his  office  to  Mr.  Bancroft,  and  will  give  his  entire 
time  to  the  work  of  the  mathematical  department.  It 
would  be  hard  to  estimate  at  its  true  value  the  loyal  ser- 
vice that  Mr.  Newton  as  Registrar  has  rendered  the 
school.  A  tireless  worker,  loyal  to  the  best  interests  of 
the  Academy,  fearless  and  just  in  his  dealings  with  the 
boys,  he  has  given  time  and  labor  without  stint  to  the 
manifold  duties  of  his  office,  and  has  been  a  source  of 
untold  strength  in  the  administration  of  the  school. 

GREATEST  NEEDS  OF  THE  FUTURE 

And  now  as  to  the  future.  What  are  our  needs?  In 
what  way  do  we  propose  to  use  the  new  funds  that  are 
coming  to  us  in  order  that  the  usefulness  of  Phillips 
Academy  may  be  increased,  its  efficiency  strengthened, 
and  its  influence  more  widely  and  more  tellingly  felt? 
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['lie  value  of  no  institution  can  be  suitably  measured 
by  its  material  equipment  only.  Buildings  are  of  course 
essential  to  the  life  of  any  institution  worthy  the  name, 
but  their  real  value  must  be  estimated  purely  from  the 
contribution  they  render  to  the  general  efficiency  of  the 
school  or  college  in  training  the  intellect  and  shaping  the 
character  of  its  students.  For  many  years  Phillips 
Academy  had  almost  nothing  in  the  way  of  buildings, 
the  historic  Commons  and  a  single  recitation  hall  com- 
prising its  entire  equipment  in  this  line.  But  as  the 
school  grew  and  as  the  demands  made  upon  it  by  the 
public  and  the  higher  institutions  increased,  this  equip- 
ment had  to  be  enlarged.  More  recitation  rooms  and 
laboratories  were  built.  Dormitories,  too,  were  added, 
though  in  the  main  these  served  only  to  replace  the  old 
Commons,  which  were  fast  becoming  uninhabitable. 
Realizing  that  the  best  development  of  mind  and  of 
character  could  be  accomplished  only  by  furnishing  the 
students  with  ample  facilities  for  exercise  for  the  devel- 
opment of  the  body  as  well,  friends  of  the  school  have 
made  possible  the  erection  of  a  substantial  gymnasium 
and  the  laying  out  of  well-equipped  fields  for  all  out-of- 
door  athletic  sports.  The  steady  growth  of  the  school, 
too,  has  brought  before  the  minds  of  its  administrators 
the  necessity  of  more  satisfactory  provisions  for  furnish- 
ing board  to  the  students  than  the  old  system,  which  for 
so  many  years  has  been  in  vogue.  In  response  to  this 
demand  the  Dining  Hall  has  been  opened,  where  from  a 
third  to  one  half  of  the  boys  now  take  their  meals.  The 
further  importance  of  providing  a  satisfactory  place 
where  boys  who  have  succumbed  to  illnesses  of  various 
kinds  can  be  properly  cared  for  has  made  itself  increas- 
ingly felt  as  the  years  have  gone  on,  and  the  call  for  a 
school  Infirmary  has  hence  been  growing  louder  year  by 
year.  I  have  already  referred  to  the  fact  that  this  Infir- 
mary is  now  practically  assured  to  us  in  the  near  future. 

All  of  these  changes  and  improvements  to  which  I 
have  referred  have  come  about  as  a  result  of  imperative 
need.  Many  of  them,  alas,  have  come  only  after  this 
need  had  stared  in  the  face  for  many  years  the  adminis- 
trators and  most  intimate  friends  of  the  school,  whose 
calls  for  assistance  were  neither  heard  nor  heeded  by  the 
outside  public.  It  is  not  easy  for  those  who  are  not 
thoroughly  familiar  with  the  inside  life  of  any  institution 
to  appreciate  its  most  crying  needs  until  these  have  been 
again  and  again  brought  to  their  attention,  and  until  they 
have  borne  down  with  crushing  weight  on  those  who 
have  been  called  upon  to  understand  them  most  inti- 
mately. 

The  situation  today  bears  many  striking  resemblances 
to  that  of  the  years  which  have  passed.  To  the  casual 
observer  the  Academy  would  seem  to  be  well  equipped. 
To  those  of  us  who  are  engaged  in  its  work,  and  who  are 
constantly  called  upon  to  solve  perplexing  problems, — 
all  the  more  perplexing  because  of  the  limited  resources 
with  which  our  work  has  to  be  done,  —  the  needs  of 
today  are  all  too  apparent;  but  it  is  a  cause  of  rejoicing 
for  us  all  that  more  than  ever  before  the  alumni  and 


friends  of  the  school  have  been  placed*in  possession  of 
the  real  situation,  and,  realizing  that  the  school  requires 
their  help,  have  come  forward  most  splendidly  to  supply 
the  want,  and  to  furnish  the  resources  which  she  needs. 
You  will  naturally  ask  what  these  needs  are,  and  what  is 
the  use  to  which  the  new  and  increased  resources  of  the 
school  are  to  be  put  by  those  in  charge  of  the  adminis- 
tration of  its  affairs.  It  would  be  practically  impossible 
to  specify  in  detail  the  many  opportunities  which  are 
given  to  an  institution  of  this  kind  to  increase  its  useful- 
ness by  the  expenditure  of  sums  of  money,  large  and 
small.  I  shall  not  attempt  to  do  this,  but  shall  merely 
call  your  attention  to  what  I  consider  the  two  most  cry- 
ing needs  of  Phillips  Academy  today.  I  shall  point  out 
to  you  the  two  directions  in  which  our  efforts  will  be 
bent  to  strengthen  the  school  in  its  work,  and  to  increase 
its  efficiency.  Briefly,  these  may  be  said  to  be  the  in- 
crease of  dormitories  and  the  enlarging  and  strengthen- 
ing of  the  teaching  force. 

NEED  OF  MORE  DORMITORIES 

The  value  of  dormitories  may  not  seem  apparent  to 
the  average  outsider.  To  those  of  us  concerned  with 
the  administration  of  the  school  this  value  becomes  more 
apparent  every  year.  The  responsibility  of  an  institu- 
tion of  this  kind  towards  the  students  cannot  be  limited 
to  the  class-room.  Its  best  and  highest  influences  must 
be  brought  to  bear  upon  its  students  in  all  phases  of  their 
life.  The  old  system  of  private  boarding-houses  has  been 
found  cumbersome,  unreliable,  and  as  a  system  wholly 
unsatisfactory.  Uniformity  of  administration  under  this 
system  is  impossible.  While  many  veterans  in  this  ser- 
vice have  rendered  splendid  and  loyal  service  to  the 
school,  it  has  seemed  impossible  to  inspire  in  others  a 
clear  appreciation  of  their  responsibilities  and  obligations, 
and  this  lack  of  uniformity  has  been  most  unfortunate  to 
both.  A  few  years  ago  it  was  commonly  said  by  those 
in  charge  of  the  private  houses  that  a  satisfactory  en- 
forcement of  the  school  regulations  was  an  impossibility 
so  long  as  the  school  dormitories  failed  to  do  their  part. 
Today  the  conditions  are  reversed,  and  with  rare  excep- 
tions the  best  results  in  scholarship,  in  moral  develop- 
ment, and  in  obedience  are  found  in  the  school  buildings. 

I  cannot  refrain  from  referring  at  this  point  to  an 
incident  still  fresh  in  our  minds,  which  bears  striking 
testimony  to  the  truth  of  my  argument.  In  a  recent  dis- 
turbance involving  the  discipline  of  twenty  boys,  scat- 
tered at  random  through  the  school,  nineteen  resided  in 
private  houses,  and  only  one  in  a  school  building;  and 
this  in  spite  of  the  fact  that  mor.e  than  one-half  of  the 
students  in  the  school  now  room  in  school  buildings. 

Many  an  old  Andover  boy  today,  as  I  have  again  and 
again  discovered,  hesitates  to  send  his  younger  brother 
or  his  son  to  Phillips  Academy  unless  he  can  be  assured 
that  he  will  be  located  in  a  school  building  and  under 
the  charge  of  some  member  of  the  school  faculty.  This 
is  a  situation  which  should  not  be  allowed  to  continue, 
and  it  is  the  earnest  hope  of  trustees  and  faculty  alike 
that  at  an  early  date  sufficient  funds  will  be  provided  to 
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enable  us  to  provide  under  our  own  roof  accommodations 
for  every  student  who  enters  Phillips  Academy,  and  a 
supervision  which  shall  prove  itself  fair,  impartial,  uni- 
form, and  in  every  way  most  calculated  to  accomplish 
the  best  results  in  the  lines  of  scholarship,  moral  tone, 
respect  for  law,  and  in  laying  the  foundations  of  char- 
acter. 

The  increase  of  dormitories  will  bring  with  it  the 
necessity  of  an  increase  in  the  number  of  our  teaching 
force.  Proctors  must  be  provided  for  new  buildings. 
In  many  cases,  of  necessity,  these  proctors  must  be 
younger,  single  men,  and  it  will  not  be  possible  or  wise 
to  allow  them  to  supplant  the  older  and  respected  mem- 
bers of  the  teaching  force,  who  by  years  of  service  have 
proved  their  unquestioned  worth  to  the  school,  and  who 
happen  to  have  taken  to  themselves  wives  and  help- 
mates. But  this  leads  me  more  properly  to  the  second, 
and  to  what  I  consider  the  more  important,  need  of  the 
school  today. 

IMPORTANCE  OF  A  STRONG  FACULTY 

The  strength  of  any  institution  must  lie  primarily  in 
its  faculty.  Nowhere  is  this  more  true  than  in  the  sec- 
ondary school,  where  the  personality  of  those  composing 
the  teaching  force  counts  for  far  more  than  it  does  even 
in  the  higher  institutions.  Phillips  Academy  early  at- 
tained its  fame  through  the  personality  of  its  teachers. 
It  certainly  would  not  be  claimed  that  its  distinction 
throughout  the  land  and  the  world  resulted  from  its 
buildings,  which  for  years  included  a  recitation  hall  and 
the  old  Latin  and  English  Commons.  It  was  the  person- 
ality of  the  great  teacher,  Arnold,  which  made  Rugby 
famous.  Dr.  Taylor's  reputation  as  a  teacher  spread 
from  end  to  end  of  this  land,  and  Phillips  Academy 
acquired  a  new  prestige  therefrom.  Nearly  all  of  you  are 
familiar  with  President  Garfield's  definition  of  Williams 
College,  representing  the  famous  Mark  Hopkins  on  one 
end  of  a  log  and  his  pupil  on  the  other.  Regardless  of 
buildings  or  other  material  equipment,  the  school  must 
primarily  look  to  its  teachers  for  its  strength.  These 
men  1  have  mentioned  were  primarily  teachers,  intellectual 
and  moral  giants,  and  men  inspired  by  the  spirit  of  ser- 
vice, which  alone  made  possible  the  results  they  secured. 

Phillips  Academy  today  possesses  in  my  judgment  a 
faculty  far  superior  to  that  of  most  other  secondary 
schools,  the  equal  of  that  of  any.  I  do  not  wish  to  seem 
to  ignore  this  fact,  and  my  experience  with  the  teaching 
forces  of  similar  institutions  convinces  me  that  this 
judgment  is  correct.  But  Phillips  Academy  we  believe 
to  be  so  far  superior  to  other  schools  in  its  opportunities 
and  ideals  that  we  cannot  be  satisfied  until  we  have 
made  its  teaching  force  equal  in  numbers  and  in  quality 
to  the  great  opportunities  which  are  here  offered.  It  is  a 
crying  shame  that  men  should  labor  with  unselfish  devo- 
tion and  high  fidelity  for  years  in  the  interest  of  the 
school  and  receive  therefor  a  financial  recompense  far 
less  than  they  deserve,  and  far  below  that  which  they 
could  easily  secure  in  other  less  commendable  pursuits. 
Loyalty  and  unselfish  devotion  to  the  interests  of  the 


institution  have  kept  many  a  good  teacher  at  his  post  in 
Phillips  Academy,  but  it  is  high  time  that  men  of  this 
type  should  be  recognized  and  their  services  properly 
rewarded. 

But  there  is  another  important  feature  which  must  not 
be- overlooked.  Opportunities  must  be  held  out  here  to 
the  best  men  that  can  possibly  be  secured.  Phillips 
Academy  can  afford  to  be  outbid  in  its  search  for  teach- 
ers by  no  other  institution,  whether  school  or  college.  It 
should  be  able  to  offer  to  the  most  promising  men  posi- 
tions which  the  best  will  be  glad  to  accept.  It  has  not 
been  able  to  do  this  in  the  past.  And  I  would  go 
further,  and  say  that  it  should  be  able  to  offer  attractive 
positions  in  competition  with  those  offered  by  other  pro- 
fessions and  the  business  world,  so  that  the  most  promis- 
ing men  who  may  be  hesitating  upon  the  choice  of  a 
calling  will  not  be  ready  to  discard  that  of  a  teacher  be- 
cause of  the  meager  returns  which  have  always  charac- 
terized that  profession. 

PERSONALITY  OF  THE  TEACHER 

I  feel  that  I  cannot  impress  too  strongly  upon  you  the 
opportunity  offered  in  the  work  of  a  school  of  this  kind.  I 
doubt  if  there  is  any  other  quite  equal  to  it.  Our  coun- 
try today  faces  tremendous  and  perplexing  problems, 
problems  which  will  never  be  satisfactorily  solved  save 
by  intellectual  and  morally  earnest  men.  Material  stand- 
ards are  altogether  too  prevalent,  and  material  interests 
far  too  pressing.  On  every  hand  the  cry  is  for  character, 
and  character  only  can  further  the  best  interests  of  this 
republic  and  stem  the  tides  which  threaten  to  engulf  it. 

Nowhere  more  than  in  the  secondary  school  is  the 
opportunity  presented  for  the  shaping  and  the  directing 
of  character.  It  is  a  sad  but  true  fact  that  the  average 
American  home  is  today  neglecting  this  part  of  its  duty. 
The  work  of  the  colleges  is  drifting  more  and  more  into 
university  lines,  with  less  and  less  attention  to  the  per- 
sonality of  the  individual.  The  Church  complains  that 
it  has  not  the  hold  on  its  young  men  that  it  formerly 
had.  All  these  tendencies  serve  to  throw  larger  oppor- 
tunities and  larger  responsibilities  on  the  secondary 
school.  Here,  if  anywhere,  is  need  of  men,  not  merely 
of  keen  intellect  and  high  scholarship,  but  men  of  char- 
acter, of  strength,  and  lofty  moral  purpose  and  inspiring 
personality;  men  who  are  big  enough  to  realize  that 
their  influence  and  work  cannot  be  confined  to  or  meas- 
ured by  class-room  standards  alone,  but  who  will  see  and 
gladly  accept  the  opportunities  which  lie  all  about  them 
for  influencing  for  good  the  lives  of  those  who  compose 
the  school  community.  The  peculiar  conditions  which 
exist  here,  and  the  very  nature  of  the  school  itself,  make 
it  more  important  than  ever  that  the  teaching  force 
should  be  composed  of  men  of  this  stamp.  Unlike  many 
schools,  Phillips  Academy  does  not  depend  upon  machin- 
ery to  turn  out  its  finished  product.  So  far  as  possible 
it  throws  responsibility  on  the  individual,  and  sets  before 
him  high  standards  and  ideals,  to  the  attainment  of 
which  he  is  encouraged  to  direct  his  best  efforts.  That 
this  system,  which  we  firmly  believe  to  be  the  best  and 
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to  develop  the  strongest  men,  may  accomplish  its  best 
results,  the  influence  of  strong  and  inspiring  personalities 
must  dominate  and  pervade  every  phase  of  the  school 
life. 

A  LARGER  FACULTY 

Again,  the  increasing  demands  of  the  colleges  and 
universities  make  necessary  an  increasing  number  of 
divisions  and  a  corresponding  increase  in  the  number  of 
instructors.  Since  my  own  time  in  the  Academy  —  not 
more  than  sixteen  years  ago  —  the  teaching  force  has 
more  than  doubled,  while  the  student  body  has  increased 
by  less  than  twenty-five  per  cent.,  and  today  our  in- 
structors in  many  instances  are  badly  overcrowded 
with  work.  I  have  intimated,  too,  that  the  realiza- 
tion of  the  plan  to  extend  our  dormitory  system 
to  include  all  of  our  students  carries  with  it  of 
necessity  an  increase  in  the  number  of  our  teach- 
ing force.  To  supervise  in  a  satisfactory  way  these 
buildings  will  require  a  larger  number  of  younger  men, 
who  are  young  enough  and  willing  to  stand  the  strain 
and  labor  demanded  of  proctors.  We  can  hardly  expect 
service  of  this  kind  of  our  older  men,  particularly  of 
those  whose  family  interests  and  domestic  ties  are 
entitled  to  a  due  share  of  time  and  consideration.  Nor 
can  we  for  a  moment  think  of  losing  such  men  from  our 
force.  If  anything,  there  should  be  a  larger  proportion 
of  them,  for  every  faculty  needs  the  strength  and  the 
dignity  and  the  stability  which  men  of  this  character 
contribute  to  it. 

I  think  I  have  said  enough  to  show  you  clearly  how 
pressing  is  the  need  of  larger  resources  that  Phillips 
Academy  may  expand  "along  the  lines  which  shall  most 
increase  its  efficiency  and  enlarge  the  service  which  it 
should  render  to  the  country  and  to  the  world.  It  would 
be  hard  to  set  a  limit  on  the  money  which  could  profit- 
ably be  spent  along  these  lines.  The  opportunities  for 
such  a  development  as  this  are  practically  unlimited,  and 
the  friends  and  alumni  of  the  school  may  rest  assured 
that  any  contributions  which  they  have  made,  or  may 
make  in  the  future,  will  be  judiciously  and  thoughtfully 
employed  along  such  lines  as  I  have  indicated,  with 
a  view  to  strengthening  the  character  of  the  students 
who  go  out  from  this  institution,  and  fitting  them  to 
render  to  their  country  and  the  world  the  most  efficient 
service,  and  to  become  leaders  in  every  just  and  noble 
cause  which  calls  for  men  of  solidity,  self-reliance,  and 
Christian  manliness.  . 

President  Deming : — 

Our  next  speaker  will  talk  of  "  The  Old  and  The  New 
Andover  ".  I  shall  not  try  to  anticipate  him  though  I 
know  no  one  who  would  be  less  embarrassed  by  such  an 
attempt.  But  I  am  reminded  by  the  topic  that  perhaps 
the  Andover  of  my  time  may  seem  old  to  some  of.  you  ; 
yet  the  vivid  pictures  of  it  that  come  to  me  as  I  speak 
portray  only  scenes  of  youthful  freshness  and  strength. 
The  fact  is,  Andover  is  always  young.  There  is  no  dif- 
ference in  vigor  and  vitality  between  the  new  and  the 
old  Phillips  to  the  disadvantage  of  the  earlier  time. 


The  Phillips  of  the  class  of  '59  was  a  great  Phillips. 
It  was  never  greater  except  when  the  class  of  '65  was 
here.  This  I  can  vouch  for  from  personal  observation. 
I  deem  it  my  duty  to  make  this  precautionary  statement 
in  presenting  you  the  Rev.  Dr.  Leander  T.  Chamberlain, 
Phillips,  '59. 

ADDRESS  OF  DR.  CHAMBERLAIN 

This  has  been  to  me  an  hour  of  exultant  satisfaction. 
As  I  have  listened  to  the  President's  statement  concern- 
ing the  new  "Alumni  Movement "  which,  I  may  say, 
owes  much  to  his  strong  initiative  and  steadfast  support; 
as  I  have  followed  the  demonstration  of  the  distinctive 
and  permanent  value  of  the  endowed  academy ;  and  as 
our  Academy's  Principal  —  one  of  the  noblest  of  the 
long,  illustrious  line  —  has  spoken  of  the  results  which 
will  come  from  a  liberal  re-enforcement  of  the  Academy's 
financial  resources  ;  I  have  felt  a  thrill  of  joy,  as  of  those 
who  have  waited  for  the  morning  and  seen  it  approach  in 
crescive  beauty,  or  of  those  who  climbing  patiently  up- 
ward have  reached  a  height,  above  which  are  still  grander 
heights,  but  from  which  already  is  a  view  whose  breadth 
is  enchanting  and  whose  varied  splendor  is  reward  and 
inspiration  both. 

Mr.  President,  as  I  think  of  the  "  Old  Phillips  "  and 
the  "New  Phillips",  I  discern  them  not  as  eras  discon- 
nected, or  epochs  related  only  by  succession,  but  rather 
as  steps  in  an  ordered  progress,  stages  in  a  rightful,  nor- 
mal evolution.  Doubtless  one  true  analogue  of  this  ven- 
erable Academy  is  the  tree,  deep-rooted  and  ever  deep- 
ening, wide  expanded  and  ever  expanding,  lofty  and 
ever  loftier,  always  with  bloom  and  fruitage  excellent, 
yet  as  time  passes  the  blossoms  more  manifold  and 
fragrant,  and  the  fruitage  more  surpassingly  fair  and 
abundant.  Or,  to  change  the  figure,  this  Academy  is 
like  an  ancestral  palace,  with  site  superb,  beginnings 
honorable,  original  foundations  well  laid,  its  primal 
structure  reared  by  master  builders;  and  then  that  first 
plan  and  realization  amplified  and  beautified — here  an 
added  wing,  a  supplementary  tower,  and  there  another 
memorial  window,  or  banquet  hall,  or  gallery  of  art,  with 
story  rising  on  story  for  room  and  range  and  due  propor- 
tion. In  this  institution  the  old  was  sound,  select,  im- 
perishable. Therefore  the  new  takes  up  the  old  and 
exalts  it  into  fresh  charm  and  strength. 

I  delight  to  recall  the  first  appearance  of  this  Academy 
in  the  circle  of  our  institutions  of  sound  learning  and 
right  living  ;  —  the  veritable  idealism,  the  actual  romance 
with  which  our  venerated  founders  wrought;  the  self- 
denial,  the  magnanimity,  the  dauntless  confidence,  which 
were  present  in  their  words  and  works  alike.  In  truth,  it 
is  well  for  us  always  to  view  the  past  with  intelligent, 
discriminating  reverence.  Finis  origine  pendet.  History 
tells  us  that  even  the  Greek  of  Periclean  days  prized  the 
immemorial  traditions  which  had  been  handed  down  by 
singer  and  seer.  It  is  on  record  that  even  the  Roman  of 
great  Augustus'  reign  sometimes  paused  in  his  march  of 
conquest,  to  think  fondly  of  the  wicker  hut  of  Romulus 
and  the  thatched  roof  of  the  early  capitol. 
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In  our  Phillips  Academy  the  ancient  and  modern  blend 
as  twilight  deepens  into  dawn  and  dawn  into  full-orbed 
day. 

And  I  am  sure  that  we  who  are  of  times  preceding  the 
present,  need  not  be  ashamed  to  own  that  we  were  in- 
clined to  suppose  that  our  sojourn  here  was  in  the  high 
noon  of  privilege,  at  the  meridian  of  achievement,  the 
zenith  of  the  Academy's  fame.  It  would  have  been 
difficult,  in  my  day,  to  convince  me  that  Dr.  Taylor, 
clarum  et  venerabilc  iiomen,  was  to  be  succeeded  by  a 
Bancroft  who  should  inaugurate  a  still  finer  ideal  of 
culture  and  conduct;  and  by  a  Stearns  personating  and 
promoting  a  model  of  education  whose  symmetrical  in- 
clusion of  both  body  and  mind,  of  both  knowledge  and 
wisdom,  of  both  scholarship  and  character,  yields  practi- 
cal results  surpassing  whatever  has  gone  before.  You 
know  that  to  the  sentinel 

"  That  hour  is  great  when  he  mounts  guard." 

Pardon  me,  Mr.  President,  if  here  I  make  an  ac- 
knowledgment personal  and  thankful,  and  pay  a  tribute 
personal  and  sincere.  My  entrance  into  this  Academy 
was,  in  its  sphere,  the  event  of  my  life.  Amid  Massachu- 
setts' rugged,  rocky  hills,  in  a  lowly  frugality  which  was 
not  far  removed  from  poverty,  I  had  dreamed  the  en- 
rapturing dream  and  cherished  the  resplendent  vision. 
And  the  fact  that  Phillips  Academy,  Andover,  existed ; 
the  tidings  of  her  gracious  spirit;  the  knowledge  that  she 
welcomed  the  studious,  despite  their  lack  of  material 
possessions  and  social  distinctions ;  the  assurance  that 
through  her  initiatory  portals  one  might  reach  the  service 
and  honor  to  which  he  was  entitled ;  that  sufficed  to 
steady  the  pulse  and  confirm  the  resolve.  From  this 
Academy,  afar,  came  an  inspiration  which  made  it  appear 
that  penury  was  no  fatal  barrier,  and  long  waiting  no 
decisive  hindrance.  Moreover,  I  speak  advisedly  when 
I  say  that  in  this  Academy  my  highest  expectation  was 
more  than  fulfilled.  As  a  boy,  I  found  myself  among 
boyish,  yet  earnest,  honest  comrades.  There  was  the 
ennobling  guidance  of  learned,  manly  teachers,  with  Dr. 
Taylor,  facile  princeps,  or,  to  use  the  word  of  Homer 
concerning  Agamemnon,  Paac?.evTeiioc,  at  their  head. 
There  was  a  cherished  standard  of  attainment  which 
discouraged  dawdling  and  put  idleness  out  of  the 
question.  There  was  an  accepted  ideal  of  life  in  which 
unselfish  service  of  others  outranked  all  selfish  fame.  To 
the  training  offered  here  I  gave  myself  in  willing  de- 
votion. No  wonder !  The  realms  of  classical  antiquity 
— "  The  beauty  that  was  Greece,  the  grandeur  that 
was  Rome"  —  were  here  opened  to  me.  Here,  for  the 
first  time,  I  entered  the  confines  of  that  ancient  world 
where  moved  the  poets,  patriots,  philosophers,  states- 
men, lawgivers,  warriors,  kings,  whose  times  were  those 
of  my  Old  Testament  heroes,  and  whose  successors  were 
contemporary  with  the  Apostles  and  the  early  Christian 
Church.  Of  course,  it  was  with  me,  as  with  my  fellow- 
pupils,  the  day  of  very  small  beginnings.  Yet  I  declare, 
without  reserve,  that  for  all  I  am  and  have  done  or  can 
do,  1  owe  more  to  Phillips  Academy  than  to  any  other 
educational  factor  or  force. 


I  have  heard  that  the  classical  training  of  Dr.  Taylor's 
day,  savored  strongly  of  the  text-book;  that  it  exalted 
the  recitation  exercise ;  and  made  much  of  an  alert,  accu- 
rate memory.  The  statement  is  correct.  Possibly 
there  was  a  disproportionate  devotion  to  those  methods. 
Yet  there  was  a  resultant  force  and  felicity  which  it  is 
hardly  worth  while,  even  now,  to  depreciate.  Why  not, 
I  ask,  let  the  text-book  be  the  centre  of  attention,  so  long 
as  it  is  in  evidence  at  all?  If  recitations  from  text-book 
and  grammar  are  parrot  repetitions  servile  and  senseless, 
then  perish  such  recitations.  But  if,  as  assuredly  was  the 
case  when  I  was  here,  the  recitation  based  on  text  book 
and  grammar,  includes  the  student's  own  search  into  the 
reason  of  the  rule  and  into  the  genius  of  both  the  truth 
expressed  and  the  expression  of  the  truth ;  if,  in  short, 
in  the  class-room  the  student  finds  himself  compelled  to 
gird  up  his  loins  and  quit  himself  with  fortitude  and 
skill;  then  we  may  safely  own  that  there  is  some  merit 
in  that  sort  of  educational  training.  To  gain  such  power 
of  application ;  to  be  disciplined  in  such  exact  adequacy 
of  statement;  to  acquire  such  facility  in  the  right  use  of 
books ;  to  be  brought  into  such  modest,  intelligent  self- 
possession  ;  is  a  boon  for  which,  I  think,  a  man  may  well 
be  thankful  to  his  dying  day. 

Permit  me  a  further  word,  and  with  special  reference 
to  the  character,  the  ethical  and  spiritual  development, 
which  the  education  of  the  former  days  fairly  produced. 
You  know  that  many  an  exquisite  flower  is  born  on  close- 
fibred  stalk  and  firm-knit  branch.  It  was  written  of  old 
that  "  Out  of  the  eater  came  forth  food,  and  out  of 
the  strong  came  forth  sweetness".  Accordingly,  that 
old-time  method  which  encouraged  self-reliant  effort, 
and  demanded  genuine  achievement;  which  honored 
search  for  truth,  and  condemned  pretence ;  did  actually 
produce  a  type  of  character  in  which  moral  strength  was 
united  with  wholesome  cheer.  The  academy  boy  of  my 
time,  if  he  at  all  welcomed  the  influences  that  surrounded 
him,  was  manly  and  pure.  His  sobriety  was  the  fine 
seriousness  of  the  diligent.  He  was  proud  with  the  pride 
which  scorns  a  lie.  At  least  he  knew,  and  was  willing  to 
to  know,  that  "  The  fear  of  the  Lord  is  wisdom,  and  to 
depart  from  evil  is  understanding  ".  Nor,  as  I  have  in- 
timated, was  there  lack  of  joy.  In  those  days  also,  as  I 
can  bear  witness,  sweet  manna  fell ;  pillars  of  cloud  and 
of  fire  gave  glorious  guidance  toward  the  promised  land  ; 
faithful  explorers  brought  back  grapes  of  Eschol  with 
pomegranates  and  figs;  the  oracles  spoke  radiant  wisdom. 

Be  assured,  good  friends,  that  if  education  be,  with 
Carlyle,  "capabilities  developed,  right  habits  established, 
dispositions  well  dealt  with,  tendencies  confirmed  and 
tendencies  repressed, —  a  cosmic  order  —  beneath  an 
earth  and  waters  and  what  lies  under  them,  and  then 
your  eternal  azure  sky  and  immeasurable  depths  of  ether 
overhead  "  ;  if,  with  Gladstone,  "  that  is  the  sound  edu- 
cation whose  first  object  is  to  train  the  mind,  and  the 
second  to  stock  it  "  :  if,  in  the  words  of  one  of  our  found- 
ers, the  purpose  of  education  is  to  "  teach  youth  the  great 
end  and  business  of  living  itself  " ;  if,  as  Milton  declares, 
the  result  sought  is  the  fitting  of  a  man  "  to  perform  justly, 


THE  PHILLIPS  BULLETIN 


9 


skillfully  and  magnanimously,  all  the  offices  both  private 
and  public,  of  peace  and  war";  if,  as  a  modern  writer 
asserts,  the  five  evidences  of  education  are  "  correctness 
and  precision  in  the  use  of  the  mother  tongue,  refined 
and  gentle  manners,  the  power  and  habit  of  reflection, 
the  power  of  growth,  and  efficiency  or  the  power  to  do  "  ; 
in  that  case,  be  assured  that  the  Phillips  Academy  of 
former  days  gave  an  education  which  included  at  least 
the  essentials  of  a  virile,  worthy  culture. 

None  the  less,  rather  all  the  more,  I  rejoice  in  the  later' 
advance, —  the  freer,  more  genial,  more  liberal  spirit; 
the  giving  t0  tne  pupil  of  a  more  familiar,  manifestly 
friendly  guidance  ;  the  more  open  and  honoring  trust  in 
his  integrity  and  self-control ;  his  larger  admission  into 
association  with  the  "authorities"  in  the  government  of 
the  school ;  the  keeping  him  more  closely  en  rapport 
with  the  fortunes  of  his  own  country  and  the  great  events 
of  the  world  at  large ;  the  upholding  of  the  old-time 
standard  of  scholarship,  along  with  a  comparatively  ver- 
satile, many-sided  development  ;  the  recognizing  of 
athletics  as  capable  of  subserving  the  highest  personal 
development;  the  splendid  ennobling  of  the  Scientific 
Department  into  both  thoroughness  and  breadth;  the  ex- 
alting of  the  sciences  and  modern  languages  as  worthy 
associates  of  the  immortal  classics; — these  are  things 
which  kindle  my  admiration  and  inspire  my  giving  of 
thanks.  Nor  are  the  material  evidences  of  growth  either 
obscure  or  far  to  seek.  In  contrast  with  the  real  "Old 
Phillips  ",  there  is  the  re-roofed  Academy  building ;  the 
old  "  Brick  Academy "  transformed  into  a  needed  and 
model  refectory  ;  the  new  and  grand  "  Borden  Gymna- 
sium " ;  the  "  Brothers  Field " ;  the  Treasurer's  office  ; 
the  "  Phillips  Chapel  " ;  manifold  dormitory  cottages  ; 
the  "Science  Building";  the  "  Archaeological  Building" 
with  both  its  antique  treasures  and  its  facilities  for  fos- 
tering the  students'  social  relations  with  each  other:  and 
all  these  material  trophies  reveal  to  the  beholder  the  vast 
progress  which  the  previous  fifty  years  have  brought.  I 
know  not  how  even  the  most  venerable  alumnus  can  fail 
to  be  thankful  that  he  has  seen  this  day.  You  recall  that 
when  the  old  men  who  remembered  the  temple  which 
Solomon  had  built,  saw  the  foundation  of  the  post-exilic 
temple,  they  wept  aloud  while  others  shouted  for  joy. 
i  With  us,  the  rejoicing  is  from  all  hearts  and  all  lips,  for 
the  glory  of  the  later  structure  manifestly  surpasses  the 
glory  of  the  first. 

Here,  then,  we  stand  at  the  opening  of  a  new  era.  A 
century  and  a  quarter  of  fine  achievement  brings  us  its 
compelling  inspirations.  The  heroic  men  who  here  have 
labored,  and  who  in  their  well-earned  rest  are  now  fol- 
lowed by  their  works,  bid  us  advance.  The  historic  past 
points  us  to  its  imperishable  foundations,  and  incites  us 
by  its  ample  trophies.  The  present  takes  up  the  message 
of  cheer.  It  eagerly  proffers  us  its  resources  of  strength. 
I  It  bids  us  believe  that  the  evolution  which  has  borne  this 
Academy  to  the  existing  results,  includes  in  its  ultimate 
sweep  a  consummation,  in  comparison  with  which  what 
we  now  see  and  enjoy  will  appear  but  prophecy  and  pre- 
lude.   The  future  beckons  us  on.    This  our  country  is 


the  arena  in  which  must  be  solved  problems  which  are  of 
moment  not  only  to  ourselves  but  also  to  the  world.  So 
God  has  planned.  Yet  in  this  constitutional  democracy 
where  thought  is  free,  and  the  individual  is  responsible; 
where  citizenship  has  ampler  meaning  than  elsewhere 
under  the  sun,  and  the  citizen  has  corresponding  need  to 
be  sane  and  wise;  in  this  constitutional  democracy,  with 
its  church  without  a  hierarch  and  its  state  without  a 
king,  the  supreme  hope  is  in  the  country's  ingenuous 
youth.  Let  our  youth  be  trained  in  modest,  courageous 
self-reliance;  in  disciplined  self-control;  in  intelligent 
patriotism;  in  ethical,  religious  integrity;  in  the  pure 
love  of  learning  and  the  unselfish  practice  of  virtue ;  and 
both  local  and  national  perils  will  be  lessened  or  re- 
moved. 

I  grant  that,  were  I  speaking  today  to  a  college 
audience,  I  should  speak  in  similar  terms.  Yet  my  in- 
tensest  wish  is  that  before  the  boy  or  girl  reaches  col- 
lege,—  in  the  common  school,  the  grammar  school,  the 
high  school,  the  proprietary  school,  the  endowed  academy 
— there  may  be  the  inculcation  of  right  principles  and  the 
practice  of  appropriate  conduct.  Thence  will  come  our 
best  guaranty  that  sound  learning  will  continue  to  be 
honored,  and  duty  toward  God  and  man  be  faithfully 
performed. 

What  opulent  motive,  accordingly,  for  advancing  the 
already  inaugurated  "  Alumni  Movement "  !  What 
wonder  that  four-fifths  of  my  own  class,  graduated  al- 
most half  a  century  ago  under  Dr.  Taylor,  have  made 
grateful  contribution  to  the  "  Alumni  Fund  "  !  With  a 
Board  of  Trustees  devotedly  interested  in  the  issue ;  with 
a  Faculty  ready  to  give  their  utmost  assistance ;  with  a 
Principal  whose  very  life  of  life  is  in  the  Academy's  pro 
gress ;  and  with  a  vast  body  of  graduates  whose  co-oper- 
ation only  awaits  a  realizing  sense  of  existing  conditions  ; 
we  certainly  have  good  reason  for  resolute,  untiring,  en- 
thusiastic action  in  furtherance  of  the  plan  which  already 
has  borne  such  rewarding  results.  Not  for  a  moment 
will  the  effort  to  increase  the  Academy's  permanent  en- 
dowment be  relaxed.  Yet  utmost  success  in  that 
direction  will  not  remove  the  incentive  to  annual  gifts 
from  the  living  thousands  who  have  been  students  here. 
By  moderate  bestowals  on  the  part  of  the  many,  be- 
stowals always  optional,  and  easily  within  the  donor's 
ability  at  the  time,  may  be  gathered  a  fund  which  shall 
be  of  decisive  aid  in  providing  more  and  better-paid 
teachers;  more  classrooms  for  classes  multiplied  in 
number  and  lessened  in  size ;  more  cottage  dormitories, 
so  that  all  the  resident  students  may  be  under  the 
Academy's  kind  and  competent  supervision  ;  and,  with- 
al, ampler  appliances  for  the  illustrative  teaching  of 
sciences  and  classics  alike:  a  fund  whose  origin  in  the 
discerning  affection  of  the  givers,  will  not  only  hearten 
the  Academy's  whole  administration,  but  will  also 
strengthen  in  the  pupils  themselves  a  similar  devotion  to 
their  first  Alma  Mater.  The  plan  is  eminently  feasible. 
Carried  to  its  deserved  success,  it  will  stand  as  the  most 
important,  the  most  beneficent  movement  ever  made  by 
this  Academy's  loyal  sons. 
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EDITORIAL 

•THE  PHILLIPS  BULLETIN 
The  Phillips  Bulletin,  which  now  appears  for 
the  first  time,  represents  an  enlarged  and  we  believe 
an  effective  development  of  the  Ahimni  Phillipian, 
which  for  the  past  three  years  has  been  published 
by  the  school  for  the  purpose  of  binding  the  Acad- 
emy and  its  alumni  more  closely  together.  Here- 
after the  Bulletin  will  appear  three  times  at  least 
each  year  at  the  close  of  each  term.  The  object  of 
the  paper  will  be  to  give  to  Andover  alumni  every- 
where a  concise  and  interesting  account  of  the 
school's  activities  and  progress,  and  news  of  its 
former  students.  The  increasing  interest  displayed 
by  Andover  alumni  in  the  Academy's  welfare  makes 
such  a  paper  more  than  ever  necessary.  We  be- 
lieve that  the  paper  will  be  appreciated  ;  and  in  or- 
der that  it  may  attain  the  largest  usefulness  pos- 
sible, contributions  and  suggestions  will  be  most 
gladly  received. 

THE  ALUMNI  FUND 

It  will  doubtless  be  of  interest  to  the  Alumni  and 
friends  of  the  school  to  learn  more  about  the  pro- 
gress that  has  been  made  by  those  who  have  charge 
of  the  new  Alumni  Fund,  spoken  of  by  President 
Deming  and  Principal  Stearns  in  their  addresses  at 
the  Alumni  Dinner.  For  about  two  years  the 
trustees  and  interested  alumni  have  been  preparing 
the  way  for  the  successful  undertaking  of  this  pro- 
ject. First  of  all,  it  was  felt  that  the  Alumni  every- 
where should  be  brought  into  closer  touch  with  the 
school  as  it  is  today,  and  should  be  made  to  realize 
its  growth  and  development,  with  the  ever  increas- 
ing demands  made  upon  its  too  limited  resources. 
To  accomplish  this,  new  Alumni  associations  have 
been  formed ;  the  membership  of  those  already  in 
existence  has  been  very  much  enlarged  ;  and  the 
present  conditions  of  the  school  have  been  fully  and 
clearly  set  forth  in  the  special  edition  of  the  Phil- 
lipian, which,  for  the  past  three  years,  has  been 
mailed  to  every  alumnus  whose  address  has  been 
known,  a  work  which  The  Phillips  Bulletin  aims 
to  continue.  All  this  has  resulted  in  an  increasing 
spirit  of  interest  and  loyalty  among  old  Andover 
men  everywhere,  a  spirit  which  has  manifested 
itself  in  many  and  striking  ways. 

A  special  committee  of  alumni,  appointed  by  the 
Board  of  Trustees,  met  with  Principal  Stearns  in 
New  York  City  for  the  purpose  of  forming  definite 
plans  of  work.  It  was  decided  to  adopt,  practically 
without  alteration,  the  plan  followed  so  successfully 
for  a  number  of  years  at  Yale.    This  plan  involves 


the  appointment  of  special  class  agents  whose  duty 
it  is  to  solicit  yearly  from  their  classmates  contri- 
butions to  the  fund.  Remittances  are  made  by 
these  secretaries  to  the  secretary  of  the  general 
committee,  Mr.  George  B.  Case,  P.  A.  '90,  31 
Nassau  Street,  New  York  City,  by  whom  they  are  in 
turn  forwarded  to  the  Treasurer  of  the  Academy. 

As  a  first  step  in  the  undertaking,  a  circular  letter, 
signed  by  many  prominent  alumni,  was  drawn  up 
and  sent  to  all  the  alumni  whose  addresses  were 
known.  This  letter  was  mailed  to  the  alumni  in 
February,  and  the  response  has  been  most  generous 
and  gratifying.  In  spite  of  the  fact  that  no  general 
effort  has  as  yet  been  made  by  the  individual  class 
secretaries  to  secure  contributions,  the  amount  con- 
tributed to  date  is  a  little  less  than  five  thousand 
dollars.  Individual  contributions  have  varied  from 
one  dollar  to  five  hundred  dollars,  and  the  number 
of  contributors  is  far  larger  than  had  been  antici- 
pated. When  it  is  considered  that  this  amount 
represents  the  income  on  approximately  one  hun- 
dred and  twenty-five  thousand  dollars,  it  will  be  ap- 
preciated how  valuable  to  the  school  the  project  is 
proving. 

The  new  fund  itself  is  for  the  purposes  of  current 
income,  to  be  used  at  the  discretion  of  the  trustees. 
While  no  special  uses  are  indicated  for  it,  by  gen- 
eral consent  it  will  be  employed  primarily  for  the 
strengthening  of  the  teaching  force  of  the  Academy. 
It  "is  the  aim  of  the  trustees  and  alumni  alike  to 
place  the  school  on  a  financial  basis  which  will 
enable  it  to  compete  successfully  with  wealthy 
schools,  and  with  colleges  too,  if  need  be,  in  secur- 
ing the  strongest  teachers  available,  and  to  retain 
those  who  have  proved  their  efficiency  and  value  to 
the  Academy. 

Besides  this  fund  for  current  income,  a  larger 
fund  for  permanent  endowment  is  being  raised. 
Here  the  mark  aimed  at  is  $300,000,  of  which  over 
$80,000  has  already  been  given.  Heartiest  thanks 
are  due  not  only  to  those  who  have  contributed  to 
these  funds,  but  to  those  who  by  their  loyal  and 
unselfish  efforts  have  made  possible  the  successful 
carrying  out  of  this  interesting  and  valuable  project. 

A  FOUNDERS  DAY 
Phillips  Academy  has  long  felt  the  need  of  a  day 
that  shall  give  an  opportunity  for  a  larger  and 
deeper  expression  of  the  love  of  its  alumni.  At 
the  commencement  season  when  the  old  ties  recall 
men  for  a  day  or  two  to  the  scenes  of  their  educa- 
tion, the  college,  naturally  enough,  has  the  stronger 
claim,  and  the  old  Academy  is  likely  to  be  neg- 
lected.   By  this  coincidence  of  the  commencements, 
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many  Phillips  alumni  are  kept  from  intimate  knowl- 
edge of  the  progress,  of  the  changed  physical  feat- 
ures beneath  which  the  same  spirit  lives,  of  the 
growing  needs  of  the  school.  The  strong  move- 
ment in  the  formation  and  enlargment  of  the 
various  alumni  organizations  has  revealed  a  depth 
of  latent  interest.  But  love,  we  are  told,  "  inheres 
in  sensible  objects ".  The  Principal  visiting  the 
banqueting  rooms  of  the  alumni  associations  in 
New  York,  Washington,  Pittsburgh,  Chicago,  is  un- 
doubtedly one  of  these  objects;  but  a  larger, 
grander,  "sensible  object"  is  the  Academy  itself 
here  on  the  hill,  of  which  he  speaks.  A  day  spent 
here  will  mean  more  than  many  Andover  banquets 
or  Andover  smokers.  Hence  the  suggestion  —  at 
some  convenient  date  in  the  spring,  a  Founders 
Day. 

Such  a  festival  as  Founders  Day  could  perform 
a  double  service.  It  could  be  not  only  a  rallying 
centre  of  interest  for  the  alumni,  but  a  tremendous 
stimulus  to  the  present  school.  A  very  real  part  of 
the  influence  of  an  old  school  on  its  boys  lies  in 
its  honorable  history  ;  and  a  Founders  Day,  with 
appropriate  exercises,  making  more  concrete  our 
history  and  inspiring  traditions  , could  not  fail  to  have 
a  powerful  effect  on  the  life  of  the  school  each  year. 

It  is  the  hope  of  the  authorities  that  such  an  an- 
niversary may  soon  become  a  characteristic  institu- 
tion at  Andover ;  and  the  question  is  being  care- 
fully considered  whether  the  plan  may  not  be  carried 
out  next  Spring.  If  not  next  Spring,  surely  by  a 
year  from  that  time  Founders  Day  should  be  in- 
augurated. 

CHANGES  ON  THE  CAMPUS 

The  improvements  to  be  made  on  the  campus 
during  the  summer  have  already  been  begun.  Be- 
ginning at  the  Principal's  residence  on  Chapel 
Avenue,  shrubs  have  been  planted  to  Main  Street 
and  along  Main  Street  toward  Wheeler  Street.  This 
shrubbery  greatly  improves  the  corner  lot  on  which 
the  old  Stone  Academy  used  to  stand.  A  number 
of  new  asphalt  walks  will  make  another  great  im- 
provement. 

The  greatest  change  will  be  the  disappearance  of 
English  Commons.  After  seventy  years  of  use  these 
buildings  have  been  sold  and  are  to  be  moved.  In 
their  stead,  the  Brick  House,  once  known  as  the 
Printing  House,  next  to  the  site  of  the  old  Mansion 
House,  along  with  the  present  Clement  House  and 
Draper  Cottage,  is  to  be  used  for  a  dormitory  for 
boys  of  limited  means. 

Bartlet  Hall  has  been  rented  from  the  Theological 


Seminary  by  the  Academy,  and  during  the  summer 
is  to  be  fitted  up  with  shower  baths,  steam  heat,  and 
other  conveniences,  and  then  used  as  an  Academy 
dormitory.  It  will  accommodate  fifty  students  in 
single  and  double  suites. 

LATIN  ESSENTIAL  FOR  SCIENTIFIC  COURSE 

The  scientific  course  of  the  Academy  has  long 
included  three  years  of  Latin,  but  substitution  of 
other  studies  has  been  allowed  in  special  cases. 
Hereafter,  by  a  recent  vote  of  the  faculty,  no  students 
in  the  Scientific  Department  will  be  eligible  for  the 
school  diploma  who  have  not  completed  at  least  two 
full  years'  work  in  Latin.  Moreover,  in  the  two 
lower  classes,  no  students,  except  foreigners,  will  be 
allowed  to  omit  Latin  ;  and  those  entering  the  middle 
or  senior  class  may  omit  it  only  on  the  written  re- 
quest of  parents  or  guardians  and  by  special  faculty 
vote.  This  action  emphasizes  the  conviction  of  the 
faculty  that  Latin  affords  a  most  important  training 
for  those  preparing  for  work  in  the  scientific  schools. 


SCHOOL  NEWS 

ANDOVER  SONG 
A  new  Andover  song,  "  Old  P.  A.  ",  has  been  written, 
words  and  music,  by  Richmond  K.  Fletcher,  P.  S.  '04, 
Harvard  '08,  author  of  the  song  "Soldier's  Field", 
which  was  the  most  popular  one  of  the  last  season  at 
Harvard.    The  words  are  as  follows  :  — 

"  Old  P.  A.  " 

We're  here  with  the  team  once  again,  boys  — 

Five  hundred  strong, 

To  cheer  them  on. 
So  hand  out  Old  Andover's  name,  boys  — 

Across  the  field, 

And  never  yield  ! 
There's  no  hope  today  for  poor  Ex'ter, 

For  they  are  true  — 

Those  boys  in  blue. 
Oh  !  Andover'Il  land, —  she's  got  the  sand. 
Give  a  cheer  for  old  P.  A. 

Chorus. 

Fighting  for  Old  P.  A.,  boys  ! 

Fighting  with  heart  and  soul. 
Tearing  our  way  on  to  vict'ry  — 

Nearing  the  crimson  goal. 
See  how  Old  Ex'ter  trembles  — 
Andover  wins  today ! 
Stand  by  the  Blue  ! 
We're  always  true 
To  you  and  Old  P.  A. ! 

MEMORIAL  TO  DR.  TAYLOR 

A  bronze  memorial  tablet  to  Dr.  Samuel  H.  Taylor, 
Principal  of  Phillips  Academy  from  1837  to  1871,  has 
been  fittingly  placed  in  the  main  hallway  of  the  Academy 
Building.    The  memorial,  which  is  of  simple  design  and 
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of  beautiful  workmanship,  was  suggested  by  George  T. 
Eaton,  '73,  of  the  Academy  faculty ;  and  was  erected 
from  the  income  of  the  James  S.  Eaton  fund,  a  fund  to 
be  expended  for  decorative  or  memorial  purposes. 
Many  old  graduates  of  the  school  will  rejoice  that  this 
appropriate  and  impressive  tablet  has  been  erected. 

TEXT-BOOK  BY  PROFESSOR  BENNER 

Benner  and  Smyth's  Beginner's  Greek  Book,  by  Pro- 
fessor Benner  of  the  Greek  Department  of  Phillips 
Academy  and  Professor  Smyth,  Eliot  Professor  of  Greek 
Literature  in  Harvard  University,  will  be  published 
during  the  summer  by  the  American  Book  Company. 

ACADEMY  PREACHERS,  1905-1906 

In  addition  to  the  regular  pastors,  who  are  the  profes- 
sors of  the  Andover  Theological  Seminary,  other  minis- 
ters are  secured  from  time  to  time  to  fill  the  Chapel 
pulpit.  The  names  of  those  serving  during  the  year 
1 905- 1 906  were  as  follows:  — 

President  W.  H.  P.  Faunce,  LL.D.,  of  Brown  Univer- 
sity, Providence,  R.  I. 

Robert  E.  Speer,  A.M.,  New  York,  N.  Y. 

President  Charles  Cuthbert  Hall,  D.D.,  of  Union 
Theological  Seminary,  New  York,  N.  Y. 

President  George  Harris,  LL.D.,  of  Amherst  College, 
Amherst. 

Rev.  William  G.  Puddefoot,  South  Framingham. 
Rev.  James  Hardy  Ropes,  D.D.,  of  Harvard  Univer- 
sity, Cambridge. 

Rev.  E.  Victor  Bigelow,  Lowell. 

Rev.  F.  Boyd  Edwards,  Brooklyn,  N.  Y. 

Rev.  Alexander  McKenzie,  D.D.,  Cambridge. 

Rev.  F.  E.  Emrich,  D.D.,  Boston. 

Rev.  DeWitt  S.  Clark,  D.D.,  Salem. 

Rev.  Doremus  Scudder,  D.D.,  Honolulu,  H.  I. 

Rev.  Cyrus  P.  Osborne,  Boston. 

Rev.  George  E.  Martin,  D.D.,  Lowell. 

Rev.  Harry  P.  Dewey,  D.D.,  Brooklyn,  N.  Y. 

RELIGIOUS 

After  many  years  the  Society  of  Inquiry  has  at  last 
adopted  a  new  constitution,  which  affiliates  it  with  the 
Young  Men's  Christian  Association,  though  it  keeps  its 
original  name.  In  its  work  the  Society  has  always  aimed 
to  do  for  students  at  Andover  what  Christian  Associa- 
tions do  for  students  at  other  schools,  but  has  not  here- 
tofore been  ready  to  adopt  an  amalgamating  constitution. 
Now  that  it  is  a  part  of  the  Young  Men's  Christian  Asso- 
ciation movement,  it  will  be  visited  by  representatives 
of  the  movement  and  otherwise  helped  in  its  work. 

Illustrative  of  the  similarity  between  the  work  of  the 
Society  and  that  of  the  Y.  M.  C.  A.  are  the  reports  of 
successful  Bible  classes  and  prayer  meetings  held  infor- 
mally in  students'  rooms  throughout  the  school  year. 
The  Society,  assisted  by  the  whole  student  body,  also 
sent  two  delegates  to  the  convention  of  the  Student  Vol- 
unteer Movement  at  Nashville,  Tenn.    The  delegation 


to  the  Northfield  Conference  was  not  so  conspicuously 
large  as  last  year,  because  a  number  of  the  boys  went  to 
the  Yale  Conference  at  Lakeville,  Conn. 

PHYSICAL  DEPARTMENT 


SCHEDULE  OF  ACTIVITIES  DURING  THE 
YEAR 


School  Teams 

(Comprising  about  45 
men) 

Class  Teams 

(Comprising  about 
105  men) 

The  balance  of  the 
Student  Body 

(Comprising  about  300 
men  organized  for  out- 
door and  indoor  work  in 
season) 

Fall  Term 

Fall  Term 

Fall  Term 

Football 
Track 
Tennis 
Golf 

Gun  Club 

Football 
Relay  teams 

Football 

Track  classes 

Cross-country  tunning 

Tennis 

Golf 

Gymnasium  class 

Winter  Term 

Winter  Term 

Winter  Term 

Basketball 
Hockey 

Baseball  and  track  train- 
ing 

Gymnastic  team 

Basketball 
Athletic  contests 
Gymnastic  teams 

Basketball 
Gymnasium  classes 
Boxing 
Fencing 
Wrestling 
Indoor  baseball 
Novice  contests 
Handicap  contests 

Spring  Team 

Spring  Term 

Spring  Term 

Baseball 
Track 
Tennis 
Golf 

Baseball 

Baseball 
Track 
Tennis 
Golf 

A  glance  at  the  above  schedule  of  the  work  directed 
by  the  Physical  Department,  with  the  number  of  men 
participating  in  each  group,  clearly  indicates  that  the 
old  criticism,  that  all  the  money,  time,  and  glory  are 
given  to'  the  favored  few  and  that  the  mass  of  the  student 
body  are  allowed  to  shift  for  themselves,  can  no  more  be 
applied  to  Phillips  Academy.  It  has  been  customary 
for  the  ordinary  fellow  to  sit  on  the  bleachers  and 
watch  the  school  team  do  the  work,  thus  getting  his 
exercise  only  by  proxy.  The  faculty,  recognizing  the 
situation,  now  requires  that  all  members  of  the  school 
shall  either  go  out  for  some  regular,  organized  team 
or  elect  one  of  the  exercises  in  the  third  column  of 
the  schedule  given  above. 

Under  this  radical  scheme  it  has  been  the  policy  to 
allow  a  great  degree  of  freedom  in  the  selection  of  the 
kind  of  work  in  which  a  student  wishes  to  participate, 
and,  also,  after  the  classes  and  teams  are  once  formed,  to 
allow  the  students  themselves  to  organize  and  manage 
them. 

In  the  contests  with  Exeter  the  school  has  had  another 
remarkable  year,  the  football,  baseball,  track,  and  golf 
teams  all  being  successful. 

The  football  game  with  Exeter  was  played  on  Nov.  1 1 
at  Exeter.  Though  Exeter  was  the  favorite  before  the 
game,  Andover  won  by  the  decisive  score  of  28  to  o. 
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The  season's  scores  : 


Andover 
Andover 
Andover 
Andover 


Kcvere  A.  A. 
Burdette 
Williston 
Yale  Fresh. 


Andover,  20S  Points 


Andover     5     Harvard  Fresh.  4 

Andover    30     Amherst  Aggies  o 

Andover    16     Springfield  T.  S.  o 

Andover   28     Exeter  o 
Opponents,  9  Points 


The  track  contests  of  the  year  began  in  the  fall 
term  with  the  fall  meet  and  the  handicap  and  scratch 
cross-country  runs.  During  the  winter,  work  on  the 
track  was  continued  in  the  gymnasium  and  on  the  out- 
door track.  Among  the  nine  contests  held  were  the 
annual  handicap  indoor  meet,  the  inter-Class  meet,  the 
championship  meet,  and  track  events  on  Saturday  nights 
in  the  gymnasium.  In  the  spring  came  the  spring  meet, 
the  interscholastic  meets,  and  the  Exeter  meet.  The 
Exeter  meet  was  given  to  Exeter  with  a  score  of  49  to 
47,  but  a  decision  on  the  form  of  Andover's  high  jumper 
was  protested  and  finally  given  in  favor  of  Andover. 
Accordingly  the  meet  was  awarded  to  Andover  with  the 
score  of  48)^  to  47^. 

Andover  won  second  place  in  the  Yale  interscholastic 
meet  and  first  place  in  the  New  England  interscholastic 
meet,  leading  Exeter  by  eleven  points  in  the  latter. 

The  basketball  team  had  an  excellent  record,  winning 
ten  out  of  the  thirteen  games  played. 

In  baseball,  Andover  had  probably  one  of  the  most 
successful  seasons  in  her  history.  Harvard  was  defeated 
for  the  first  time,  and  Yale  and  Exeter  were  again  beaten. 

The  season's  scores :  — 


Andover 
Andover 
Andover 
Andover 
Andover 
Andover 
Andover 
Andover 
Andover 


Bates 

Dartmouth 

Harvard  Fresh. 

Colby 

Villanova 

Yale 

Williams 

Georgetown 

Harvard 

Andover 


Andover  2 

Andover  o 

Andover  17 

Andover  5 

Andover  3 

Andover  2 

Andover  1 

Andover  8 

Andover  4 

Exeter  2 


Bowdoin 

Princeton 

Springfield  T.  S. 

Vermont 

Alumni 

Dartmouth 

Cornell 

Amherst 

Amherst  Aggies 


To  meet  the  growing  demand  for  more  tennis  courts, 
two  new  ones  were  built  inside  of  the  running  track 
south  of  the  present  courts.  The  annual  fall  and  spring 
tournaments,  both  singles  and  doubles,  were  held  as  usual. 
Andover  again  lost  to  Exeter  in  the  annual  match. 

Owing  to  the  open  winter,  the  hockey  team  had  a 
short  season.  Five  games  only  were  played,  all  of  which 
were  won. 

LITERARY 


MIRROR  PRIZES 

The  substantial  prizes  offered  by  George  X.  McLana- 
han,  class  of  '92,  Washington,  O.  C,  for  the  best  articles 
published  in  the  Mirror,  the  school  magazine,  were  an 
innovation  of  the  past  year.  They  distinctly  stimulated 
the  amount  and  improved  the  quality  of  the  material  sub- 
mitted, and  the  Mirror  gained  a  stronger  place  in  the 
real  interests  of  the  student  body  than  it  held  before. 
The  award  was  as  follows : 

For  the  best  contributions  by  members  of  the  two 


upper  classes — first  prize  of  $15,  M.  O.  Frost,  '07,  for  his 
story,  "When  the  Colonel  Lost";  second  prize  of  $10, 
Carl  F.  Massey,  '06,  for  his  story,  "Almost".  For  the 
best  contributions  by  Junior  Middlers  and  Juniors — first 
prize  of  $15,  Frank  R.  Conklin, '08,  for  his  story,  "A 
White  Glove  —  and  its  Mate";  second  prize  of  $10, 
James  C.  Thomas,  '08,  for  his  story,  "  The  Nuisance,  the 
Hat,  and  the  Girl  ". 

THE  PROPOSED  PUBLICATIONS 
ASSOCIATION 
A  most  significant  movement  affecting  the  publica- 
tions of  the  school  —  the  Phillipian,  the  Mirror,  the  Pot- 
Poicrri  and  Class  Book —  was  broached  this  spring.  The 
proposition  is  to  unite  the  general  control  of  these  publi- 
cations under  a  Publications  Association,  with  an  Advis- 
ory Board,  somewhat  after  the  plan  for  athletics.  The 
Publications  Board  will  consist  of  the  editors  and  mana- 
gers, a  graduate  treasurer,  and  a  faculty  member.  The 
objects  to  be  gained  are  a  greater  financial  stability  for 
the  school  periodicals,  more  business  like  administration, 
mutual  support.  It  is  also  hoped  that  under  the  new 
plan  the  subscription  list  of  the  various  publications 
will  be  greatly  increased  among  the  alumni.  The  Phil- 
lipian, in  particular,  proposes  to  make  its  alumni  depart- 
ment of  special  interest.  An  important  feature  of  the 
proposed  constitution  is  the  turning  over  of  a  generous 
percentage  of  the  profits  to  some  distinctly  school  pur- 
pose. The  chief  movers  in  this  whole  matter  are  J.  L. 
Malcolm,  '07,  and  A.  F.  Marsh,  '07,  of  the  Phillipian 
board  for  next  year,  and  their  proposals  are  being  heart- 
ily seconded  by  the  editors  and  business  managers 
of  the  other  publications. 

MEANS  PRIZE  ESSAYS 

The  thirty-ninth  annual  contest  for  the  Means  prizes 
was  held  in  the  Chapel,  Tuesday  evening,  June  5. 

The  names  of  the  winners  will  be  found  in  the  list  of 
prize  awards  given  elsewhere. 

PHILO-FORUM  DEBATE 

The  fourteenth  annual  Philo-Forum  debate  and  con- 
test for  the  Robinson  prizes,  was  held  in  the  Stone 
Chapel,  Friday  evening,  January  26,  1906.  The  subject 
for  debate  was,  "  Resolved,  That  Cabinet  ministers  in  the 
United  States  should  have  seats  and  the  right  to  speak 
in  Congress". 

Frank  P.  Ferguson,  leader,  Guy  S.  Deming  and  Walter 
M.  Price,  of  Philo,  supported  the  affirmative  of  the 
question.  Meigs  O.  Frost,  leader,  Louis  A.  Mahoney 
and  Paul  M.  Piel,  of  Forum,  upheld  the  negative. 

The  judges  gave  their  decision  in  favor  of  Forum. 

THE  FIRST  AN  DOVER-EXETER  DEBATE 

During  the  past  year  an  annual  debate  with  Exeter 
was  established.  Largely  through  the  efforts  of  Paul 
Michael  Piel,  '07,  of  New  York  City,  the  two  societies, 
Philo  and  Forum,  formed  a  third  organization  known  as 
the  Andover  Debating  Union,  which  should  have  for  its 
object  the  establishment  and  continuance  of  an  annual 


14 


THE  PHILLIPS  BULLETIN 


debate  with  Exeter.  The  Debating  Union  is  practically 
under  the  joint  control  of  the  old  societies,  which  in 
all  other  respects  jealously  maintain  their  ancient  rivalry. 

As  a  result  of  a  well  attended  home  contest,  the  follow- 
ing debaters  against  Exeter  were  picked  :  Meigs  O.  Frost, 
New  Britain,  Conn.,  leader;  Louis  A.  Mahoney, 
Lawrence  ;  Guy  S.  Deming,  New  York  City  ;  and  Henry 
Gemmer,  Hackensack,  N.  J.,  alternate.  Of  these,  Dem- 
ing was  a  member  of  Philo ;  the  others,  of  Forum. 

On  May  16  the  first  Andover-Exeter  Debate  was  held 
at  Exeter.  The  question  was,  "  Resolved,  That  inter- 
scholastic  football  is  more  of  a  benefit  than  a  detriment", 
Andover  supporting  the  affirmative.  The  decision  of 
the  judges — a  very  able  committee  —  was  two  to  one 
for  the  negative.  The  debate  was  close,  spirited,  and 
thoroughly  creditable  to  both  sides. 


PRIZE  AWARDS  FOR  THE  YEAR 

Potter  prizes  for  best  essays  delivered  at  commence- 
ment exercises,  $30,  §20,  sustained  by  James  T.  Potter, 
class  of  "90 — First,  Albert  Farnsworth.  Lawrence  ;  second, 
Luther  M.  Ferguson,  Shanghai,  China. 

Valpev  prize  for  excellence  in  Greek  composition, 
$10,  founded  by  bequest  of  the  late  Rev.  Thomas  G. 
Valpey,  class  of  '54 — Cabot  Daniels,  Chicago,  111. 

Washington  Alumni  Association  prize,  $25,  pre- 
sented by  the  Washington  Alumni  Association  to  the 
student  from  Washington,  D.  C,  who  makes  the  best 
record  during  the  year — Roger  Hoyt  Moses,  Washing- 
ton, D.  C. 

Yale-Andover  prizes  to  those  members  of  the  senior 
academic  class  who  have  passed  with  highest  average  a 
minimum  of  ten  subjects  in  the  June  entrance  examina- 
tions for  Yale  College,  $15  and  #10 — First,  Carroll  Clark 
Hincks,  Andover;  second,  Frederick  James  Murphy, 
Westboro. 

Yale-Andover  prizes  to  members  of  the  senior  scien- 
tific class  who  have  passed  with  highest  average  a  mini- 
mum of  eight  subjects  in  the  June  entrance  examinations 
for  the  Sheffield  Scientific  School,  $15  and  S10 — First, 
Francis  Albert  Bates,  Cleveland,  O. ;  second,  William 
Farson,  Chicago,  111. 

Convers  prizes  for  excellence  in  Mathematics,  $20, 
$15,  and  $10,  sustained  by  the  late  E.  B.  Convers  of  En- 
glewood,  N.  J.,  class  of  '57 — First,  Robert  Hart  Talcott, 
Livington,  Mont.  :  second,  Fuller  Forbes  Barnes,  Bristol, 
Conn.  ;  third.  Josiah  Fogg  Reed,  South  Weymouth. 

Crane  prizes  for  excellence  in  Virgil,  copies  of  Dr. 
Crane's  translation,  gift  of  the  late  Rev.  Oliver  Crane, 
D.D.,  LL.D. —  James  Breckinridge  Waller,  jr.,  Chicago, 
111.;  Thayer  Adams  Smith,  Hanover,  N.  H. 

Valpev  prize  for  Latin  composition,  $io,  founded  by 
the  bequest  of  the  late  Rev.  Thomas  G.  Valpey,  class  of 
'54 — Harry  Clayton  Beaman,  jr.,  Princeton. 

Dove  prizes  for  excellence  in  Latin,  $20,  $15,  and  $10, 
sustained  by  George  W.  W.  Dove  of  Andover,  class  of 


'53, — First,  James  Breckinridge  Waller,  jr.,  Chicago, 
111.;  second,  Thayer  Adams  Smith,  Hanover,  N.  H. ; 
third,  Arthur  Williams,  jr.,  Mt.  Vernon,  N.  Y. 

Draper  prizes  for  selected  declamations,  $20,  $12,  and 
$8,  endowed  by  the  late  W.  F.  Draper,  class  of  '43 — 
First,  William  Griswold  Beach,  Auburn,  N.  Y. ;  second, 
Maurice  Diehl  Cooper,  Buffalo,  N.  Y. ;  third,  Charles 
William  Hamilton,  Hollidaysburg,  Pa. 

Means  prizes  for  original  declamations,  $20,  $12,  and 
$8,  endowed  by  the  late  William  G.  Means  of  Boston — 
First,  Albert  Farnsworth,  Lawrence;  second,  Henry 
Gemmer,  Hackensack,  N.  J. ;  third,  Newton  Hinckley 
Foster,  Winthrop. 

H  arvard-Andover  prizes  in  English,  $15  and  $10, 
sustained  by  the  Andover  Club  at  Harvard — First,  Wil- 
liam Griswold  Beach,  Auburn,  N.  Y.;  second,  John 
Tilghman  Rowland,  Greenwich,  Conn. :  honorable  men- 
tion, Charles  Pascal  Franchot,  Olean,  N.  Y. ;  Albert 
McClellan  Haskell,  Wakefield,  Neb. 

Robinson  prizes  for  extemporaneous  debate,  $10,  $10, 
and  $10,  sustained  by  H.  S.  Robinson  of  Andover — 
Meigs  Oliver  Frost,  New  Britain,  Conn. ;  Louis  Aloysius 
Mahoney,  Lawrence;  Paul  Michael  Piel,  New  York, 
N.  Y. 

Cook  prizes  for  excellence  in  Greek,  $15,  $10,  and  $5, 
endowed  by  the  late  Joseph  Cook,  LL.B.,  class  of  '57 — 
Fit st,  James  Breckinridge  Waller,  jr.,  Chicago,  III; 
second,  Carroll  Clark  Hincks,  Andover ;  third,  John 
Tilghman  Rowland,  Greenwich,  Conn. 

Robert  Stevenson  German  prize  for  excellence  in 
German  composition,  founded  by  Robert  Stevenson,  jr., 
class  of  '96,  $S — Louis  Aloysius  Mahoney,  Lawrence  : 
honorable  mention,  Robert  Bernhard  Stern,  New  York, 
N.  Y. 

William  S.  Wadsworth  prize  for  excellence  in 
Physics  in  the  scientific  department,  $10,  sustained  by 
Dr.  VV.  S.  Wadsworth  of  Philadelphia,  class  of  '87 — 
Kussell  Doten  Warren.  Lawrence. 

Fales  History  prize  for  excellence  in  History,  525, 
sustained  by  Fred  S.  Fales  of  the  class  of  '92 — Perrin 
Comstock  Galpin,  New  Haven,  Conn.:  honorable  men- 
tion, Frank  Pomeroy  Ferguson,  Winchester. 

SENIOR  HONORS 

Greek — Thayer  Adams  Smith,  James  Breckinridge 
Waller,  jr. 

Latin — James  Breckinridge  Waller,  jr. 

Latin  Composition — Thayer  Adams  Smith. 

English — James  Breckinridge  Waller,  jr. 

French — Louis  Aloysius  Mahoney. 

German — Louis  Aloysius  Mahoney. 

History — Albert  Farnsworth,  Frank  Pomeroy  Fergu- 
son, James  Breckinridge  Waller,  jr. 

Mechanical  Drawing — Alfred  Brim  Southworth. 

Physics — Guy  Spalding  Deming,  Ivan  Edison  Garver, 
Alfred  Brim  Southworth,  Russell  Doten  Warren,  Hubert 
Knapp  Whitmer. 
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RECORD  OF  GIVERS  FOR  THE  YEAR 

The  gifts  of  this  year  to  the  permanent  endowment 
(paid  in  up  to  August  i)  amount  to  #82,060.72.  The  names 
of  the  donors  follow :— Class  of  1896,  Estate  of  Helen  G. 
Coburn,  C.  R.  Corwith,  D.  M.  Cummings,  J.  H.  Denni- 
son,  Mrs.  Robert  Dodge,  D.  Stuart  Dodge,  John  A. 
Garver,  D.  Willis  James,  H.  B.  Joy,  R.  P.  Joy,  Victor 
Lawson,  J.  Hobart  Moore,  Michael  Piel,  W.  F.  Smith, 
S.  S.  Spalding,  H.  L.  Stimson,  Walter  Wilson. 

The  gifts  to  the  new  alumni  fund  for  current  income 
amount  (August  1)  to  $4,828.65.  The  names  of  the 
donors  follow  : 

Abbott,  A.  H.;  Abbott,  A.  W.;  Adams,  A.  A.;  Adams,  M. 
T.;  Adler,  E.  A.;  Adl.er,  M.;  Albee,  J.;  Albright,  L.;  Alcott, 
Rev.  W.  P.;  Allen,  P.  R.;  Ames,  E.;  Anderson,  J.  N.,  jr.; 
Anderson,  Rev.  T.  D  ;  Appleton,  F.  R.;  Archibald,  Jos.,  jr.; 
Attebury,  R.  R.;  Auten,  B.  C;  Ayers,  J.  E.;  Babbitt,  J.  A.; 
Babcock.E.  W.;  Bailey,  W.  A.;  Bancroft,  C.  K.;  Bancroft,  P.; 
Barlow,  J.  E.;  Bartlett,  N.  E.;  Batcheller,  B.  C;  Bates,  H.  S.; 
Beam,  W.  P.;  Becker,  F.  G.;  Beecher,  F.  L.;  Bergstrom, 
Francis;  Bingham,  H.,  jr.;  Bissell,  L.  F.;  Blanchard,  B.  J.; 
Bliss,  L.  T.;  Bodwell,  Rev.  J.  C;  Booth,  J.  N;  Borden,  J.  H.; 
Bourne,  S.;  Boynton,  E.  C;  Braun,  Geo.  P.;  Breed,  W.  J.; 
Briant,  S.  I.;  Bronson,  Rev.  O.  H.;  Brown,  H.  T.;  Brown,  M.; 
Brown,  R.  D.;  Bryan,  A.  V.;  Bundy,  F.  E.;  Buck,  W.;  Burgess, 
E.  G.  jr.;  Burnham,  Dr.  M.  P.;  Bushee,  Rev.  W.  A.;  Callender, 
J.  A.;  Cameron,  Rev.  J.  D.;  Campion,  Ed.  W.;  Candee, 'W.  B.; 
Carlton,  H.  F.;  Carpenter,  Prof.  G.  R.;  Carter,  B.  E.;  Carter, 
E.  A.;  Carter,  Dr.  F;  Catlin,  H.  D.;  Chadwick,  E.  D.;  Cham- 
berlain, Rev.  L.  T.;  Champney,  W.  P.,  jr.;  Chapin,  E.  P.; 
Chapin,  S.  F.;  Chase,  C.  P.;  Chen,  Huan ;  Cheney,  H.  S.; 
Cheng,  Sir  Chentung  Liang;  Clark,  E.  L.,*2d;  Clark,  S.  I.; 
Clarke,  C.  E.  F.;  Cobb,  B.  C;  Coburn,  S.  R.;  Coker,  R.  A.; 
Colgate,  R.;  Collins,  F.  H.;  Corliss,  C.  A.;  Cornish,  R.  H.; 
Cowen,  N.;  Cox,  E.  V.;  Crapo,  W.  W.;  Crawford,  F.  T.; 
Crocker,  W.  W.;  Crosby,  J.  H  ;  Crosby,  R.  M.;  Crowell,  Rev. 
E.  P.;  Curtis,  C.  J.;  Cushman,  T.  A.;  Dana,  I.  P.;  Davis,  A.  S.; 
Day,  D.  H.;  Day,  H.  G.;  Day,  I.  C;  Day,  W.  P.;  Deming,  H. 
E.;  Derby,  J.  H.  jr.;  Derr,  O.;  Dewey,  A.  N.;  Dicke  rman,  F.  A.; 
Dickerman,  S.  O.;  Dickson,  A.  G;  Dillingham,  E.  G.; 
Dimock,  A.  W.;  Douglass,  W.  R.;  Dove,  G.  W.  W.;  Downie, 
Rev.  D.;  Downing,  E.  B.;  Drake,  J.  B.,  jr.;  Dreisbach,  J.  M.; 
Duffy,  W.  F.;Dulaney,  G.  W.,  jr.;  du  Pont,  I.;  Durfee,  H.  B.; 
Edwards,  Hubert  L.;  Ellsworth,  Dr.  S.  W.;  Emerson,  E.  O.; 
Emerson,  J.  L.;  Emerson,  T.  A.;  Evans,  S.  M.;  Fitzgerald,  D.; 
Flagg,  Dr.  I.;  Foote,  A.  E.;  Fox,  A.;  Freeman,  G.  H.;  French, 
Rev.  G.  H.;  Fuller,  S.  L.j  Fulton,  I.  K.;  Gardiner,  F.  A.;  Gar- 
land, A.  S.;  Gavitt,  W.  S.;  Gilbert,  B.  T.;  Gillis,  R.  H.;  Gil- 
more,  R.  C;  Goldsmith,  S.  K.;  Goodall,  A.;  Gordon,  A.; 
Gordon,  D.;  Gordon,  F.  H.;  Gould,  J.  A.;  Greenough,  II.  W.; 
Griswold,  Dr.  R.  N.;  Hall,  E.  T.;  Hall,  P.  T.;  Hall,  R.  1!.,  jr.; 
Hall,  Russell;  Hammond,  J.  B.;  Hammond,  Dr.  W.  P.j  Hand, 
C.  W.;  Hanna,  D.  R.;  Harding,  J.  P.;  Hardy,  A.  H.J  Hark- 
ness,  R.  P.;  Harrington,  J.  T.;  Harris,  T.  II.;  Haskell,  G.  S.; 
Haskell,  W.  S.;  Hatch,  D.  P.;  Hatch,  Rev.  F.  S.J  Hay,  S.; 
Hazen,  J.  J.;  Heiskell,  A.  G.  B.;  Hillman,  E.  W.j  Hinkle,  C. 
M.;   Hockenberger,  C.  W.;    Hogan,   II.;  Holliday,  S.  N.; 


Holmes,  R.  W.;  Holt,  J.  F.j  Hooper,  II.  T.;  Hopkins,  T.  G; 
Hotchkiss,  H.  S.;  Howard,  G.  M.;  Hudson,  C.  T.;  Isliam,  S.; 
Jaggard,  H.  A.;  Janeway,  H.  EI.;  Jelly,  Dr.  A.  C;  Jenkins,  P. 
K.;  Jennings,  O.  G.;  Jewett,  E.  A.;  Johnson,  Prof.  J.  E.;  John- 
ston, L.  W.;  Jones,  C.  A.;  Jones,  R.  E.;  Jordan,  J.  N.;  Joy,  H. 
B.;  Kelly,  A.  L.;  Kimball,  J.;  Kimball,  T.  D.;  Kimberly,  J.  C.j 
Kutz,  J.  J.;  Ladd,  F.  H.;  Ladd,  W.  U.;  Lang,  A.  W.;  Law- 
rence, E.  F.;  Lerch,  T.  T.;  Levering,  R.  M.;  Lewis,  A.  I.; 
Lindenberg,  F.  H.;  Livingood,  F.  S.;  Lloyd,  W.;  Love,  H.  M.,; 
McBirney,  D.;  McClure,  W.  I.;  McKenzie,  Rev.  A.;  McKenzie, 
R.  C  ;  McMillan,  P.  H.;  Maddox,  K.;  Martin,  E.  S.;  Martin, 
J.  B.;  Mead,  H.  E.;  Mellen,  S.  F.;  Melzer,  R.  H.;  Merriam, 
J.  E.;  Merrill,  G.  E.;  Merrill,  H.  G.;  Merrill,  R.  W.;  Mesereau, 
R.  W.;  Miller,  M.  M.;  Minor,  Dr.  S.  C;  Mitchell,  J.  G; 
Monahan,  J.  T.;  Moon,  D.  R.;  Moon,  S.  G.;  Moore,  A.  H.; 
Morgan,  Clarence;  Morris,  Ira;  Morse,  W.  N.;  Morss,  Rev. 
G.  H.;  Moseley,  H.  P.;  Mowry,  Dr.  W.  A.;  Mulligan,  E.  B.; 
Munroe,  J.  A.;  Munson,  Paul  B.;  Murphy,  Dr.  F.  P.;  Myer, 
Rev.  W.;  Nathan,  G.  A.;  Neale,  J.  B.;  Neal,  J.  C;  Nettleton, 

G.  IL;  Newton,  Dr.  G.  W.;  Nicola,  O.  P.;  Norris,  W.  O.; 
Norton,  E.  H.,  jr.;  Noyes,  Prof.  A.;  Noyes,  G.  R.;  O'Day, 
F;  Odlin,  W.;  Olney,  P.  B.;  Orvis,  G.  A.;  Osgood,  Dr.  A. 
T.;  Osgood,  I.;  Packwood,  R.  A.;  Page,  E.  F.,  jr.;  Palmer, 
Geo.  F.;  Parker,  Hon.  R.  W.;  Parker,  W.  W.  W.;  Park- 
hurst,  F.  E.;  Parsons,  J.;  Parsons,  R.  W.;  Paschall,  N.;  Patton, 
J.;  Peabody,  A.  B.;  Penfield,  A.  M.;  Pennington,  A.  S.; 
Perrin,  Lee  J.;  Perrin,  L.  W.;  Phelps,  G.  W.;  Pomeroy,  J. 
V.,  jr.;  Pond,  S.  N.;  Poole;  George  S.;  Poor,  Rev.  W.  G; 
Porter,  Donald  W.;  Porter,  J.  S.;  Potter,  J.  T.;  Potter,  N.  R,; 
Pratt,  J.  T.;  Quimby,  F.  L.;  Rafferty,  C.  D.;  Ray,  M.;  Read, 
Wm.  C;  Reid,  W.  C;  Richards,  W.  F.;  Richardson,  A.  H.; 
Richardson,  Geo.  S.;  Richardson,  W.  H.;  Richardson,  Wm.H.; 
Ridgway,  Wm.  C;  Ripley,  A.  L.;  Roberts,  W.  F.;  Robinson, 
J.  W.;  Rodocanachi,  J.  M.;  Rothschild,  J.  A.;  Russell,  F.  W.; 
Russell,  H.  M.;  Ryman,  E.;  Sackett,  W.;  Sanger,  R.  C; 
Sargent,  I.  W.;  Satterlee,  Hugh;  Sawyer,  E.  S.;  Sawyer,  J. 
P.;  Sawyer,  S.  N;  Sawyer,  Wm.  D.;  Schauffler,  Dr.  W.  G; 
Schenck,  D.  D.;  Schneider,  F.,  jr.;  Scott,  Frank  W.;  Serviss, 
S.  B.;  Seamore,  J.  A.;  Sharp,  H.  H.;  Sheldon,  Dr.  C.  S.; 
Sheldon,  Jas.  F.;  Sherman,  J.  P.  R.;  Sherrill,  Edgar  B.; 
Simmons,  Frank  H.;  Simon,  M.;  Sjostiom,  W.  L.;  Skerrye, 
W.  F.;  Skinner,  A.  E.;  Slack,  J.  P.;  Smith,  J.  D.;  Smith,  J, 

H.  D.;  Smith,  K.;  Smith,  Lloyd  W.;  Smith,  M.  K.;  Smith, 
O.  D.;  Smith,  S.  L.;  Smith,  W.  D.;  Smyth,  N.  A.;  Solomon, 
F.  E.;  Southworth,  George  C.  S.;  Spaulding,  Dr.  G.  A.; 
Spaulding,  H.  O.;  Starr,  E.  W.;  Stebbins,  H.  H.;  Stevens, 
J.  N;  Stevens,  W.  L.;  Stimson,  H.  L.;  Stout,  H.  L.;  Strauss, 
W.  E.;  Strong,  H.  A.;  Stuart,  F.  H.;  Taylor,  Rev.  A.  M.; 
Thacher,  John;  Thatcher,  H.  K.;  Thompson,  T.  W.;  Thomp- 
son, P.  W.;  Tirrell,  P.  H.;  Torrey,  Dr.  J.  P.;  Towne,  F.  B.; 
Townsend,  Ed.  P.;  Tracy,  H.  E.;  Treat,  J.  H.;  Tweedy,  H. 
H.;  Tyler,  R.  P.;  Tyler,  S.  W.j  Van  Horn,  W.  A.;  Vail],  D. 
L.;  Vann,  I.  D.;  Van  Name,  A.;  Verplank,  J.  I).;  Wallace, 
C.  R  ;  Walsh,  R.  W.;  Warren,  Dr.  F.  M.;  Washburn,  Claude 
C;  Waterman,  W.  V.;  Webster,  J.  B.;  Whitehead,  C; 
Whitney,  C.  N.j  Whittemore,  A.  H.j  Whittemore,  F.  W.; 
Wilder,  H.  J.;  Willcox,  Dr.  W.  F.;  Willetts,  E.  A.;  Willetts, 
S.  T;  Williams,  J.  A.;  Williams,  J.  W.j  Williams,  J.  R.; 
Wilson,  C.  H.j  Winslow,  C.  R.;  Woodman,  R.;  Woodruff, 
J.  H.;  Woodworth,  C.  N.;  Woodworth,  II.  I'.;  Woolsey, 
C.  B.;  Yardley,  F.;  Young,  A.  J.;  Young,  J.  C. 
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ALUMNI  NOTES 

MEETINGS  OF  THE  ALUMNI 
ASSOCIATION 
The  largest  gatherings  of  the  Alumni  during  the 
year  were  held  in  New  York  City,  Chicago,  New 
Haven,  and  Washington.  The  New  York  meeting  was 
presided  over  by  President  Stimsori.  Mr.  McCurdy 
was  the  immediate  representative  of  the  Academy. 
The  music  was  furnished  by  a  Glee  Club  led  by 
Frank  Simmons.  Mr.  Stearns  was  present  at  the 
New  Haven  and  Chicago  meetings.  At  New  Haven, 
"Founders  Day"  was  his  main  theme;  at  Chicago, 
he  described  Andover  past  and  present,  showing 
pictures  of  buildings  and  men  of  the  early  days  of  the 
Academy.  In  Washington,  the  largest  meeting  of 
the  year  was  held  at  the  University  Club.  Smaller 
meetings  were  held  at  the  homes  of  members  of  the 
Club. 

GIFT  BY  CLASS  OF  '96 
At  the  Alumni  Dinner  on  Commencement  Day,  the 
Class  of  1896  made  a  gift  of  $635.72  to  the  permanent 
fund  for  endowment,  to  mark  their  decennial  reunion. 
The  presentation  was  made  through  Mr.  Arthur  Drink- 
water,  P.  A.,  '96. 

PERSONALS 

(Items  for  later  classes  have  been  omitted  for  lack  of  space,  but 
will  appear  in  the  next  issue.) 

'58 — Rev.  Benjamin  Angier  Dean,  pastor  at  North 
Hyde  Park,  Vt,  and  Miss  Eloise  J.  Partridge  were 
married  November  21,  1905,  at  Edin,  Vt. 

'63 — A.  E.  Nolen,  recently  teacher  of  Greek  in  the 
Fitchburg  High  School,  is  visiting  Germany,  Switz- 
erland, Italy,  Greece  and  Egypt,  and  is  to  be  gone  a 
year  and  a  half  or  longer. 

'68 — George  Franklin  Babbitt  and  Mrs.  Eunice 
Humphrey  Allen  were  married  at  Brooklyn,  N.  Y., 
March  22,  1905. 

'68 — Dr.  E.  H.  Jenkins  has  been  elected  president 
of  the  Connecticut  Forestry  Association. 

'71 — Samuel  I  sham,  associate  of  the  National 
Academy  of  Design  and  member  of  the  Society  of 
American  Artists,  has  written  '•  The  History  of  Amer- 
ican Painting  ""(Macmillan  Co.) 

'78 — Rev.  Robert  S.  Lindsay,  who  has  been  a  set- 
tled pastor  of  the  Congregational  church  in  Geneva, 
O.,  has  become  editor  of  the  Madison  Review,  Madi- 
son, O. 

'78— Rev.  Dr.  Charles  S.  Mills  of  St.  Louis,  Mo., 
has  been  recently  chosen  president  of  the  Congrega- 
tional Home  Missionary  Society. 

'80 — Herbert  W.  Wolcott  is  practicing  law  in  the 
New  York  Life  Building,  Kansas  City,  Mo.,  and  re- 
sides in  Leavenworth,  Kans. 

'83 — Robert  Robinson  Porter  Bradford  and  Miss 
Esther  Warner  Kelly  were  married  May  13,  1905,  at 
West  Chester,  Pa.  They  are  living  at  146  W. 
Lehigh  Ave.,  Philadelphia,  Pa. 


'83 — Sanford  Ellsworth  Cobb  and  Miss  Margaret 
Brown  Macleish  were  married  at  Los  Angeles,  Cal., 
Sept.  6,  1905. 

'83 — Herbert  F.  Perkins  is  general  manager  of  the 
steel  department  of  the  International  Harvester  Co., 
of  Chicago. 

'83 — Henry  L.  Stimson,  a  trustee  of  P.  A.,  has 
been  appointed  U.  S.  District  Attorney  for  the  South- 
ern District  of  New  York. 

'86  — Edwin  Vernon  Morgan  recently  ambassador 
extraordinary  and  minister  plenipotentiary  from  the 
U.  S.  Government  to  Korea,  has  been  appointed  min- 
ister to  Cuba. 

'87 — James  P.  Woodruff  has  been  elected  judge  of 
the  probate  court  for  Litchfield  County,  Conn. 

'88 — Arthur  F.  Shaw  is  professor  of  physics  at 
Occidental  College,  Los  Angeles,  Cal. 

'89 — Willis  Bailey  is  president  of  the  Bailey  Drug 
Co.,  Zanesville,  O. 

'89 — Married,  June  27,  1906,  Dr.  William  McKim- 
mie  Higgins  and  Miss  Ella  Louise  Ford.  Home 
address,  57  E.  84th  St.,  New  York. 

'90 — Rev.  Arthur  G.  Cummings,  Harvard  '94,  An- 
dover Seminary  '05,  has  accepted  a  call  to  the  First 
Congregational  church  in  Middleboro. 

'90 — Nathaniel  E.  Griffin  and  Charles  G.  Osgood, 
jr.,  are  preceptors  at  Princeton. 

'90 — Married,  June  28,  1906.  at  Edinburgh,  Scot- 
land, Ralph  Winthrop  Holmes  and  Miss  Judith 
Bigelow  Phelps.  Home  address,  Park  Place,  Win- 
sted,  Conn. 

'90 — James  William  Holland,  M.D.,  died  at  West- 
field,  Dec.  29,  1905,  aged  37  years.  At  his  death  he 
was  assistant  medical  examiner  of  the  town. 

'90 — John  E.  Lane  is  practicing  medicine  at  213 
York  St.,  New  Haven,  Conn. 

'90 — Dr.  Henry  P.  Moseley  has  changed  his  offices 
and  may  now  be  found  at  616  Madison  Ave.,  New 
York  City. 

'90 — Dr.  George  B.  Shattuck  of  Johns  Hopkins 
University,  Baltimore,  has  recently  issued  through 
the  Macmillan  Co.  an  illustrated  work  on  "The 
Bahama  Islands  ". 

'91 — Winfred  Howard  Babbitt  has  been  appointed 
superintendent  of  the  Department  of  Public  Instruc- 
tion for  the  Territory  of  Hawaii. 

'92— Married,  at  West  New  Brighton,  Staten  Is- 
land, N.  Y.,  on  Dec.  30,  1905,  Miss  Millicent  Johnson 
to  Edward  Winslow  Ames. 

'92 — Benjamin  Thorn  Gilbert  and  Miss  Sue  Racey 
Biggar  of  Cleveland,  O.,  were  married  at  Chappaqua, 
N.  Y.,  September  5,  1905.  Their  home  is  to  be  at 
Clayville,  N.  Y. 

'92 — Asahel  H.  Grant  is  teaching  at  the  Horace 
Mann  School  in  New  York  City,  and  lives  at  402  W, 
124th  St. 
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ENROLMENT 


The  preliminary  catalogue  published  early  in  the 
fall  term  shows  an  enrolment  of  474  men,  the 
second  largest  total  in  the  Academy's  history.  This 
total  is  made  up  of  196  old  men  and  278  newcomers. 
The  number  of  new  men  is  much  the  largest  on 
record.  By  departments  the  students  are  divided 
as  follows  :  Classical  Department,  207  ;  Scientific 
Department,  267.  The  divisions  by  classes  is  as 
follows : 

Classical  Department  —  Seniors,  46  ;  Middlers, 
69  ;  Junior  Middlers,  54  ;  Juniors,  38. 

Scientific  Department  —  Seniors,  49  ;  Middlers, 
101  ;  Junior  Middlers,  84  ;  Juniors,  33. 

The  representation  by  states  and  countries  forms 
an  interesting  study.  Massachusetts  leads  as  usual, 
with  New  York  a  close  second.  Distinct  gains  have 
been  made  by  many  of  the  far  distant  states,  Wash- 
ington alone  being  represented  by  15  men ;  while 
Washington,  California,  and  Montana  together  con- 
tribute 29  men.  Of  the  foreign  countries,  China 
leads  with  7  representatives.  Below  is  given  the 
representation  in  full  : 

Massachusetts,  125 ;  New  York,  102 ;  Pennsyl- 
vania, 28  ;  Illinois,  23 ;  New  Jersey,  22  ;  Ohio,  20  : 
Connecticut,  19;  Washington,  15  ;  Maine,  n  ;  Min- 
nesota, 10;  California,  9;  District  of  Columbia,  8; 
Rhode  Island,  8  ;  Michigan,  7  ;  New  Hampshire,  6: 
Kentucky,  5  ;  Montana,  5  ;  Vermont,  5  ;  Colorado, 
4;  Iowa,  4;  Missouri,  4  ;  Indiana,  3;  Kansas,  3; 
Utah,  3  ;  Nebraska,  2  ;  Wisconsin,  2  ;  Florida,  1  ; 
Georgia,  1  ;  Indian  Territory,  1  ;  Maryland,  1  ; 
South  Dakota,  1  ;  Tennessee,  1  ;  China,  7  ;  Canada, 
3;  Cuba,  3;  Costa  Rica,  1  ;  Porto  Rico,  1. 

Since  the  opening  of  the  fall  term  several  new 
men  have  entered  the  school,  making  the  total  en- 
rolment to  date,  485. 


THE  NEW  YEAR 


Phillips  Academy  began  its  one  hundred  and 
twenty-ninth  year  on  September  19,  under  most  fav- 
orable conditions.  Examinations  for  new  students 
occupied  the  greater  part  of  the  opening  week,  while 
many  boys  who  took  the  fall  college  entrance  examin- 
ations were  unable  to  take  up  their  regular  class  work 
until  late  in  the  following  week.  The  total  number  of 
students  enrolled  exceeded  that  of  the  previous  year 
by  over  a  score,  and  has  been  equalled  only  once 
before  in  the  Academy's  history.  The  number  of 
new  students  is  the  largest  on  record. 

Many  important  changes  marked  the  opening  of 
the  new  year.  Substantial  progress  has  been  made 
in  bringing  the  student  body  more  fully  under  the 
school  roof,  and  hence  under  the  direct  supervision 
of  the  school  authorities.  The  last  of  the  old  Com- 
mons, built  in  1836,  and  for  many  years  the  only 
dormitories  of  the  institution,  was  removed  during 
the  summer,  and  boys  of  limited  financial  means  are 
now  housed  in  the  Clement  House,  the  Draper  Cot- 
tage, and  the  Brick  House.  To  the  faculty  houses 
has  been  added  the  Pease  House  on  Main  street,  in 
charge  of  Dr.  Page,  the  Physical  Director  of  the 
school.  Bartlet  Hall,  one  of  the  large,  brick  dormi- 
tories belonging  to  the  Theological  Seminary,  has 
been  rented  by  the  trustees  for  the  accommodation 
of  academy  students,  and  having  been  thoroughly 
renovated  and  improved,  provides  attractive  quar- 
ters for  nearly  fifty  boys.  Two  resident  instructors 
have  charge  of  this  building. 

On  the  faculty  several  important  changes  and  ad- 
ditions have  been  made.  Mr.  Stone,  for  many  years 
the  head  of  the  French  department,  has  been 
granted  by  the  trustees  a  year's  leave  of  absence 
for  study  abroad.  Mr.  F.  E.  Newton,  the  efficient 
Registrar  of  the  school, has  resigned  the  duties  of  his 
office  at  his  own  urgent  request,  and  is  devoting  his 
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entire  time  to  teaching.  His  place  is  ably  filled  by 
Cecil  K.  Bancroft,  P.  A.  '87,  Yale  '91,  the  son  of 
the  late  Principal,  Dr.  C.  F.  P.  Bancroft,  and  for  a 
number  of  years  Chairman  of  the  Freshman  Faculty 
of  Yale  College.  Mr.  Bancroft's  appointment  meets 
with  hearty  approval  everywhere. 

The  faculty  has  been  still  further  enlarged  and 
strengthened  by  the  appointment  of  several  new 
men.  Mr.  Charles  Parmelee,  who  has  taught  suc- 
cessfully at  Kenyon  Academy,  Gambier,  Ohio,  has 
been  appointed  instructor  in  French  and  German. 
Mr.  Phillips  Gilman,  a  recent  graduate  of  Brown 
University,  has  been  engaged  to  take  charge  of 
Music  and  Public  Speaking,  and  to  assist  in  the 
work  of  the  English  Department.  The  sudden  ill- 
ness of  Mr.  McCurdy  made  necessary  the  appoint- 
ment of  a  new  instructor  in  Mathematics.  Mr.  H. 
F.  Houghton,  Amherst  '96,  during  recent  years  an 
instructor  in  the  Berkeley  School  of  Providence, 
R.  I.,  has  most  ably  filled  this  position.  Mr.  George 
Hinman,  P.  A.  '94,  Harvard  '98  has  been  made  an 
instructor  in  History  and  Latin. 

On  the  day  that  the  school  opened,  Mr.  Jay  Root, 
assistant  instructor  in  the  Sciences,  was  taken  ser- 
iously ill  and  was  obliged  to  give  up  his  work  for 
the  year.  His  place  has  been  filled  by  Mr.  J.  W.  J. 
Calnan,  a  graduate  of  the  Massachusetts  Institute 
of  Technology,  and  formerly  an  assistant  instructor 
in  Cornell  and  later  in  Lehigh  University. 

The  faculty  to-day  is  the  largest  in  the  history  of 
the  school,  and  it  is  safe  to  say  that  it  is  also  the 
strongest  and  most  efficient  faculty  that  has  ever 
served  the  institution.  This  increase  has  been 
made  possible  largely  through  the  generous  finan- 
cial assistance  rendered  to  the  school  by  its  loyal 
alumni  during  the  past  year. 


RECORD  OF  GIVERS 


In  the  last  issue  of  the  Bulletin  was  given  a  summary 
of  contributions  received  by  the  Academy  in  the  past 
year  up  to  August  1,  1906,  and  the  names  of  those  who 
had  contributed.  We  give  below  a  supplementary  list 
of  contributors  from  whom  contributions  have  been 
received  since  August  1. 

Permanent  Endowment:  Class  of  1896,  $635.72;  Es- 
tate of  Edward  L.  Taylor  (final  payment),  $449.28;  Mrs. 
R.  A.  Carter  (balance  of  scholarship),  $300.00;  Anne 
M.  Means  (for  prizes),  $400.00;  Estate  of  M-  B.  Suy- 
dam,  $0.42 ;  Selden  W.  Tyler,  $250.00. 

The  following  men  have  contributed  to  the  new  alumni 
fund  for  current  income,  which  to  date  amounts  to 
$4,876.65:  Dana,  S.  H.;  Edwards,  R.  H  ;  Flandrau,  W. 


B.;  Henning,  G.  N.;  Holden,  M.  E. ;  McClellan,  P.  W. ; 
Morse,  R.  C. ;  Bradford,  R.  R.  P. ;  Sheldon,  C.  S.  ;  Sher- 
man, F.  E. ;  Standley,  C.  L. 


LIBRARY 


No  department  of  the  Academy  so  much  deserves  the 
aid  of  the  Alumni  as  the  library.  With  the  increase  in 
the  size  of  the  school  and  in  the  requirements  for  ad- 
mission to  college  and  the  change  in  methods  of  in- 
struction there  is  an  urgent  demand  for  more  books. 
Several  courses  are  handicapped  every  day  by  the  in- 
ability of  the  instructors  to  put  the  proper  books  in  the 
hands  of  the  students.  A  library  is  as  essential  to  the 
right  study  of  English  and  History  as  is  a  laboratory  to 
the  study  of  chemistry.  The  old  style  text- book  method 
of  teaching  chemistry  or  physics  has  become  obsolete. 
A  similar  change  has  taken  place  in  the  study  of  English 
and  History. 

These  subjects  can  no  more  be  properly  taught  with- 
out books  than  chemistry  can  be  taught  without  chemi- 
cals. Books  in  large  numbers  are  required.  A  large 
library  is  essential.  It  is  not  sufficient  to  have  a  large 
assortment  of  books;  there  should  often  be  many  copies 
of  the  same  book.  Seventy-five  or  more  students  study- 
ing the  same  period  cannot  conveniently  use  the  same 
copy. 

Something  has  already  been  done  to  meet  the  situ- 
ation. The  classical  instructors  have  collected  a  few 
hundred  volumes,  many  of  these  exceedingly  rare  and  of 
great  classical  value.  This  library,  however,  is  chiefly 
valuable  to  the  instructors  and  supplies  only  a  limited  need 
among  the  students.  A  substantial  beginning  has  been 
made  on  a  history  library,  but  it  is  still  far  from  adequate 
to  meet  the  demands  of  the  history  courses.  It  contains  at 
present  some  fourteen  hundred  volumes  and  should  con- 
tain as  many  thousand.  A  similar  condition  prevails  in 
the  English  library  which  contains  less  than  a  thousand 
volumes. 

Through  the  generosity  of  Dr.  Peabody  and  others  a 
beginning  has  been  made  in  collecting  a  fiction  library, 
and  it  is  needless  to  say  that  this  effort  is  thoroughly  ap- 
preciated by  the  boys,  and  that  this  department  of  the 
present  library  of  the  school  is  exceedingly  popular. 

Aside  from  a  few  volumes  in  chemistry  the  other  de- 
partments have  no  library  whatever.    No  one  can  fail  to 
be  impressed  with  the  necessity  for  increasing  facilities 
in  this  direction.    Some  very  generous  gifts  have  already 
been  made  for  this  purpose.     Mr.  Wm.  F.  Richards, 
Prof.  Edward  Williams,  the  New  York  Alumni,  and 
others  have  enabled  the  Academy  to  make  a  beginning. 
There  are  no  funds  in  the  hands  of  the  trustees  to  be 
used  to  maintain  a  library.    It  is  hoped  that  such  a  fund  , 
may  soon  be  raised.    The  great  need  for  more  books  is 
appreciated  by  the  student  body.    The  student  editors  of  I 
the  Phillipian  beginning  with  this  year  have  voluntarily  , 
agreed  to  set  aside  a  generous  per  cent  of  the  proceeds 
derived  from  the  paper  for  the  building  up  of  the  library.  I 
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One  hundred  dollars  has  already  been  paid  over  for  this 
purpose.  It  is  earnestly  hoped  that  this  generous  ex- 
ample will  be  followed  by  interested  Alumni  and  others 
and  that  in  the  near  future  the  Academy  will  have  a 
library  worthy  of  the  traditions  and  large  opportunity  of 
the  school. 


THE  OLD  COMMONS 


The  disappearance  of  the  last  of  the  old  Commons 
buildings  during  the  past  summer,  marks  almost  an 
epoch  in  the  history  of  Phillips  Academy.  Many  an  old 
Andover  boy  will  find  it  hard  to  realize  what  the  old  cam- 
pus can  look  like  without  the  protecting  walls  furnished 
for  so  many  years  by  the  Latin  Commons  on  the  south 
and  the  English  Commons  on  the  north.  For  years 
these  buildings  have  occupied  the  centre  of  the  stage. 
If  not  the  most  beautiful,  they  have  been  at  least  the 
most  conspicuous  objects  on  Andover  hill.  Their  loss, 
made  necessary  by  old  age  and  attendant  feebleness,  will 
be  genuinely  mourned  by  old  Andover  men  everywhere, 
who  in  looking  back  to  their  school  days  will  recall  these 
structures  as  the  buildings  in  which  and  around  which 
centered  the  vigorous  and  enthusiastic  life  of  the  school. 

Phillips  Academy  has  never  been  blessed  with  a  super- 
abundance of  material  equipment.  When  in  the  year 
1836  the  trustees  erected  two  rows  of  three-story  wooden 
buildings  to  furnish  accommodations  for  its  students,  it 
was  felt  that  the  school  had  taken  a  great  step  forward. 
One  row  of  six  buildings  was  located  at  the  southern  ex- 
tremity of  the  old  campus  on  the  northerly  edge  of  Phil- 


lips street,  just  across  the  street  from  the  present  Ban- 
croft Cottage.  The  other  was  placed  on  the  northern  ex- 
tremity of  the  campus  on  a  line  with  the  present  Draper 
Cottage.  The  former  was  called  the  Latin  Commons 
row,  the  latter  English  Commons  row.  Theoretically 
the  Latin  Commons  were  for  the  accommodation  of  the 
students  of  the  Classical  or  Latin  Department,  while  the 
English  Commons  fulfilled  the  same  mission  for  the  Eng- 
lish, now  the  Scientific  Department.  In  later  years  stu- 
dents of  both  departments  were  housed  in  each. 

These  old  structures  were  as  simple  and  unpretentious 
as  it  was  possible  to  make  them.  No  modern  conven- 
iences or  luxuries  were  enjoyed  by  the  occupants,  and 
the  price  of  rooms,  three  dollars  per  year  for  each  stu- 
dent, indicated  the  real  purpose  of  the  buildings.  Each 
building  contained  six  double  suites,  a  narrow  spiral 
stairway  furnishing  the  means  of  access  to  the  two  upper 
floors.  Here  for  over  seventy  years  a  large  proportion 
of  the  students  roomed,  and  in  the  long  list  of  occupants 
will  be  found  the  names  of  many  of  the  Academy's  most 
famous  sons.  Surroundings  of  this  character  were  well 
calculated  to  develop  in  those  who  enjoyed  them  strong 
and  rugged  manhood.  And  there  was  a  humorous  side 
also  to  the  free  democratic  life  so  prominent  there.  The 
traditions  of  the  old  Commons  teem  with  stories  full  of 
rough  and  rugged,  but  wholesome  fun. 

With  the  changes  in  modern  life,  the  unsightly  struct- 
ures that  had  played  for  so  long  a  prominent  part  in  the 
life  of  the  school  were  gradually  supplanted  by  modern 
dormitories  of  brick.  But  even  to  the  last,  scarcely  a 
school  year  opened  that  did  not  find  every  room  in  Com- 
mons filled.    But  the  wear  and  tear  of  years  left  their 
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The  Last  of  the  Commons 


impress,  and  prudence  made  necessary  the  final  de- 
struction and  removal  of  the  old  landmarks,  and  the  sub- 
stitution of  accommodations  more  in  keeping  with  the 
life  and  demands  of  the  time. 

We  give  in  this  issue  pictures  of  the  old  Commons  as 
they  appeared  in  the  days  of  their  prime,  and  the  journey 
across  the  campus  of  the  last  of  these  historic  structures, 
now  serving  as  a  tenement  house  on  the  outskirts  of  the 
town. 


ANDOVER  THEOLOGICAL 
SEMINARY 


U'OR  the  past  two  years  the  question  of  the  future  of 
*■  the  Theological  Seminary  has  been  given  much 
time  and  careful  thought  by  the  trustees,  faculty,  and 
friends  of  that  institution.  The  steady  falling  off  in 
attendance  has  made  such  consideration  necessary.  It 
has  been  evident  to  all  that  if  the  Seminary  is  to  maintain 
its  historic  position  of  leadership,  or  even  to  occupy  a 
position  of  respectable  efficiency  among  the  seminaries 
of  the  land,  something  must  be  done,  and  done  quickly. 
Of  late  the  discussion  has  become  widespread  and  acute. 
Trustees,  faculty,  alumni,  and  even  the  public  have  par- 
ticipated actively  in  the  debate.  To  all  it  has  become 
apparent  that  a  change  either  of  policy,  or  of  location,  or  of 
both  will  be  necessary  in  order  that  the  Seminary  may 
contribute  its  most  efficient  service  to  the  church  and 
mankind. 

Scores  of  plans  and  suggestions  have  been  offered, 
both  publicly  and  privately,  looking  to  the  solution  of 
this  perplexing  problem.  Institutions  and  towns  scat- 
tered all  over  the  United  States  have  generously  offered 
to  harbor  the  Seminary  if  only  it  would  take  up  its  abode 
with  them.  Some  of  these  offers  have  been,  in  a  meas. 
ure  at  least,  attractive.  But  the  legal  obstacles  to  mov- 
ing the  institution  out  of  the  state  have  been  found  to  be 


so  complex  and  so  great  as  practically  to  exclude  further 
consideration  of  such  plans. 

To  those  who  favor  a  change  of  location,  Cambridge 
and  Harvard  University  have  presented  strong  attrac- 
tions. The  greatest  benefit  to  be  derived  from  a  change 
would  come  from  contact  with  the  active  intellectual 
life  of  a  great  university.  Men  seeking  to-day  the  train- 
ing of  a  theological  seminary,  in  the  great  majority  of 
cases,  are  attracted  either  to  those  seminaries  located  in 
the  large  cities,  where  daily  contact  may  be  had  with 
restless,  active  city  life  with  its  many  sociological  prob- 
lems, or  to  those  surrounded  by  the  intellectual  life  and 
stimulus  of  a  great  university.  The  university  offers  the 
greater  attraction  of  the  two,  at  least  to  men  having  in 
view  preparation  for  a  thoroughly  educated  ministry. 

As  a  result  of  careful  thought  and  deliberation, 
the  trustees  last  June  publicly  expressed  themselves 
in  favor  of  removing  the  Seminary  to  Cambridge.  In 
the  fall  of  the  year  they  went  a  step  further  and 
published  a  formal  and  carefully  drawn  plan  upon 
which  they  deemed  it  wise  to  proceed  if  removal  were 
ultimately  decided  upon.  This  plan  had  been  pre- 
pared after  consultation  with  President  Eliot  of  Harvard 
and  the  authorities  of  the  Harvard  Divinity  School. 
By  the  terms  of  this  plan  Andover  was  to  enter  into 
close  affiliation  with  the  Harvard  Divinity  School,  but  to 
retain  its  identity.  It  would  build  and  occupy  its  own 
building.  It  would  retain  its  own  funds,  its  own  faculty, 
would  publish  its  own  catalogue,  and  grant  its  own  de- 
gree. Its  professors  would  be  given  the  title  of  "  Ando- 
dover  Professors  in  Harvard  University ",  but  without 
stipend  from  the  University.  These  men,  together  with 
the  faculty  of  the  Harvard  Divinity  School  and  the  Pres- 
ident of  the  University,  would  constitute  a  council  of 
theology,  with  only  advisory  powers,  for  planning  and  co- 
ordinating courses  of  instruction.  Courses  given  by  the 
Andover  professors  would  be  allowed  to  count  for 
the  Harvard  degree  if  approved  by  the  Harvard  faculty 
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and  elected  by  Harvard  students,  and  in  the  same  way 
courses  given  by  the  Harvard  professors  would  be  counted 
for  the  Andover  degree. 

The  above  in  substance  constitutes  the  proposed  plan. 
As  was  expected,  the  publication  of  this  plan  has  pro- 
voked widespread  and  heated  discussion,  especially 
among  the  alumni  of  the  Seminary.  A  general  meeting 
of  the  alumni  was  called  during  the  fall  to  listen  to  the 
report  of  a  committee  which  had  been  instructed  to  as- 
certain alumni  sentiment.  The  committee  rendered  two 
reports,  that  of  the  majority  opposing  the  proposed  change 
and  that  of  the  minority  favoring  it.  Animated  discus- 
sion followed  the  reading  of  these  reports.  The  meeting 
adjourned  without  taking  any  formal  action  concerning 
the  plan  of  affiliation  with  Harvard,  but  a  set  of  resolu- 
tions was  adopted,  of  which  the  most  important  was  the 
recommendation  that  before  further  steps  were  taken  by 
the  trustees,  an  entirely  separate  board  of  trustees  be 
created  to  represent  the  Seminary. 

This  resolution  touches  a  vital  and  interesting  point. 
On  this  question  there  has  never  been  disagreement. 
The  curious  condition  which  made  it  necessary  for  the 
same  board  of  trustees  to  manage  the  affairs  alike  of 
seminary  and  academy  has  long  been  felt  to  be  unsatis- 
factory, and  in  the  present  agitation  it  has  become  even 
more  so.  For  years  the  trustees  have  sought  relief  from 
this  entanglement,  but  in  the  past  without  success. 

Now,  however,  various  causes  have  made  the  situation 
more  acute  than  ever  before,  and  a  plan  has  been  at  last 
devised  by  able  legal  counsel  by  which  it  is  hoped  to 
effect  a  solution. 

At  the  present  time  all  are  agreed  that  this  is  the 
problem  to  be  first  dealt  with.  For  the  next  year  at 
least  the  Seminary  will  remain  in  Andover  and  continue 
its  former  line  of  work.  In  the  meantime  the  trustees 
will  put  forth  every  effort,  by  appeal  to  the  legislature) 
and,  if  necessary,  to  the  highest  courts  to  bring  about 
a  legal  separation  of  the  two  institutions,  through  the 
establishment  of  a  new  board  to  hold  the  Seminary 
trust.  When  this  has  been  done  the  future  of  the  Semi- 
nary will  again  be  given  primary  consideration  by  its 
separate  trustees. 


PHILOMATHEAN  SOCIETY 


The  Philomathean  Society  was  founded  by  Dr.  Horatio 
B.  Hackett  of  Rochester,  Dr.  Ray  Palmer,  Dr.  John  F# 
Stearns,  and  Dr.  Willi  am  Newell  of  New  Vork.  The 
first  recorded  meeting  was  held  January  5,  1825,  previous 
to  which  a  constitution  had  been  adopted  providing  for 
the  election  of  officers,  and  for  meeting  on  Wednesday  of 
each  week.  At  the  first  meeting  it  was  voted  to  circulate 
a  subscription  to  get  books  for  a  library.  The  library 
started  with  fifty-two  volumes,  many  of  them  standard 
works.  It  has  now  become  the  associate  library  of  both 
societies,  Philo  and  Inquiry,  and  numbers  nearly  a  thous- 
and volumes. 


The  semi-centennial  of  Philo  was  celebrated  May  26, 
1875.  The  membership  was  then  one  hundred  and  ten. 
The  historical  address  was  delivered  by  the  Hon.  S.  B. 
Noyes  of  Canton.  After  dinner  had  been  served  to  a 
large  number  in  a  tent  raised  for  the  occasion,  postpran- 
dial speeches  were  made  by  Oliver  Wendell  Holmes, 
Josiah  Quincy,  Joseph  Cook,  Ray  Palmer,  George  B. 
Loring,  Alexander  McKenzie,  J.  Wesley  Churchill,  and 
many  other  former  members  of  the  society. 

From  a  crude  sheet  of  a  few  pages,  suggested  by 
written  essays  read  before  the  society,  the  Mirror,  first 
printed  in  1837,  steadily  rose  to  the  handsome  illustrated 
magazine  of  later  years,  published  termly.  In  1892,  the 
present  Mirror,  published  by  the  school,  took  its  place, 
Philo  agreeing  to  replace  the  old  magazine,  which  had 
reached  the  venerable  age  of  fifty  years,  by  a  school 
annual,  containing  all  the  statistical,  illustrated,  and 
lighter  portion  of  the  publication.  The  new  annual  first 
appeared  under  the  title  of  The  Masque  in  1893. 

In  the  fall  of  1875,  Society  Hall  was  fitted  up  for  the 
use  of  Philo  and  Inquiry,  at  a  cost  of  something  over 
two  hundred  and  seventy-five  dollars. 

In  recent  years  the  society,  outside  of  the  programs  of 
regular  meetings,  has  maintained  a  senate,  joint  debates 
with  Forum,  and  an  annual  exhibition  at  the  close  of 
each  school  year,  the  prizes  for  this  exhibition  being 
presented  through  the  kindness  of  Mr.  H.  S.  Robinson. 

The  constitution  has  been  revised  and  reprinted  in  the 
years  1866,  1871,  1877,  1889,  1894,  and  1901. 


NEW  ART  GALLERY  AT  ABBOT 
ACADEMY 


By  the  will  of  the  late  Mrs.  Esther  Byers  a  large  sum 
of  money  was  recently  given  to  the  trustees  of  Abbot 
Academy,  together  with  Mrs.  Byers'  fine  collection  of 
pictures.  The  money  was  used  for  the  erection  of  a 
handsome  brick  building,  which  is  now  almost  finished.  It 
faces  on  School  Street,  at  the  south-east  corner  of  the 
campus.  This  building,  called  the  John-Esther  Gallery, 
will  contain  the  Art  collection  and  will  be  open  to  the 
students  of  Abbot  Academy  on  the  same  terms  as  the 
Archaeological  Building  is  at  Phillips  Academy. 


ENTERTAINMENTS  AT  ABBOT 


The  privilege  of  a  concert  by  the  Kneisel  quartet  and 
of  a  lecture  by  Dr.  Henry  Van  Dyke  at  Abbot  Academy 
was  open  to  the  Phillips  students.  The  Kneisel  Quartet 
of  the  Boston  Symphony  Orchestra  gave  a  recital  on 
December  3rd,  under  the  direction  of  Prof.  Samuel  M. 
Downs,  musical  director  at  Abbot  Academy.  This  was 
one  of  the  most  successful  entertainments  held  in  Andover 
in  recent  years.  A  week  later  Dr.  Van  Dyke  gave 
readings  from  his  own  poems  and  other  writings. 
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MEMORIAL  TABLET  TO  DR.  TAYLOR 


The  photograph  reproduced  herewith  is  of  a  tablet  placed  in  the  main  hallway  of  the  Academy  build- 
ing.    It   is   of   the   best   memorial   bronze,  with  the  background  sand  finished,  and  the  face  of  the  letters 

polished.    The  frame  is  of 


I 


Mgi^ia:yitisiyiM:wiigt^*i<Wai/a:ylii:Ml 


IN  THIS  HALL 

SAMUEL  HARVEY  TAYLOR 

LL  AND  ENTERED  INTO  HIS  ETERNAL  REST 

A  DESCENDANT  OF  THE  SCOTCH  COVENANTERS 
A  GRADUATE  OF  DARTMOUTH  COLLEGE 
AND  OF 

ANDOVER  THEOLOGICAL  SEMINARY 

PRINCIPAL  OF  PHILLIPS  ACADEMY 
FOR  THIRTY  THREE  YEARS 

A  LOVER  OF  LEARNING  MASTERFUL  IN  INSTRUCTION 
RIGOROUS  IN  DISCIPLINE  CHRISTIAN  IN  PURPOSE 
BY  PRECEPT  AND  EXAMPLE 
HE  HERE  SHAPED  THE  LIVES 
AND  MOLDED  THE  CHARACTER 
OF  MORE  THAN  FIVE  THOUSAND  PUPILS 

"MY  FIRST  DUTY  LIES  WITH  THE  SCHOOL'.' 


ERECTED  BY  THE 


JAMES  S.EATON  MEMORIAL-  FUND 


egg  and  dart  moulding,  fin- 
ished to  conform  with  the 
background  of  the  tablet, 
with  the  high  lights  bright. 
It  measures  three  feet  by 
three  and  a  half  feet  and 
was  cast  at  Middleboro, 
Mass.,  at  the  works  of  the 
Murdock-Shaw  Company  of 
Boston,  under  whose  super- 
vision the  tablet  was  securely 
fastened  to  the  brick  parti- 
tion wall. 

This  memorial  is  to  Dr. 
Samuel  H.  Taylor,  who  was 
Principal  of  Phillips1  Acad- 
emy from  1837  to  1 87 1,  and 
was  erected  from  the  income 
of  the  James  S.  Eaton  fund, 
a  memorial  gift  established 
by  the  children  of  Mr.  Eaton 
to  be  expended  for  decora- 
tive purposes.  The  quota- 
tion near  the  close  of  the  in- 
scription were  the  last  words 
that  Dr.  Taylor  uttered  at 
his  home  when  urged  not  to 
venture  out  in  the  falling 
snow. 

Many  old  graduates  of 
the  school  will  rejoice  that 
this  appropriate  and  i  m  - 
pressive  tablet  has  been 
erected. 


EDITORIAL 


IMPORTANT  NOTICE 

The  Bulletin  desires  to  call  the  attention  of  its 
readers  to  the  statistical  blanks  that  accompany  this 
issue  and  to  the  work  being  undertaken  by  the  edi- 
tors of  the  Pkillipian  to  secure  complete  information 
concerning  all  of  the  alumni  of  the  school.  The 
data  called  for  on  these  blanks  will  be  of  the  great- 
est value  to  the  school  authorities  and  will  facilitate 
the  work  of  completing  the  Biographical  Catalogue 
of  the  school  recently  published  in  part.  Please 
fill  out  fully  and  return  your  blank  to  the  Phillipian. 


MIRRORS  AND  PHILLIPIANS  WANTED 

In  order  to  complete  the  office  files  of  the  school  pub- 
lications, it  is  necessary  to  secure  the  following  copies  of 
the  Mirror  and  the  Phillipian  of  past  years,  and  it  is 
earnestly  hoped  that  if  any  who  happen  to  read  this 
notice  are  able  to  supply  any  or  all  of  the  copies  men- 
tioned, they  will  be  willing  to  do  so.  Such  assistance  will 
prove  of  untold  value  to  the  school,  for  it  is  essen- 
tial that  complete  files  of  all  school  publications  should 
be  constantly  on  hand.  Some  of  the  Phillipian  files,  at 
least,  have  been  taken  from  the  office.  We  give  below 
the  dates  of  the  issues  desired  : 

Phillipians — Files  for  the  years  i88c;-'9o,  i8q2-'93, 
iSq3-'q4,  i8q4-'q5.  i9oi-'o2. 

Mirrors — October,  1894;  February,  March,  and  June, 
1905. 
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PUBLIC  SPEAKING 

If  there  is  one  thing  above  all  others  which  the  school 
and  college  graduate  ought  to  possess,  and  which  he 
seldom  does,  it  is  the  ability  to  speak  the  English  lan- 
s  guage  correctly  and  fluently.    Almost  no  other  people 
1  !are  so  slovenly  in  their  manner  of  speech  as  are  Amer- 
'  jicans.     Everywhere  we  hear  words  mumbled,  r's  lost, 
;'  [syllables  elided,  and  endings  partially  dropped,  while  the 
•    man  who  speaks  clearly,  enunciates  correctly,  and  uses 
good  language  commands  unusual  attention  and  respect. 
Education  should,  aside  from  mere  book  knowledge, 
'    produce  culture  and  refinement,  and  no  outward  indi- 
'    cation  of  these  qualities  is  as  potent  as  one's  manner  of 
■   speech.    Instruction  along  these  lines  should,  we  believe, 
begin  in  the  secondary  school,  when  the  boy  is  young 
;and  the  more  lasting  impressions  can  be  made.  With 
this  aim  in  view,  an  elective  course  in  Public  Speaking 
will  be  started  at  the  Academy  next  term.    Its  purpose 
will  be  to  teach  the  boy  to  use  his  voice  correctly,  to  feel  and 
appear  at  ease  on  his  feet,  and  to  enter  vitally  and  apprecia- 
tively into  whatever  he  is  saying.  It  will  furnish  merely  a 
general  groundwork,  to  help  the  boy  in  his  daily  conver- 
sation and  in  any  form  of  speaking  which  he  may  take 
up  later  on.    Selections,  mostly  prose,  will  be  learned 
and  given  from  the' platform,  and  certain  vocal  exercises 
will  be  practised  both  in  and  out  of  class.    Faults  of 
'breathing,  tone-placing,  enunciation,  and  expression  will 
be  corrected.    Through  it  all,  however,  the  boy  must 
think  and  act  for  himself,  and  not  do  mechanically  what 
some  one  else  tells  him  to;  in  this  way  his  own  person- 
ality will  be  brought  out  and  developed. 

Eventually  the  difference  between  argumentative  and 
emotional  forms  of  speech  will  be  pointed  out,  thus  lead- 
ing up  to  the  debating  and  prize  speaking  of  the  spring 
term,  in  which  many  of  the  class  will  undoubtedly  take 
part. 

Many  students  have  already  spoken  of  such  a  course 
of  their  own  accord,  and  others  who  have  been  approached 
on  the  subject  have  been  most  enthusiastic.  It  is  to  be 
'hoped  that  next  year  a  course  in  Public  Speaking  may  be 
:  offered  three  hours  a  week  through  the  year,  as  an 
elective  for  the  two  upper  classes.  Such  a  course 
would  mean  a  rounding  out — a  gaining  of  faith  and 
confidence  in  himself — for  everyone  who  entered  it. 


SCHOOL  NEWS 


THE  STUDENT  COUNCIL 

During  the  fall  term  the  Student  Council  was  organ- 
ized on  the  same  basis  as  last  year.  The  Council  elected 
for  the  current  year  consists  of  the  following  men  :  — 

From  the  Senior  class:  H.  P.  Greenough,  Missoula, 
Mont.;  F.  J.  Daly,  Cambridge;  N.  Mears,  Evans- 
ton,  111.;  M.  L.  Rafferty,  Pittsburg,  Pa.;  J.  R.  Kilpat- 
rick,  New  York,  N.  Y. ;  R.  G.  McKay,  Washington,  D. 
C. ;  S.  S.  Day,  Catskill,  N.  Y. 


From  the  Middle  class:  A.  D.  J.  Gunning,  Baychester, 
N.  Y. ;  G.  A.  Shannon,  Seattle,  Wash.;  J.  A.  Reilly, 
Brockton ;  C.  E.  Holloway,  Indianapolis,  Ind. ;  F.  C. 
Richmond,  jr.,  Salt  Lake  City,  Utah. 

From  the  Junior  Middle  class:  F.  F.  Patton,  Grand 
Rapids,  Mich.;  L.  L.  Day,  South  Braintree;  E.  J. 
Webster,  East  Northfield. 

The  following  amendments  to  the  constitution  have 
been  proposed :  — 

Article  III,  Sec.  4  —  Any  member  of  the  Council 
under  faculty  discipline,  requiring  his  temporary  or  per- 
manent withdrawal  from  the  school,  shall  forfeit  his 
membership  in  this  body.  Any  member  whose  conduct 
and  influence  are  known  to  be  out  of  harmony  with  the 
purpose  of  the  Council  may  be  required  to  resign  from 
the  organization  by  a  two-thirds  vote  of  all  members. 

Article  VI  —  Meetings  :  The  Council  shall  hold 
monthly  meetings,  during  the  school  year,  on  the  second 
Monday  of  each  month. 

MR.  HINMAN  HURT 

Mr.  George  Hinman  of  the  Academy  faculty  was 
seriously  injured  in  an  accident  on  the  Reading  road, 
October  8th,  being  struck  by  a  speeding  automobile. 
With  two  fellow  instructors  Mr.  Hinman  was  enjoying 
an  afternoon  walk.  An  automobile,  racing  up  from  be- 
hind with  reckless  speed,  overtook  the  party,  and  before 
Mr.  Hinman  was  able  to  get  out  of  the  way  struck  him 
squarely  in  the  back,  carried  him  some  distance,  and  then 
threw  him  violently  to  the  ground.  His  shoulder  was 
badly  broken,  and  there  was  an  ugly  wound  on  his  head, 
the  blood  from  which  his  companions  could  not  staunch 
in  spite  of  their  best  efforts.  Owing  to  the  refusal  of  the 
occupants  of  the  automobile  to  allow  their  machine  to  be 
used  to  carry  Mr.  Hinman  to  Andover,  most  valuable 
time  was  lost  and  it  was  over  an  hour  before  he  was 
finally  brought  in  a  farm  wagon  to  Dr.  Clark's  sanator- 
ium. Dr.  Abbott  had  been  summoned  meantime,  but 
the  excessive  loss  of  blood,  coupled  with  the  shock  of 
the  accident,  left  Mr.  Hinman  in  a  most  critical  con- 
dition and  for  several  days  his  recovery  was  a  matter  of 
great  uncertainty.  His  splendid  physique  enabled  him 
at  length  to  rally,  and  the  gloom  which  had  oppressed 
the  whole  school  began  to  lighten  with  the  news  of  his 
improvement. 

A  hearing  concerning  the  accident  was  held  before 
Judge  Stone  in  Andover,  on  Saturday,  November  3rd- 
The  chauffeur  and  the  occupants  of  the  automobile  were 
present,  as  were  also  the  friends  with  whom  Mr.  Hinman 
was  walking.  As  a  result  of  the  hearing,  Judge  Stone 
decided  that  the  case  should  be  held  over  to  be  tried 
before  the  grand  jury  at  Salem  in  January. 

At  the  end  of  the  fall  term  Mr.  Hinman  was  so  far 
recovered  as  to  take  up  part  of  his  duties,  and  he  assumes 
full  work  beginning  with  the  winter  term. 

SAD  ACCIDENT 

On  November  to,  the  day  of  the  Exeter  game,  shortly 
after  the  close  of  the  chapel  exercises,  J.  Creighton 
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Tracy,  '09,  of  Mount  Vernon,  N.  Y.,  was  shot  and  almost 
instantly  killed  by  the  accidental  discharge  of  a  revolver 
in  the  hands  of  a  friend  and  classmate,  C.  Edmond 
Riggs,  '10,  of  Emporia,  Kansas,  in  the  latter's  room  at 
the  Cheever  House.  Help  was  at  once  summoned,  and 
Dr.  Page  and  Principal  Stearns  were  soon  on  the  spot. 
All  of  the  local  physicians  were  sent  for,  but  before  they 
could  reach  the  scene  of  the  accident  Tracy  was  dead. 

At  the  hearing  held  in  Lawrence  directly  after  the  acci- 
dent, the  shooting  was  shown  to  be  beyond  any  doubt 
purely  accidental.  As  a  matter  of  form,  Judge  Mahoney 
decided  to  reserve  final  decision  until  the  following  Wed- 
nesday, in  order  that  the  testimony  of  the  boys  in  the 
house  at  the  time  of  the  tragedy  might  be  heard.  At  the 
adjourned  hearing  no  new  evidence  was  produced,  and 
the  affair  was  recorded  as  purely  accidental,  and  Riggs 
was  discharged. 

Riggs  and  Tracy  were  warm  friends  and  constant  com- 
panions. After  the  mass  meeting  Friday  night  the  two  boys 
accompanied  by  Hilton  of  the  same  class,  stopped  for  a 
moment  at  Riggs'  room.  Hilton,  a  day  scholar,  was  the 
first  to  leave,  and  as  he  started  to  go  he  remarked  casu- 
ally that  he  dreaded  the  lonely  walk  which  he  must  take 
through  the  woods  to  reach  his  home  at  Canobie  Lake. 
Riggs  suggested  that  Hilton  should  take  his  revolver, 
and  the  offer  was  accepted.  On  the  following  morning, 
as  Riggs  and  Tracy  entered  the  room,  the  revolver  was 
found  lying  on  the  table  where  Hilton  had  recently  left 
it.  The  boys  approached  the  table  together,  and  Riggs 
reached  forward  to  take  up  the  revolver,  at  the  same 
time  reaching  with  his  other  hand  for  the  keys  in  his 
pocket  in  order  to  unlock  the  drawer  of  the  desk  in  which 
the  weapon  was  regularly  kept.  In  some  unaccountable 
way  the  revolver  was  discharged. 

MR.  McCURDY  BACK 

Mr.  Matthew  S.  McCurdy  of  the  faculty,  who  has  been 
kept  from  his  work  during  the  fall  term  because  of  an 
attack  of  typhoid  fever,  will  resume  his  regular  duties  at 
the  opening  of  the  winter  term.    The  school  at  large  ex- 
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tends  to  Mr.  McCurdy  its  hearty  congratulations  on  his 
complete  recovery,  and  his  ability  once  more  to  take  up 
his  class-room  work. 

Mr.  McCurdy  has  enjoyed  a  remarkable  and  unique 
record  as  a  teacher  in  Phillips  Academy.  He  began  his 
work  as  a  teacher  here  in  the  fall  of  1873,  the  same  year 
that  the  late  Principal  Bancroft  took  up  his  duties  in 
Andover.  Both  men  were  graduated  at  Dartmouth  Col- 
lege. Since  1873,  Mr.  McCurdy  has  taught  almost  with- 
out interruption  up  to  the  present  time.  Barring  his 
recent  illness,  he  has  never  been  absent  from  his  classes 
for  more  than  a  day  or  two  at  a  time.  Even  these 
absences  have  been  rare,  and  the  record  comprises  many 
years  in  which  there  was  not  a  single  absence.  Mr. 
McCurdy  has  always  been  an  enthusiastic  follower  of  the 
athletics  of  the  school,  and  enjoys  the  unique  distinction 
of  having  never  missed  an  Andover-Exeter  contest  since 
games  were  started  between  the  two  schools.  But  the 
record  in  which  Mr.  McCurdy  takes  probably  the  great- 
est pride  is  that  of  having  been  officially  connected  with 
the  school  longer  than  any  other  man  in  the  Academy's 
long  history.  Through  all  these  years  of  service  Mr. 
McCurdy  has  endeared  himself  to  hundreds,  even  thous- 
ands, of  old  Phillips  boys,  who  will  hear  with  genuine 
rejoicing  of  his  recovery  and  return  to  work. 

GRADUATE  TREASURER 

The  choice  of  Mr.  F.  Abbott  Goodhue,  P.  A.  '02,  to 
fill  the  position  of  Graduate  Treasurer  of  the  athletic  or- 
ganizations, is  one  of  which  the  school  may  feel  justly 
proud.  Mr.  Goodhue  succeeds  Mr.  S.  L.  Fuller,  who  re- 
signs after  several  years  of  efficient  service,  having  ac- 
cepted an  important  business  position  in  New  York  City. 
No  man  better  qualified  than  Mr.  Goodhue  could  be 
chosen  for  Graduate  Treasurer.  As  manager  of  the  Acad- 
emy football  eleven  and  undergraduate  treasurer  of  the 
school,  and  later  as  assistant  manager  and  then  manager 
of  the  Harvard  University  Football  Association,  Mr. 
Goodhue  has  enjoyed  wide  experience  and  valuable  train- 
ing for  his  new  work,  while  his  unbounded  loyalty  to  the 
best  interests  of  the  Academy  and  his  familiarity  with  its 
traditions  and  activities,  render  him  especially  fitted  to 
contribute  effective  service  to  the  Athletic  Association  as 
well  as  to  the  school  at  large. 

MR.  STRATTON  IN  ANDOVER 

Mr.  W.  E.  Stratton,  who  formerly  gave  instruction  in 
music  to  the  P.  A.  fellows,  was  in  Andover  recently.  He 
is  spending  a  month  in  this  country,  after  which  he  will 
again  go  to  England.  Mr.  Stratton  is  secretary  of  the 
Sub-Target  Company,  Ltd.,  of  London  ;  and  may  be 
found  at  27  Pall  Mall,  London,  S.  W.,  at  the  place  of 
the  Wilkinson  Sword  Co.,  the  English  agents  for  the 
Sub-target  rifle. 

The  Sub-target  rifle  has  proved  very  successful  and 
has  been  adopted  by  the  British  Army  and  Admiralty. 
It  has  also  been  installed  in  a  large  number  of  English 
schools  and  colleges.  It  is  in  use  at  Eton,  Charterhouse, 
Harrow,  Bradfield,  and  many  other  schools. 
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I'is      "  Strat  "  will  be  very  glad  to  see  any  of  his  old  And- 
up  over  friends  who  will  look  in  at  his  London  address,  and 
will  make  them  right  welcome. 

NEW  SONG 

In 

J  ;  A  rousing  football  march  has  been  composed  by 
in  Mr.  Gilman  of  the  Academy  faculty.  It  is  called  "  And- 
o|.  over  Rah  !"  and  was  sung  with  good  effect  at  the  Exe- 
lli.  ;  ter  game.  Mr.  Gilman  has  already  become  known  as 
liis  the  composer  of  several  good  marches.  His  "Men  of 
jfi  Brown "  is  still  popular  at  Brown  University.  The 
!se  words,  which  are  by  Mr.  Bullinger,  also  of  the  faculty, 
ny  can  be  adapted  for  the  baseball  game  and  the  track  meet. 
|r  In  view  of  this  fact  the  song  was  published  with  an  ap- 
Ik  propriate  poster  cover  design,  containing  the  pictures  of 
M  ,  Captain  Daly  of  the  football  team,  Captain  Reilly  of  the 
ce  baseball  team,  and  Captain  Kilpatrick  of  the  track  team, 
lie  The  chorus  is  as  follows  : 
it.  All  hail  to  old  Andover, 

A]  Victor  crowned  on  many  a  field, 

Our  crimson  foemen  tremble, 

And  before  the  blue  must  yield, 
r.  On  your  feet !    Now,  all  together 

s.  Give  a  cheer  for  Andover, 

ie  Rah  !'   (rah  !  rah  !) 

Lift  your  voices  on  high, 

Let  your  cheers  reach  the  sky, 

For  old  Andover  wins  today." 

0  CLASS  ELECTIONS 

1907 

At  a  meeting  of  the  senior  class  the  following  officers 
were  elected  for  the  fall  term :  president,Frederick  Joseph 
Daly  of  Cambridge;  vice-president,  John  Reed  Kil- 
patrick of  New  York,  N.  Y.  ;  secretary  and  treas- 
urer, Maxwell  Lewis  Rafferty  of  Pittsburg,  Pa. 

1908 

At  a  meeting  of  the  middle  class  the  following  elections 
were  made  for  the  fall  term :  president,  Gerald  Arthur 
Shannonof  Seattle,  Wash.;  vice-president,  Henry  New- 
ton Merritt  of  Grand  View,  N.  Y.;  secretary  and  treas- 
urer, Olyn  Daffan  Hemming  of  Colorado  Springs,  Colo. 

■  1909 

The  junior  middle  class  elected  the  following  officers: 
president,  Charles  Edward  Conway  of  Lynn ;  vice-presi- 
dent, Henry  Wagner  Wright  of  Lake  Forest,  111.;  treas- 
urer, Jefferson  Morris  Dunlap  of  Kansas  City,  Mo.;  sec- 
retary, Nahum  Chapin  Palmer  of  Chicago,  111. 

1910 

The  officers  of  the  junior  class  for  the  fall  term  are  as 
follows :  president,  Bonne  Carper  Look  of  Pekin,  111.;  vice- 
president,  Howard  Eugene  Verbeck  of  Yonkers,  N.  Y.; 
secretary  and  treasurer,  Milton  Sylvester  Coffin  of  New 
Bedford. 

DINING  HALL 
The  Dining  Hall  started  on  its  sixth  season,  with  a 
larger  attendance  than  in  any  previous  year.    Mr.  Har- 
rington still  acts  in  the  capacity  of  steward,  and  is  contin- 
uing his  successful  management  of  last  year. 


Bernard  E.  Reilly  again  has  charge  of  the  waiters,  and 
with  the  co-operation  of  the  students  on  the  Dining  Hall 
committee  looks  after  the  interests  of  the  student 
boarders. 

LECTURES  ON  CLASSICAL  SUBJECTS 

A  series  of  three  lectures  on  topics  related  to  the  Greek 
and  Latin  studies  in  the  Academy  is  planned  for  the 
winter  term.  These  lectures  are  made  possible  by  the 
recent  bequest  of  the  late  Robert  C.  Winthrop,  a  part  of 
the  income  of  the  Winthrop  fund  having  been  set  aside 
for  engaging  distinguished  lecturers  on  classical  subjects. 
The  lectures  are  free  to  members  of  the  Academy  and  to 
the  public.  The  lecturers  and  dates  will  be  announced 
later. 

NEW  RECITATION  ROOM 

A  new  recitation  room  has  been  added  in  the  base- 
ment of  the  Academy  Building  to  meet  the  demand  of 
the  growing  number  of  divisions.  What  were  formerly 
the  furnace  room  and  the  janitor's  room  have  been 
thrown  together  into  one  large,well-lighted  recitation  room, 
similar  to  the  one  in  the  southeast  corner  of  the  building. 
It  is  used  chiefly  for  classes  in  mathematics. 


LITERARY 


THE  PHILLIPIAN 

The  Phillipian  Board  has  adopted  a  new  constitution 
which  clearly  defines  the  duties  and  responsibilities  of 
the  members  of  the  Board,  and  provides  definitely  for 
the  distribution  of  the  profits  of  the  paper.  By  this  new 
constitution,  the  managing  editor  is  entitled  to  thirty  per 
cent  of  the  net  profits;  the  business  manager,  to  thirty 
per  cent;  ten  per  cent  is  distributed  among  the  other 
members  of  the  Board  ;  and  the  remainder,  thirty  per 
cent,  is  turned  over  to  the  Trustees  of  the  Academy  to  be 
expended  for  books  for  the  Academy  library  through 
the  library  committee  of  the  faculty.  All  books  pur- 
chased with  this  money  are  to  be  marked  as  purchased 
out  of  the  Phillipian  Fund.  One  hundred  dollars  has 
already  been  placed  at  the  disposal  of  the  committee. 

From  time  to  time,  throughout  the  fall  term,  the  issues 
of  the  Phillipian  contained  historical  matter  concerning 
the  Academy,  and  for  the  winter  term  the  editors  are 
planning  to  have  each  issue  contain  a  column  of  current 
news,  and  the  greater  part  of  a  page  of  alumni  and  col- 
lege notes.  The  alumni  notes  published  will  later  be 
used  in  completing  a  biographical  catalogue  of  the 
alumni  and  former  students  of  the  Academy. 

POT-POURRI  AND  CLASS  BOOK 

The  managers  of  the  Pot-Pourri  and  Class  Book  are 
also  contemplating  a  change  in  their  organization,  so  that 
a  part  of  the  profits  of  this  publication  may  be  made 
available  for  some  school  literary  purpose. 


THE  PHILLIPS  BULLETIN 


PRIZES  RELIGIOUS  NOTES 


10 


McLANAHAN 

Mr.  George  X.  McLanahan,  P.  A.  '92,  of  Washington, 
D.  C,  has  again  offered  prizes  for  the  best  contributions 
appearing  in  the  Mirror.  These  prizes  aggregate  fifty 
dollars,  twenty -five  dollars  for  the  best  articles  from  the 
seniors  and  middlers,  twenty-five  for  the  best  from  the 
other  two  classes.  This  gives  every  one  who  wishes  to 
try  his  powers  a  fair  chance  with  his  fellows,  and  tends 
to  encourage  the  beginners.  A  high  standard  was  set  by 
the  Mirror  of  1905-06,  and  it  is  to  be  hoped  that  with  the 
continued  stimulus  of  the  prizes  there  will  be  no  falling 
off  in  the  quality  of  work  done  in  the  current  year. 

MEANS  PRIZE  ESSAYS 

The  subjects  for  the  fortieth  competition,  February  1, 
1907,  are : 

1.  The  Pastoral  Poetry  of  Theocritus  and  Virgil. 

2.  Minstrelsy  in  the  Mediaeval  Days. 

3.  Western  Life  in  American  Verse. 

4.  Municipal  Government  in  America  and  in  Europe. 

5.  Is  Democracy  the  Ideal  Form  of  Government? 

6.  The  Old  Sea  Captain. 

7.  The  Need  of  Bettering  the  Consular  Service. 

8.  The  Poetry  of  John  Keats. 

9.  Franklin,  the  American  Patriot. 
10.    A  Metrical  Translation. 

Passages:  Greek — Iliad,  Book  XXIV,  lines  472-551. 
Latin — Aeneid,  Book  IV,  lines  367-449. 
German — Brachman's  Poem,  "  Columbus." 
French  —  (a)  "  Premier    Sourire  du  Printemps." 
Theophile  Gautier. 

(b)  "  La  Priere.''    Alphonse  de  Lamartine. 

ROBINSON  PRIZE  DEBATE 

The  following  teams  have  been  chosen  for  the  Robin- 
son Prize  Debate  :  P'orum — E.  J.  Webster,  '09,  East 
Northfield ;  Henry  Gemmer,  '07,  Hackensack,  N. 
J.;  O.  E.  Mosser,  '09,  Neffs,  Pa.;  Kellogg  Van  Winkle, 
'07,  alternate,  San  Francisco,  Cal.  Philo — C.  C.  Hincks, 
'07,  Andover;  N.  H.  Foster,  '07,  Winthrop  Beach  ;  E.  C. 
Wheeler,  '07,  New  York,  N.  Y.;  H.  G.  Averill,  '07,  And- 
over. 

Philo  submitted  the  question,  "  Resolved,  that  the 
growing  tendency  toward  the  centralization  of  the  gov- 
erning powers  of  this  nation  in  the  federal  government  is 
dangerous  to  the  common  welfare,  "  and  Forum  decided 
to  argue  for  the  negative. 

DEBATING  UNION 

In  the  Debating  Union,  the  new  organization  which 
arranges  for  the  annual  debate  with  Exeter,  Forum  is 
represented  by  Henry  Gemmer,  '07 ;  R.  W.  Magowan, 
'08;  and  E.  J.  Webster,  '09:  Philo,  by  N.  H.  Foster,  '07; 
C.  C.  Hincks,  '07  :  and  J.  R.  Kilpatrick,  '07. 

ANDOVER-EXETER  DEBATE 

The  first  Andover-Exeter  debate  was  held  at  Exeter 
last  year.  Exeter  winning  after  a  spirited  and  interest- 
ing contest. 


SOCIETY  OF  INQUIRY 

The  Society  of  Inquiry,  now  affiliated  with  the  Young 
Men's  Christian  Association,  has  had  a  successful  term 
of  work.  The  meetings  have  been  well  attended,  and 
from  time  to  time  pointed  and  inspiring  talks  have  been 
given  by  outside  speakers  and  members  of  the  faculty. 
The  weekly  Bible  classes,  which  were  so  successfully 
conducted  last  year,  have  been  organized  again,  and  the 
attendance  has  been  very  satisfactory  to  those  in  charge 
of  the  work.  Some  half-dozen  classes,  scattered  through 
the  school,  have  regular  meetings  each  week.  The 
leaders  are  selected  by  the  Society  of  Inquiry. 

At  the  close  of  the  term  the  usual  collection  of  old 
clothes,  magazines,  etc.,  was  made.  Following  the  cus- 
tom of  former  years,  the  clothes  will  be  forwarded  to  Dr. 
Grenfell  for  use  in  his  mission  in  Labrador,  while  the 
magazines  will  be  sent  to  the  Seaman's  Friend  Society  of 
Boston.  Dr.  Grenfell  has  promised  to  speak  before  the 
school  early  in  January.  Andover  is  the  first  town  in 
the  United  States  in  which  Dr.  Grenfell  delivered  a 
public  address,  and  whenever  he  visits  the  States,  Ando- 
ver has  the  rare  privilege  of  hearing  him  tell  of  his  work 
in  the  far  North. 

CHAPEL  SPEAKERS 

At  the  beginning  of  the  school  year  the  trustees  appro- 
priated a  sum  of  money  to  be  used  in  securing  out-of- 
town  preachers  of  prominence  to  fill  the  chapel  pulpit. 
Most  of  these  speakers  have  been  heard  at  the  Academy 
Vesper  service  only,  though  a  few  have  occupied  the 
pulpit  at  both  the  morning  and  afternoon  services.  Be- 
low is  given  a  list  of  those  who  have  been  heard  during 
the  fall  term:  Rev.  Samuel  H.  Dana,  of  Exeter,  N.  H.; 
Prof.  George  H.  Palmer,  of  Harvard  University;  Rev. 
MarkhamW.  Stackpole,  of  Boston;  Rev.  Charles  F.Carter, 
of  Lexington,  Mass. ;  Dr.  E.  Benjamin  Andrews,  Chancel- 
lor of  the  University  of  Nebraska,  and  formerly  Presi- 
dent of  Brown  University;  Rev.  Alexander  McKenzie, 
of  Cambridge. 

Other  speakers  who  have  been  engaged  to  speak  later 
in  the  year  are  :  President  Charles  W.  Eliot,  of  Harvard 
University ;  President  F.  S.  Luther,  of  Trinity  Col- 
lege;  Rev.  Harlan  P.  Beach,  of  Yale  University;  Presi- 
ident  M.  W.  Stryker,  of  Hamilton  College;  Rev.  F. 
Boyd  Edwards,  of  Brooklyn,  N.  Y. ;  Rev.  John  Stone,  of 
Baltimore.  Md. ;  and  Mr.  Robert  E.  Speer,  of  New 
York  City. 

With  such  a  list  of  speakers  as  that  given  above,  it  is 
not  to  be  wondered  at  that  the  Sunday  services  in 
Chapel  have  taken  on  new  interest.  The  Vesper  services 
especially  have  grown  steadily  in  favor.  Under  the 
direction  of  Mr.  Gilman  of  the  faculty,  attractive  musical 
programs  have  been  arranged  from  time  to  time  which 
have  materially  added  to  the  service.  The  Vesper  ser- 
vice has  come  to  be  a  distinct  and  most  attractive  feature 
in  the  life  of  the  school. 
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FALL  ATHLETICS 

S  With  the  opening  of  the  Academy,  athletic  work  began 

11  cor  all  members  of  the  school;  for  the  first  time  such 
work  was  required  of  seniors.    Choice  of  one  of  the 

"  seven  sports  was  allowed,  and  three  hours'  work  had  to 

1  be  done  each  week.     The  seven  sports  were  :  football, 

!  school  team,  class  team,  or  soccer,  cross-country  run- 

1  ning,  tennis,  golf,  lacrosse,  and  track. 

l      The  fall  track-meet  was  hampered  somewhat  by  cold 
.  weather,  but  some  new  material  was  disclosed  which 
promises  good  competition  for  Exeter  in  the  spring. 
j  The  class  relay  race  was  won  by  1909. 

With  the  close  of  the  track  season  most  of  the  con- 
.  testants  went  into  the  cross-country  running,  and  swelled 
e  the  number  there  to  over  a  hundred.  Most  of  them 
f  entered  into  this  new  sport  with  enthusiasm,  and  the 
e  runs  were  enjoyable.  Late  in  November  the  races  were 
1  held  for  the  faculty  cups.  M.  C.  Dowling,  '09,  W.  T. 
i  McCreadie,  '07,  and  H.  R.  Robinson,  '08,  were  the  first 
■  three  in  the  scratch  race;  M.  C.  Dowling,  '09,  F.  R. 
.  Mason,  '07,  M.  B.  Robinson,  '07,  were  the  winners  of  the 
handicap  race. 

In  tennis,  T.  K.  Thurston,  '07,  won  the  singles  cham- 
pionship; the  competition  of  the  doubles  was  prevented 
by  the  weather. 

Class  football  brought  out  four  well  developed  teams, 
and  the  games  were  closely  contested,  two  games  being 
tied.    The  summary  of  games  is  given  :  — 

1908  won  five,  lost  one. 

1909  won  two,  lost  two,  tied  two. 
1907  won  two,  lost  four. 

igro  won  one,  lost  three,  tied  two. 

Gymnasium  work,  while  the  weather  continues  good,  is 
not  advised  ;  it  is  intended  to  give  corrective  or  develop- 
ing exercise  to  boys  whose  physical  condition,  as  dis- 
closed by  the  required  examination,  does  not  warrant 
their  participation  in  the  out-door  sports. 

The  whole  purpose  of  this  compulsory  exercise  is  to 
develop  a  love  of  sport  among  all  members  of  the  school. 
A  surprisingly  large  number  heretofore  have  held  aloof 
from  participating  in  school  athletics,  either  from  shyness 
or  from  ignorance  of  the  games,  or  from  inertia.  The  re- 
sults of  the  past  few  years  are  justifying  the  new  require- 
ment; the  keen  interest  and  pride  in  the  school  teams 
continues ;  but  the  over-excitement  is  lessened  notice- 
ably, and  a  saner,  healthier  participation  in  sports  is 
growing  throughout  the  entire  school. 

ANDOVER,  6;  EXETER,  o. 

The  Andover-Exeter  game,  on  November  10,  brought 
together  the  usual  crowd  of  enthusiasts.  The  two  teams 
were  quite  evenly  matched  in  weight  and  physical  con- 
dition and  their  clean  and  sportsmanli/.e  playing  continued 
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the  growth  of  good  will  between  the  rival  schools.  The 
new  rules  made  the  game  more  spectacular  ;  the  constant 
punting  and  frequent  forward  passes  offered  a  new  and 
pleasing  variation  to  the  onlookers.  In  punting,  Haines, 
of  Andover,  did  splendid  work,  and  it  was  the  fumble  of 
one  of  his  long  spirals  that  gave  Andover  her  touchdown. 
The  handling  of  punts  by  Andover's  backfield  was  re- 
markably clean,  and  the  team  as  a  whole  played  with  the 
spirit  and  dash  that  has  won  so  many  victories  for 
the  wearers  of  the  blue.  Owing  to  the  sad  shooting 
accident  the  morning  of  the  game,  an  account  of  which 
is  printed  in  another  column,  the  customary  celebration 
after  the  game  was  omitted. 

Andover  players  were  prominent  on  the  teams  of  the 
big  colleges.  Captain  Morse,  Hockenberger,  Veeder, 
Gillis,  and  Stuart  played  for  Yale ;  Pierce  and  Burr,  for 
Harvard  ;  E.  Dillon,  for  Princeton ;  Thompson,  for 
Cornell;  Hobbs  and  Driver,  for  Dartmouth. 

FOOTBALL  CAPTAIN 

Henry  Newton  Merritt,  class  of  '08,  was  elected  cap- 
tain of  the  football  team  for  1907.  He  comes  from  Grand 
View,  N.  Y.,  and  this  is  his  second  year  in  Ando- 
ver. He  has  played  quarter-back  for  two  years,  and 
next  year  will  be  his  third  on  the  team.  Last  spring  he 
played  third  base  on  the  baseball  team,  and  this  winter 
he  is  captain  of  the  hockey  team. 

SIDNEY  PEET  APPOINTED  ATHLETIC 
TRAINER 

At  the  October  meeting  of  the  Board  of  Trustees  of 
the  Academy,  Mr.  Sidney  Peet  was  appointed  athletic 
trainer  of  the  school.  For  many  years  Mr.  Peet  has 
filled  this  position  at  Andover,  his  services  being  re- 
tained by  the  managers  of  the  various  athletic  organiza- 
tions of  the  institution.  Mr.  Peet's  formal  appointment 
by  the  trustees  is  a  fitting  recognition  of  his  long  and 
faithful  service,  and  will  be  appreciated  not  only  by  the 
present  student  body,  but  also  by  scores  of  old  Andover 
men  who  have  been  trained  by  him  in  the  past,  and  who 
have  reason  to  know  his  real  worth.  Since  the  intro- 
duction and  development  of  the  Physical  Department, 
Mr.  Peet's  services  have  been  more  than  ever  in  demand, 
and  his  retention  by  the  trustees  will  materially 
strengthen  the  work  of  this  department,  where  he  will  be 
able  to  render  valuable  assistance  to  Dr.  Page. 

AN   ANDOVER   CAPTAIN    FOR  YALE  BASE- 
BALL 

Gilmore  Kinney,  P.  S.  '04,  Sheffield  1907,  of  Hoboken, 
N.  J.,  was  unanimously  elected  captain  of  the  Yale  base- 
ball team  for  1907.  Kinney  has  played  third  base  on 
the  University  nine  for  two  seasons.  While  at  And- 
over he  made  an  enviable  reputation  as  an  athlete,  play- 
ing third  base  on  the  school  team  and  taking  an  active 
part  in  other  branches  of  athletics. 
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HONOR  LIST  OF  PHILLIPS  ACADEMY 


SPRING  TERM,  1906 


SCHOLARSHIP  OF  THE  FIRST  GRADE 

Harry  Clayton  Beaman,  jr.,  Princeton;  Lawrence  Au- 
gustine Betteridge,  Providence,  R.  I. ;  Charles  Carleton 
Kimball,  Andover;  Thayer  Adams  Smith.  Hanover,  N. 
H. ;  Alfred  Brim  Southworth,  Brooklyn,  N.  Y. ;  Bates 
Torrey,  jr.,  South  Weymouth ;  James  Breckinridge 
Waller,  jr.,  Chicago,  111.;  Edward  Jerome  Webster,  East 
Northfield  ;  Hubert  Knapp  Whitmer,  Goshen,  Ind. 

SCHOLARSHIP  OF  THE  SECOND  GRADE 

William  Griswold  Beach,  Auburn,  N.  Y.;  David  Lewis 
Daggett,  New  Haven,  Conn. ;  Cabot  Daniels,  Chicago, 
111. ;  Edmund  Southard  Doty,  Greensburg,  Pa. ;  Ivan 
Edison  Garver,  Roaring  Spring,  Pa.;  Henry  Gemmer, 
Hackensack,  N.  J.;  Joseph  Marion  Goss,  Centerville, 
la.;  Carroll  Clark  Hincks,  Andover;  Thomas  Lynn, 
Camden,  N.  J. ;  Louis  Aloysius  Mahoney,  Lawrence ; 
Ralph  Waldo  Emerson  Moore,  New  Lexington,  Pa.; 
Roger  Hoyt  Moses,  Washington,  D.  C. ;  Lorimer  Gerome 
Ogden,  Penn  Yan,  N.  Y. ;  Francis  Eugene  Patton, 
Reading,  Pa.;  George  Forsyth  Salisbury,  Chicago,  111.; 
Frank  Heyward  Smith,  Gardner;  Russell  Stiles,  New 
York,  N.  Y. ;  Russell  Doten  Warren,  Lawrence  ;  Barton 
Wheelwright,  Minneapolis,  Minn.;  Arthur  Williams,  jr., 
Mount  Vernon,  N.  Y* 

FALL  TERM,  1906 

SCHOLARSHIP  OF  THE  FIRST  GRADE 

George  Alwin  Cowee,  Gardner ;  Cabot  Daniels,  Chi- 
cago, 111.;  Charles  Carleton  Kimball,  Andover;  Roger 
Hoyt  Moses,  Washington,  D.  C. ;  Luther  Savage  Phil- 
lips, Northeast  Harbor,  Me.;  Theodore  Kendall  Thurs- 
ton, Portland,  Me. ;  Bates  Torrey,  jr.,  South  Weymouth  ; 
George  Safford  Torrey,  Providence,  R.  I. 

SCHOLARSHIP  OF  THE  SECOND  GRADE 

Edward  Percy  Apgar,  Jersey  City,  N.  J.;  William 
Griswold  Beach,  Auburn,  N.  Y. ;  Lawrence  Augustine 
Betteridge,  Providence,  R.  I. ;  Robert  Palen  Bonnie, 
Louisville,  Ky. ;  Hugh  Wise  Bradley,  East  Douglas; 
Edmund  Southard  Doty,  Greensburg,  Pa.;  Newton  Hinck- 
ley Foster,  Winthrop  Beach;  Stuart  Fox  Freeman,  Plain- 
field,  N.  J. ;  Robert  Abbe  Gardner,  Hinsdale,  111. ;  Gay- 
lord  Merritt  Gates,  Andover ;  Henry  Gemmer,  Hacken- 
sack, N.  J.;  Joseph  Marion  Goss,  Centerville,  la. ; 
Charles  Virgil  Hickox,  jr.,  Springfield,  111.;  Carroll  Clark 
Hincks,  Andover ;  Frederick  Carr  Jewett,  Andover ; 
Harold  Bartlett  Johnson,  Cattaraugus,  N.  Y. ;  William 
Turney  Kimber,  Springfield,  111.;  Carl  Armand  Pfau, 
Roslindale ;  Harvey  Sherman  Talbott,  Indianapolis, 
Ind. ;  Francis  Butler  Thwing,  Cleveland,  O. 


FINANCIAL 


REPORT  OF  UNDERGRADUATE  TREASURER 
ON  ATHLETIC  FINANCES 

The  report  of  Harold  Cross,  undergraduate  treasurer 
of  last  year,  on  the  finances  of  the  season  of  1905-06,  is 
given  below.  The  total  receipts  amount  to  $13,279.79, 
the  expenses  amounting  to  $10,520.64,  leaving  a  balance 
of  $2,759.15.  The  baseball  association  leads  in  the 
amount  of  money  taken  in,  football  and  track  coming 
next.  The  baseball  season  under  Manager  Bartholo- 
mew, last  year,  was  the  most  successful  from  a  financial 
standpoint  that  the  association  has  ever  had.  The 
basket  ball  team  was  the  only  organization  that  lost 
money  during  the  season.  The  surplus  as  usual  will  be 
used  to  lighten  the  debt  on  the  Brothers'  Field. 

RECEIPTS 


General  Expense  Ace, 

$  360.55 

Suspense  Ace, 

280.47 

Football, 

3S87-S3 

Baseball, 

6258.51 

Tennis, 

458.25 

Hockey, 

263.18 

Basketball, 

183.00 

Track, 

1888.30 

$  13,279.79 

EXPENSES 

General  Expense  Ace, 

$  421.66 

Suspense  Ace, 

698.39 

Football, 

3585-98 

Baseball, 

3340.98 

Tennis, 

249.82 

Hockey, 

217-34 

Basketball, 

237.40 

Track, 

1769.07 

$10,520.64 

Total  Receipts, 

$13,279.79 

Total  Expenses, 

10,520.64 

Bal.  Surplus, 

$2,759-15 

ALUMNI  NOTES 


CLASS  OF  1855  REUNION 

On  the  evening  of  June  19,  1906,  the  Phillips  Andover 
Class  of  1855,  at  the  instance  of  ex-President  Carter  of 
Williams  College,  had  a  happy  reunion  in  Room  14, 
Bellevue  Hotel,  Boston.  Carter,  Kittredge,  McKenzie, 
Miles,  Osborne,  and  Smith  (W.  T.)  were  present  and 
passed  four  hours  in  a  most  enjoyable  review  of  the 
memorable  days  of  "  Uncle  Sam  "  and  "  No.  9  ". 

Long  before  the  elaborate  dinner  was  disposed  of,  the 
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history  of  absent  and  departed  classmates  was  taken  up. 

The  names  were  read  in  succession,  mainly  from  the 

class  list  as  given  in  the  catalogue  of  1855.  Every 
R  scrap  of  information  was  heartily  welcomed,  and  letters 

from  fellows  who  for  one  reason  or  another  could  not  be 
,r  present,  elicited  the  deepest  interest, 
j.     There  were  characteristic  letters  from  Breed  (W.  J.), 

Catlin,  Daniels,  Eaton,  Fairbanks,  Field  (H.  M.),  Fletcher, 
,j  Howe,  Legare  (T.  K.),  Pickering,  Rumrill,  Smith  (Eu- 
lie  gene),  Straw,  and  Thompson. 

„.  At  the  beginning  and  close  of  the  evening  all  heads 
u  were  devoutly  bowed  and  all  hearts  touched  as  Kittredge 
Ijj  and   McKenzie   respectively   rendered   thanks  for  the 

Heavenly  Father's  gracious  dealings  with  their  class,  and 
)s,  commended  all  its  members  anew  to  His  faithful  guidance 
u  and  His  tender  care. 

Osborne  was  requested  to  prepare  a  brief  sketch  of 

the  reunion,  and  of  the  career  of  members  of  the  class  as 

touched  upon  at  that  meeting. 

From  time  to  time  the  lives  of  the  more  illustrious 

members  of  this  class  will  appear  among  the  alumni 

notes  in  the  Phillipian. 

The  officers  of  the  Harvard- Andover  club  for  the 
present  year  are:  John  Reynolds,  jr.,  '07,  president;  R. 
K.  Fletcher,  '08,  vice-president ;  Thaxter  Eaton,  '08,  sec- 
retary; H.  F.  Burt,  '08,  treasurer.  The  membership  is 
about  sixty. 


It  is  requested  that  death  notices  and  wedding  announcements 
be  sent  to  Phillips  Bulletin,  Andover,  Mass.,  in  order  that 
these  records  be  complete  and  accurate. 


January  i  to  December  31,  1906 


DEATHS 

1826 — John  Jenks  Osborn,  died  at  Dawlish,  England, 
I  Aug. 

1834 — Sherlock  Bristol,  died  at  Montalvo,  Cal.,  26 
Sept. 

1844 — Nicholas  Hatheway,  died  at  Fall   River,  25 
Dec. 

1844 — Caleb  Lamson,  died  at  Lynn,  23  Sept. 

1848 —  Elijah  Swift,  died  at  Falmouth,  17  July. 

1849 —  John  Mitchell  Rodocanachi,  died  at  Holbrook> 
26  Sept. 

1849 —  George  Francis  Swift,  died  at  Andover,  3  July. 

1850 —  George  Nelson  Burtt,  died  at  Andover,  15  June- 
1850 — Edward  Augustus  Crane,  died  at  Paris,  France, 

25  Feb. 

1850 —  Thomas  Denny,  died  at  Lake  Meacham,  N.  Y., 
29  July. 

1851 —  William  Batchelder  Cochrane,  died  at  Stam- 
ford, Conn.,  11  July. 

1851 —  Rufus  Tripp  King,  died  at  Nashua,  N.  H.,  19 
»  May. 

Ji  1852 — William  Aldrich  Bushee,  died  at  Woonsocket, 
e,  R.  I.,  9  Oct. 

id  1852 — John  Minot  Fiske,  died  at  New  Haven,  Conn., 
h,   21  April. 

1852 —  Thomas  Sargent  Robie,  died  at  Chicago,  111., 
25  March. 


^55 — John  Henry  Rea,  died  at  North  Andover,  6  June. 
1856 — Edward  Francis  Holt,  died  at  Andover,  14  June. 
1856 — George  Newton  Pasho,  died  at  Lowell,  8  July, 
1856 — Charles  Linzee  Tilden,  died  at  Meran,  Austria. 

1859 —  George  Henry  French,  died  at  Westmoreland, 
N.  H.,  2  Oct. 

1860 —  George  Lloyd,  died  at  Danielson,  Conn.,  25 
April. 

1862— Albert  Galliford  Bale,  died  at  Asbury  Park,  N. 
J.,  1 5  Dec. 

1862 — Maurice  Dwight  Collier,  died  at  New  York,  N. 
Y.,  10  Jan. 

1862 — Benjamin  Cumings  Sparrow,  died  at  East 
Orleans,  9  July. 

1864 —  Henry  Bullard  Richardson,  died  at  Amherst,  17 
Oct. 

1865—  Milton  Ray,  died  at  Boston,  18  Nov. 

1865 —  Willard  Gardner  Sperry,  died  at  York,  Me.,  2 
Sept. 

1866 —  John  Redman  Hartwell,  died  at  Millis,  15  April. 

1867 —  Lyman  Mack  Payne,  died  at  Boston,  5  Feb. 

1868 —  -George  Atherton  Spalding,  died  at  New  York, 
N.  Y.,  2  Oct. 

1872 — William  Payson  Mellen,  died  at  Salina  Cruz, 
Mexico,  24  Feb. 

1878 — Harry  H.  Webster,  died  at  Haverhill,  20  July. 

1883 — Henry  Rustin,  died  at  Florence,  Neb.,  27  Feb. 

1886 — Charles  Henry  Cullinane,  died  at  Lawrence,  14 
Nov. 

1890 —  Alphonso  Bickford  Brown,  died  at  Newbury- 
port,  17  Oct. 

1891 —  Thomas  O'Conor  Jones,  died  at  Pittsburgh,  Pa., 

5  June. 

1892 —  Herbert  Baldwin  Foster,  died  at  Pittsburgh, 
Pa.,  6  June. 

1897 — James  Louis  Fiske,  died  at  Tacloban,  P.  I.,  21 
July. 

1903 — Oliver  LeRoy  Schmuck,  died  at  Ithaca,  N.  Y., 

6  Dec. 

1903 —  William  Sutton,  died  at  Boston,  3  Feb. 

1904 —  William  James  Mcintosh,  died  at  Andover,  10 
April. 

1907 — Lincoln  Greene  Wenner,  died  at  Ogden,  Utah, 

25  Sept. 

1909 — John  Johnston  Blakely  Creighton  Tracy,  died  at 
Andover,  10  Nov. 

MARRIAGES 

1 87 1 —  Charles  Franklin  Thwing  and  Mary  Gardner 
Dunning,  at  Auburn,  N.  Y.,  22  Dec. 

1872 —  James  Grosvenor  and  Mrs.  Helen  Hartwell,  at 
Lawrence,  27  Oct. 

1885— Ralph  Hibert  Smith  and  Sara  Benton  Miller,  at 
Waterbury,  Conn.,  27  Feb. 

1889 —  William  McKemmie  Higgins  and  Ella  Louise 
Ford,  27  June. 

1890 —  Ralph  Winthrop  Holmes  and  Judith  Bi^elow 
Phelps  at  Edinburgh,  Scotland,  28  June. 

^90 — Walter  Clark  Howe  and  Amelia  Ely  at  Dedham, 

26  Feb. 

1891 —  Arthur  Bumstead  and  Alice  Ward  Lefevre  at 
Plainfield,  N.  J.,  1  Jan. 

1891 — William  Donald  Smith  and  Leonora  Remington 
at  Boston,  10  Nov. 
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1892 — Henry  Johnson  Fisher  and  Alice  Gifford  Agnew 
at  New  York,  N.  Y.,  27  Feb. 

1892 — Edward  Oliver  Gordon  and  Helen  Hurst  at 
Cleveland,  O.,  10  Dec. 

1892 —  Walter  Dunham  Makepeace  and  Ethel  Milicent 
Sperry  at  Waterbury,  Conn.,  19  June. 

1893 —  McKinley  Boyle  and  Katherine  Frances  Welsh 
at  Morristown,  N.  J.,  29  Nov. 

1893 — William  Belmont  Parker  and  Helen  Louise 
Newton  at  Calais,  Me.,  29  May. 

1893 — Edward  Scott  Sawyer  and  Leslie  Tobey  at  Bos- 
ton, 28  April. 

1893 — Herman  Dingwell  Sears  and  Clara  Taylor 
Hawes  at  Maceo,  Ky.,  3  Oct. 

1893 —  Prince  Henry  Tirrell,  jr.,  and  Mary  Green  Wil- 
bur, at  Providence,  R.  I.,  2  June. 

1894 —  David  Brewer  Eddy  and  Josephine  Russell  at 
New  York,  N.  Y.,  25  April. 

1894 — Sidney  Robinson  Kennedy  and  Natalie  Stanton 
at  Brooklyn,  N.  Y.,  15  Nov. 

1894 —  Howard  Dickinson  Reeve  and  Miss  Buckland 
at  Appleton,  Wis.,  1 1  April. 

1895 —  Dwight  Huntington  Day  and  Clara  Richmond 
Bradford,  at  New  York,  8  Nov. 

1895 — Edmund  John  Druramond  and  Jessie  Sherman 
Olmsted  at  New  York,  N.  Y.,  14  June. 

1895 —  James  McDevitt  Magee  and  Rebecca  Jennings 
at  Pittsburgh,  Pa.,  16  May. 

1896  —  Robert  Woods  Chandler  and  Lucie  Aline 
Tower  at  Fall  River,  4  Oct. 

1896—  Leeds  Mitchell  and  Harriet  L.  Smith  at  Bilt- 
more,  N.  C,  12  May. 

1896 —  Irving  Wilder  Sargent  and  Helen  Stanley  at 
Lawrence,  19  June. 

1897 —  Ray  Morris  and  Katherine  Grinnell  at  Ridge- 
field,  Conn.,  4  Oct. 

1898 —  Southard  Hay  and  Eleanor  Humbird  at  Pitts- 
burgh, Pa.,  21  April. 

1898 — Allan  Mortimer  Hirsh  and  Ellen  Hughson  Reid 
at  Montclair,  N.  J.,  6  June. 

1898 —  Frank  Tucker  Mason  and  Elizabeth  Richard 
Vernon  at  Stone  Mountain,  Ga.,  29  Aug. 

1898  —  Lyman  Strong  Spitzer  and  Blanche  Carey 
Brumback  at  Toledo,  O.,  19  Sept. 

1898  —  Frederic  Eben  Whitney  and  Florence  Ethel 
Burnette  at  Putnam,  Conn.,  24  Dec. 

1899 —  Alfred  Trecartin  Ogden  and  Sophie  Wisner  at 
Brooklyn,  N.  Y.,  1  Nov. 

1899—  Erling  Cornelius  Ostby  and  Annie  Helen  Brown 
at  Providence,  R.  I.,  7  Nov. 

1900 —  Howard  Drummond  and  Elizabeth  Newell  at 
Brooklyn,  N.  Y.,  24  April. 

1901  —  Carl  Rust  Parker  and  Jessie  E.  Merrill  at  Yar- 
mouth, Me.,  28  June. 

1901 —  Frank  Kingsbury  Woodworth  and  Helen  W. 
Falls,  at  New  Castle,  Pa.,  20  Nov. 

1902 —  Frank  Showden  Ridgeley  Brown  and  Mabel  J. 
Michael,  at  New  York,  N.  Y.,  Oct. 

1902 —  Ward  McLanahan  and  Genevieve  Jackson 
Hesser  at  Attleboro,  6  Stpt. 

1903 —  Foster  Allen  Matthews  and  Elizabeth  Wyley 
Steed  at  Ballardvale,  26  Sept. 

1904 —  Robert  Hager,  jr.,  and  Dorothy  Q.  Trowbridge, 
at  New  York,  N.  Y.,  7  April. 


1904 — John  Roy  Russell  and  Mignon  Holmes  at  Kan-j 
sas  City,  Mo.,  3  Nov. 

PERSONALS 

'26 — John  Jenks  Osborn,  who  has  for  several  years 
been  the  senior  alumnus  of  Phillips,  died  August  1,  1906J 
at  Dawlish,  South   Devon,  England.    He  entered  the 
Academy  in  '23  at  the  age  of  ten.    He  was  at  the  head 
of  a  large  importing  house,  living  in  New  York,  London, 
and  Paris.    For  seven  years  he  was  deputy  collector  of 
U.  S.  Customs  at  New  York.    In  writing  of  his  death,  1 
his  grand-daughter  said:  "  He  was  always  greatly  inter-i 
ested  in  his  old  school,  and  several  times  told  me  not  tol 
forget  to  let  you  know  when  he  was  no  longer  the  '  oldest! 
boy '." 

'34 — Sherlock  Bristol  died  at  Montalvo,  Cal.,  Septem-I 
ber  26,  1906,  at  the  age  of  91.  He  was  the  second  pastor! 
of  the  Free  Church  in  Andover  during  the  years  1848-j 
1849.  He  was  a  clear  thinker,  an  able  writer,  an  earnest 
advocate  against  slavery  in  the  anti-bellum  days,  and  a] 
determined  foe  of  the  saloon.  He  wrote  an  autobiog-J 
raphy  under  the  title  of  "The  Pioneer  Preacher  ". 

'44 — Nicholas  Hatheway  was  born  at  Freetown,  Sep- 
tember 3,  1824,  and  graduated  from  Brown  in  1847.  He 
was  admitted  to  the  bar  in  1850,  and  practiced  his  pro-j 
fession  for  seven  years  in  his  native  town.    For  four! 
years  he  was  in  the  Boston  Custom  House,  and  fori 
fourteen  years  was  a  broker  in  Boston.     His  public 
offices  include  terms  in  the  State  House  as  representative 
and  senator.    He  was  also  alderman  in  the  City  of  Falll 
River,  and  postmaster  in  the  same  city.     He  died  in] 
Fall  River,  December  25,  1906. 

'48 — Elijah  Swift  was  born  at  Falmouth,  November 
19,  1832,  and  died  in  the  same  house  in  which  he  was  I 
born,  July  17,  1906.  He  graduated  from  Harvard  in 
1852.  Before  the  civil  war  he  was  in  the  South  furnish- 
ing live-oak  to  the  navy,  and  during  the  war  he  served  in 
the  38th  Mass.  Vols.  For  more  than  thirty  years  he 
was  engaged  in  the  lumber  business  in  the  West,  and  for 
many  years  was  a  trustee  of  Beloit  College. 

'49 — John  Mitchell  Rodocanachi  was  born  in  Smyrna, 
Asia  Minor.  He  enjoyed  the  confidence  of  his  home  I 
government,  being  granted  by  King  George  the  Silver 
Cross;  was  beloved  by  his  countrymen  in  Boston;  was 
appointed  Greek  consul  for  Boston  and  served  35  years. 
He  died  at  Holbrook,  September  26,  1906. 

'49 — George  Francis  Swift,  born  in  Andover  72  years 
ago  in  the  house  in  which  he  died,  was  a  man  of  wide 
experience  and  genial  manners.  He  was  engaged  in  the 
brokerage  business  in  New  York  and  Boston,  and  died 
after  a  protracted  illness  July  3,  1906. 

'50 — Edward  Augustus  Crane,  M.  D.,  was  born  at 
Freetown,  April  23,  1832,  graduated  from  Amherst  in 
1854,  and  from  the  Harvard  Medical  School  in  1857.  At 
the  opening  of  the  civil  war  he  was  active  in  organizing 
the  Sanitary  Commission.  With  Dr.  Evans  of  Paris  he 
accompanied  the  French  Imperial  party  to  the  opening 
of  the  Suez  canal.  He  shared  in  the  flight  of  the  Em- 
press Eugenie  from  Paris,  and  later  received  the  decora- 
tion of  the  Legion  of  Honor.  Last  November  he  issued 
a  valuable  book  entitled  "The  Second  French  Empire, 
Napoleon  the  Third".  He  died  in  Paris,  France,  Febru- 
ary 25,  1906. 

'50 — Thomas  Denny  was  born  in  Boston,  August  221 
1833 ;  graduated  from  Yale  in  1854,  and  entered  the 
office  of  Fisher,  Denny  &  Co.,  bankers  and  brokers,  New 
York  City.  In  1858  the  firm  became  Thomas  Denny  & 
Co.  He  died  July  29,  1906,  at  Lake  Meacham  in  the 
Adirondacks. 
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J  '51  —  Col.  Isaac  E.  Clarke  of  the  Bureau  of  Education, 
Washington,  D.  C„  has  been  awarded  the  grand  gold 
medal  of  the  Louisiana  Purchase  Exposition  for  a  mono- 
graph on  "American  Art  and  Industrial  Education  ". 

n  '51  —  Rufus  Tripp  King  died  at  Nashua,  N.  H.,  May 
j  19,  1906.  At  the  time  of  his  retirement  in  January,  1905, 
K  he  had  completed  55  years  as  a  locomotive  engineer,  a 
i  longer  service  than  that  of  any  other  engineer  in  the 
I  United  States.  He  had  served  in  the  common  council 
>l  and  in  the  boarcLof  aldermen  of  Nashua. 

'52 — John  Minot  Fiske,  who  had  been  deputy  collector 
lof  customs  at  Boston  for  over  forty  years,  died  April  21., 
1906,  at  New  Haven,  Conn.  He  was  born  at  Boston, 
August  17,  1834,  and  graduated  from  Yale  in  1856.  He 
was  considered  the  ablest  interpreter  of  customs  rules  in 
the  country,  and  was  a  widely  respected  official. 

'52 — Thomas  Sargent  Robie  was  born  at  Gorham,  Me., 
September  21,  1835,  was  a  graduate  of  Bowdoin  College 
and  of  Bangor  Theological  Seminary,  held  pastorates  in 
Waldoboro,  Me.,  Staffordville,  Conn.,  West  Hawley  and 
South  Falmouth,  Mass.,  and  died  March  25,  1906,  at 
Chicago,  111. 

'54 — William  Torrey  Harris,  Ph.D.,  LL.D.,  has  re- 
cently retired  from  the  position  of  the  United  States 
[Commissioner  of  Education,  which  he  held  from  1889  to 
11906.  He  has  served  as  superintendent  of  the  public 
schools  of  St.  Louis,  Mo.,  was  prominent  at  the  Concord 
School  of  Philosophy,  established  and  still  edits  "  The 
[Journal  of  Speculative  Philosophy ",  is  editor-in-chief  of 
Webster's  International  Dictionary,  and  stands  in  the 
foremost  rank  of  thinkers  and  educators  of  America. 

'55 — John  Henry  Rea  was  born  at  North  Andover, 
April  24,  1836.  After  leaving  Phillips  he  learned  the 
carpenter's  trade  and  followed  it  through  his  life.  He 
possessed  the  respect  of  his  fellow  citizens,  and  held 
|many  elective  offices  in  his  native  town.  He  died  at  his 
home  in  North  Andover,  June  6,  1906. 

'56 — Edward  Francis  Holt  was  born  at  Andover,  May 
6,  1834,  and  after  leaving  Phillips  taught  in  Marshfield 
and  Middletown,  N.  Y.  For  many  years  a  farmer  in  An- 
dover, and  later  superintendent  of  Abbot  Academy,  he 
impressed  everyone  by  his  sunny  disposition  and  his 
evident  desire  to  do  the  right.  He  served  with  eminent 
ifitness  on  the  school  board  of  Andover  in  1 870-1 872  and 
again  from  1884  to  1890.  He  died  June  14,  1906,  at  his 
home  in  Andover. 

'56 — George  Newton  Pasho  died  at  Lowell,  July  8, 
1906,  having  been  born  at  Andover,  March  31,  1836. 
For  many  years  he  was  the  sexton  of  the  South  Church 
in  Andover. 

'59 — George  Henry  French  was  born  at  Candia,  N. 
H.,  July  27,  1838,  graduated  at  Dartmouth  in  '63,  at 
Andover  Theological  Seminary  in  '68,  served  pastorates 
in  Vermont  and  New  Hampshire,  and  died  at  West- 
moreland. N.  H.,  October  2,  1906.  He  was  a  trustee  of 
!  Kimball  Union  Academy  at  Meriden,  N.  H. 

'62 — Albert  Galliford  Bale  was  born  at  Barnstable, 
England,  September  10,  1841,  graduated  from  Amherst 
College  in  '65,  and  from  Andover  Seminary  in  '68.  His 
career  at  Amherst  was  conspicuous  for  scholarship  and 
for  success  in  writing  and  speaking.  He  was  class  orator. 
He  had  only  two  pastorates,  one  of  27  years  at  Melrose 
and  a  shorter  one  in  the  First  Presbyterian  Church, 
Asbury  Park,  N.  J.  For  ten  years  he  was  registrar  of 
the  Massachusetts  General  Association  of  Congregational 
Churches.  Four  sons  attended  Phillips,  Albert  liacon  of 
'92,  Harold  Pulsifer  of  '95,  William  ( ialliford  of  '96,  and 
Frederick  Sewall  of  '03.    He  died  December  15,  1906. 


'62 — Maurice  Dwight  Collier,  Yale  '66,  was  born  at 
St.  Louis,  Mo.,  May  6,  1846,  studied  law  in  Washington 
University,  St.  Louis,  and  admitted  to  the  bar  in  '69. 
In  1883  he  removed  to  New  York  City,  where  he  was  a 
member  of  the  Board  of  Education.  He  died  at  New 
York,  January  io,  1906. 

'62 — Rev.  Charles  M.  Southgate,  of  Auburndale,  is 
superintendent  of  the  Massachusetts  Bible  Society. 

'62 — Benjamin  Cumings  Sparrow,  district  superintend- 
ent of  the  U.  S.  life-saving  service,  died  July  9,  1906,  at 
his  home  in  East  Orleans.  He  was  born  in  that  town 
October  9,  1839,  served  in  the  civil  war,  and  in  1872  was 
appointed  to  the  coast  service.  He  exhibited  personal 
daring  and  secured  discipline  and  efficiency  in  the  force 
under  him.  He  had  served  on  the  school  board  of 
Orleans. 

'63— On  Sunday  morning,  November  25,  at  the  Second 
Unitarian  Church  in  Boston,  the  pastor  unveiled  a  tablet 
in  memory  of  General  Blackmar,  P.  A.  '63.  The  in- 
scription is  as  follows :  — 

To  the  Memory  of 

WlLMON  WHILLDIN  BLACKMAR 

1841-1905 
First  West  Virginia  Cavalry. 
A  faithful  officer  in  the  war  which  Preserved 
the  Union  and  Destroyed  Slavery.  His  com- 
panions in  Arms  of  the  Commandery  of  the 
State  of  Massachusetts  of  the  Military  Order  of 
the  Loyal  Legion  of  the  United  States  Have 
Here  Placed  This  Tablet. 

"Lex  Reget  Arma  Tuentur." 

'64 — Henry  Bullard  Richardson  was  born  at  Franklin, 
May  21,  1844.  He  entered  Exeter  in  '63,  and  graduated 
from  Amherst  College  in  '69,  the  second  man  in  his 
class.  For  four  years  he  was  instructor  in  Latin  and 
Greek  at  Amherst,  for  three  years  teacher  of  classics  in 
the  Springfield  High  School,  and  for  twenty-seven  years 
at  the  head  of  the  German  department  of  Amherst.  He 
edited  several  text-books  in  Latin  and  German,  and  was 
an  inspiring  teacher  and  led  his  pupils,  especially  through 
the  study  of  Faust,  to  a  sense  of  the  abiding  value  of 
German  literature.  He  died  at  Amherst,  October  17, 
1906. 

'65 — Willard  Gardner  Sperry  was  born  at  Cambridge, 
August  10,  1847,  graduated  at  Yale  in  '69,  and  from  An- 
dover Seminary  in  '78.  He  was  pastor  for  seven  years 
in  Peabody,  for  eight  years  in  Manchester,  N.  H.,  and 
for  eleven  years  was  president  of  Olivet  College,  Mich- 
igan.   He  died  at  York,  Me.,  September  2,  1906. 

'66 — There  has  been  recently  completed  a  Hebrew  and 
English  Lexicon  of  the  Old  Testament,  whose  chief 
editor  was  Rev.  Dr.  Francis  Brown  of  Union  Seminary 
N.  Y. 

'67 — Lyman  Mack  Payne  died  at  the  Boston  City 
Hospital,  February  5,  1906,  at  the  age  of  59  years. 
While  at  Phillips  he  was  captain  of  his  class  baseball 
nine  and  member  of  the  skating  park  committee.  He 
was  first  in  the  wool  business  associated  with  L.  J.  Or- 
cutt,  then  of  the  firm  of  Payne  and  Storm,  tea  merchants, 
New  York,  and  later  insurance  agent  of  the  New  England 
Mutual  Life  Ins.  Co.  in  Boston  and  then  in  Albany.  At 
the  time  of  his  death  his  home  was  at  Hinsdale. 

'68 — John  Freeman  Brown  is  an  associate  justice  of 
the  Superior  Court  of  Massachusetts.  He  was  appointed 
clerk  of  the  municipal  civil  court  in  1888  and  rose  to  the 
chief  justiceship  of  the  municipal  court. 

'68 — George  Atherton  Spalding  was  born  at  Greenup, 
Ky.,  January  14,  1849,  graduated  at  Yale  in  '72  and  from 
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the  College  of  Physicians  and  Surgeons  in  New  York 
City  in  '75.  He  was  on  the  staff  of  St.  Luke's  Hospital, 
N.  Y.,  and  died  in  that  city  October  2,  1896. 

'71 — Rev.  Lawrence  Phelps  has  resigned  his  pastorate 
in  Leominster  and  accepted  a  call  to  the  chair  of  Biblical 
Literature  at  the  Atlanta  Theological  Seminary,  Atlanta, 
Ga. 

'72 — Edward  P.  Boynton  of  Medford,  is  commodore  of 
the  Boston  Yacht  Club. 

'72 — William  Henry  Moody,  editor  in  '71  of  the  Philo- 
mathean  Mirror,  president  of  Philo,  captain  of  the  school 
baseball  nine,  Harvard  A.B.  in  '76,  district-attorney  for 
the  eastern  district  of  Massachusetts,  a  member  of  four 
successive  Congresses,  Secretary  of  the  Navy,  U.  S.  At- 
torney-General, has  been  appointed  and  confirmed 
associate  justice  of  the  United  States  Supreme  Court. 

'74 — Rev.  W.  D.  P.  Bliss,  who  has  been  rector  of  St. 
Mary's  Protestant  Episcopal  church  at  Amityville,  L.  I., 
has  become  secretary  of  the  "  Garden  Cities  of  America", 
an  association  to  promote  the  founding  of  cities  for 
laboring  men. 

'74 — Rev.  George  \V.  Stearns,  has  recently  been  in- 
stalled pastor  of  the  Lanesville  church  in  Gloucester. 

'75 — Brigadier-General  Henry  G.  Sharpe  is  a  commis- 
sary-general in  the  United  States  Army.  After  leaving 
Phillips  he  entered  West  Point  and  later  served  in  Cuba 
and  in  the  Philippines  during  the  Spanish  war.  He  has 
made  a  name  for  himself  as  a  scholar  and  a  brave 
soldier. 

'81 — Rev.  Charles  A.  Jones  is  superintendent  of  the 
Congregational  Home  Missionary  Society  for  the  Central 
Adantic  States,  with  his  office  at  75  Essex  street,  Hack- 
ensack,  N.  J. 

'82 — The  French  Academy  has  bestowed  a  prize  on 
William  M.  Fullerton  for  his  French  work  entitled 
"  Terres  Francaises".  The  Society  of  Commercial 
Geography  has  given  Mr.  Fullerton  a  gold  medal  for  the 
same  work. 

'83 — Rev.  Stephen  T.  Livingstone  of  Fryeburg,  Me., 
accepted  his  call  to  the  pastorate  of  the  Bridgeton,  Me., 
church. 

'83 — Henry  Rustin  died  at  his  home  in  Florence,  Neb., 
February  27,  1906,  after  several  years'  illness  from  con- 
sumption. He  had  won  dtstinction  at  Omaha  and  Buf- 
falo during  the  expositions  at  those  cities  for  his  skillful 
management  of  the  electrical  displays. 

'84 — Rev.  Edwin  A.  Waldo  is  pastor  of  the  Congrega- 
tional church  at  West  Palm  Beach,  Fla. 

'85 — Rev.  Dr.  James  Hardy  Ropes  of  the  Harvard 
Divinity  School  faculty  and  of  the  Phillips  Andover 
board  of  trustees,  has  issued  through  Charles  Scribner's 
Sons,  a  work  entitled  "  The  Apostolic  Age  in  the  Light 
of  Recent  Criticism  ". 

'85 — Rev.  Albert  H.  Wheelock  was  installed  pastor  of 
the  Congregational  church  in  Marlboro,  September  26, 
1906. 

'86 — Rev.  Father  Charles  Henry  Cullinane,  pastor  of 
the  Church  of  the  Immaculate  Conception  of  Lawrence, 
died  in  that  city  November  14,  1906.  He  was  born  at 
Andover  January  14,  1866,  educated  at  Villanova  College 
and  entered  the  priesthood  in  1890.  His  pastorates  were 
at  Mechanicsville,  N.  Y.,  Philadelphia,  Pa.,  and  Lansing- 
burgh,  N.  Y. 

'86 — Ernest  J.  Heppenheimer  is  president  of  the 
Colonial  Life  Insurance  Co.  of  Jersey  City,  N.  J. 


'86 — Rev.  George  R.  Moody  is  pastor  of  the  Methodist 
church  of  Belchertown. 

'87 — Dr.  William  P.  Graves  has  been  appointed  first 
assistant  visiting  surgeon  at  the  Free  Hospital  for 
Women  in  Boston  and  assistant  in  Gynaecology  in  the 
Harvard  Medical  School. 

'88 — Prof.  Henry  S.  Graves,  director  of  the  Fore 
School  of  Yale  University,  is  an  editor  of  the  "  Forest 
Quarterly",  published  at  Ithaca,  N.  Y.  He  has  published 
quite  extensively — "The  White  Pine,"  1896;  "Forests 
of  the  Black  Hills,"  1897  ;  "  The  Practice  of  Forestry  by 
Private  Owners,"  1899;  "The  Woodsman's  Handbook," 
1900;  "The  Woodlot,"  1901,  and  "  Forest  Mensuration," 
1906. 

'88 — William  S.  Haskell  is  a  member  of  the  law  firm, 
Carter  &  Haskell,  18  Wall  street,  New  York. 

'88 — President  Roosevelt  has  nominated  John  A. 
Mcllhenny  of  Louisiana,  to  be  U.  S.  Civil  Service  Com- 
missioner. 

'88 — Frederick  D.  Tucker  is  with  the  Northwestern 
States  Portland  Cement  Co.,  Minneapolis,  Minn. 

'88 — Stuart  Webster  is  vice  president  and  secretary  of 
the  Atwood  &  Steele  Co.,  manufacturers  of  grocers'  and 
druggists'  sundries,  Chicago,  111. 

'89 — Dr.  Richard  T.  Holbrook  is  an  associate  in  old 
French  and  Italian  at  Bryn  Mawr,  Pa. 

'90 — Dr.  Alphonso  Bickford  Brown  of  Newburyport 
died  suddenly  October  17,  1906,  of  heart  failure  follow- 
ing an  operation  for  appendicitis.  Dr.  Brown  graduated 
at  Yale  in  '94  and  received  his  degree  of  M.  D.,  from  the 
Harvard  Medical  School  after  conspicuously  successful 
work.  He  practiced  his  profession  in  Newburyport 
where  his  sincerity  of  character  and  sympathetic  skill 
made  him  greatly  beloved. 

'90 — George  Neely  Henning  graduated  from  Harvard 
in  '94,  received  an  A.  M.  from  Harvard  in  '98,  was  in- 
structor in  French  in  the  University  and  is  now  pro- 
fessor of  the  Romance  languages  at  the  George  Wash- 
ington University.  He  has  edited  several  texts  in 
French  for  the  use  of  college  classes. 

'91 — Rev.  George  R.  Atha,  who  has  been  in  Provi- 
dence, R.  I.,  is  now  pastor  of  the  First  Baptist  Church  at 
Groton  Heights,  Conn. 

'91 — Rev.  Charles  Edwards  Park  is  pastor  of  the  First 
Church  (Unitarian)  in  Boston. 

'92 — Percival  Dove  of  Andover  is  owner  and  operator 
of  a  machine  shop  at  the  corner  of  Franklin  and  Me- 
thuen  streets  in  Lawrence. 

'92 — Herbert  Baldwin  Foster,  valedictorian  of  his 
class  at  Phillips,  died  June  6,  1906,  in  a  Pittsburgh,  Pa., 
hospital,  of  typhoid  fever.  He  received  his  A.  B.  degree 
at  Harvard  after  three  years  of  work  with  the  distinction 
summa  cum  laude.  He  remained  at  Cambridge  for  one 
year  of  post-graduate  work  and  was  three  years  at  John 
Hopkins  University  at  Baltimore,  Md.,  where  in  1900  he 
received  the  degree  of  Ph.  D.  He  taught  at  the  State 
University,  Vermillion,  So.  Dakota  and  at  Lehigh  Uni- 
versity, Bethlehem,  Pa.,  and  had  been  elected  to  the  chair  of 
Latin  and  Greek  in  the  Pittsburgh  High  School.  While 
at  Phillips,  he  won  prizes  in  Greek  and  English  and  was 
a  member  of  the  first  board  of  the  Phillips  Andover 
Mirror.  He  translated  and  edited  Dio's  History  of 
Rome  in  six  volumes. 

'92 — Dr.  Andrew  J.  Gilmour  is  third  assistant  surgeon 
of  the  Thirteenth  N-iw  York  Regiment. 
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ALUMNI  FUND 

By  contributions  large  and  small,  ranging  from  one 
lollar  to  one  hundred  dollars,  the  annual  contribution 
und  for  the  past  school  year  almost  reached  the  five- 
housand -dollar  mark.    The  exact  figures  were  $4,876.65. 

When  it  is  considered  that  this  sum  represents  the 
)rdinary  income  on  almost  one  hundred  and  twenty-five 
housand  dollars,  some  idea  is  formed  of  its  value  to  the 
chool.  This  year  the  movement  has  been  much  more 
horoughly  organized,  and  regularly  appointed  class  agents 
vill  superintend  collections  in  their  respective  classes, 
or  a  first -year  movement  the  results  last  year  were  most 
p-atifying.  The  contributors  represented  all  classes  and 
ill  sections  of  the  country.  At  the  same  time  the  per- 
entage  of  men  in  each  class  who  shared  in  these  contri- 
>utions  was  very  small.  This  was,  perhaps,  natural;  but 
he  committee  in  charge  are  hopeful  that,  with  the  results 
f  last  year's  campaign  understood  by  all,  the  response 
his  year  will  be  even  more  generous  and  wide -spread. 
This  is  a  movement  in  which  all  may  share.  The  majority 
f  last  year's  contributions  ranged  from  one  to  ten  dollars, 
howing  clearly  that  even  comparatively  small  contribu- 
ions  are  a  strong  factor.  For  an  institution  doing  the 
vork  that  Phillips  Academy  is  doing  to-day  there  is 
lardly  an  institution  in  the  country  so  poorly  equipped 
inancially.  We  firmly  believe  that  Andover  men  every- 
vhere  will  be  glad  to  aid  the  committee  in  their  work,  and 
o  show  in  this  way  their  gratitude  for  and  appreciation 
f  what  Phillips  Academy  has  done  for  them. 


ACADEMY  AND  SEMINARY 


NEW  BOARD  OF  TRUSTEES  FOR  LATTER 

In  the  last  issue  of  the  Bulletin  attention  was  called 
o  the  serious  problems  now  confronting  the  Theological 
Seminary,  and  the  combined  efforts  of  all  parties  in- 


terested to  secure  for  the  Seminary  a  separate  board  of 
trustees  as  the  first  step  in  the  solution  of  these  problems. 
Since  the  last  issue  appeared,  substantial  progress  has  been 
made,  and  only  very  recently  a  bill  has  been  passed  by 
the  legislature  and  signed  by  the  governor  of  the  Com- 
monwealth, incorporating  a  new  board  of  trustees  of  the 
Andover  Theological  Seminary.  Friends  of  both  insti- 
tutions are  much  relieved  that  this  step  has  been  taken. 
So  soon  as  the  membership  of  the  new  board  has  been 
settled,  the  problems  of  the  Seminary  will  be  taken  up  with 
renewed  vigor.  The  Academy  in  its  turn  will  profit 
greatly  by  having  for  almost  the  first  time  in  its  history 
a  board  of  trustees  devoted  solely  to  its  individual  interests. 
The  division  of  interests  in  the  past  has  not  been  helpful 
to  either  institution. 

BIOGRAPHICAL  CATALOGUE 

Alumni  and  friends  of  the  Academy  will  be  interested 
to  learn  that  steps  have  been  taken  to  insure  the  completion 
of  the  Biographical  Catalogue  of  the  school.  At  the  time 
of  the  one  hundred  and  twenty-fifth  anniversary  of  the 
school  a  volume  of  this  catalogue  was  published,  covering 
the  years  from  1778,  the  date  of  the  founding  of  the 
school,  down  to  1830,  inclusive.  This  volume  was  the 
work  of  Mr.  C.  C.  Carpenter,  of  Andover,  who  had 
devoted  a  number  of  years  of  painstaking  and  remark- 
ably thorough  labor  to  the  task.  Mr.  Carpenter  is  at 
present  engaged  on  a  similar  work  for  the  Theological 
Seminary,  so  that  his  services  are  not  available  for  the 
completion  of  the  catalogue  of  the  school.  Believing 
that  the  work  should  be  pushed  forward  and  com- 
pleted at  as  early  a  date  as  possible,  the  trustees  have  re- 
cently authorized  Mr.  George  T.  Eaton,  of  the  Academy 
faculty,  to  undertake  the  work.  Mr.  Eaton  has  been  for 
many  years  the  efficient  secretary  of  the  General  Alumni 
Association,  and  is  better  acquainted  than  probably  any 
other  man  with  the  history  and  movements  of  the  alumni 
of  the  school.  He  will  begin  his  work  at  an  early  date,  but 
the  extent  of  the  undertaking  and  the  enormous  amount 
of  correspondence  involved  will,  of  necessity,  require  a 
large  amount  of  time. 
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BIBLE  CLASS 
The  Society  of  Inquiry  has  decided  to  combine  its  Bible 
classes  into  one  class,  under  the  leadership  of  Mr.  Favour 
of  the  Seminary.  In  the  fall  term,  during  Mr.  Hinman's 
convalescence,  Mr.  Favour  taught  Mr.  Hinman's  classes 
in  history,  and  earned  the  respect  and  esteem  of  the  stu- 
dents. He  should  prove  an  able  leader  of  the  new  class 
in  Bible  study,  and  the  students  are  to  be  congratulated 
on  securing  his  services.  The  class  meets  each  Tuesday 
evening  in  Society  Hall. 

NORTHFIELD  STUDENTS'  CONFERENCE 

Mr.  H.  W.  Blair,  Yale,  1907,  addressed  the  school  after 
the  chapel  exercises  Monday  morning,  March  25,  taking 
as  his  subject  the  "Student  Conference  at  Northfield, 
Mass."  Phillips  Academy  has  been  largely  represented 
at  these  conferences  in  the  past,  and  Mr.  Blair  urged  the 
school  to  see  to  it  that  this  good  record  is  maintained. 
The  Society  of  Inquiry  will  make  an  effort  during  the 
spring  term  to  get  together  a  large  delegation  for  the  North- 
field  meetings. 

CHAPEL  SPEAKERS 

The  services  at  the  chapel  during  the  winter  term  have 
been  made  unusually  attractive  and  inspiring  by  the 
presence  of  many  speakers  and  preachers  of  prominence. 
In  addition  to  the  professors  of  the  Theological  Seminary 
the  following  men  have  addressed  the  students  during 
the  term: — 

President  Charles  Eliot,  of  Harvard  University,  Cam- 
bridge, Mass. 

President  F.  S.  Luther,  of  Trinity  College,  Hartford, 
Conn. 

Rev.  Harlan  P.  Beach,  of  Yale  University,  New  Haven, 
Conn. 

Rev.  Markham  F.  Stackpole,  Boston,  Mass. 

Mr.  George  N.  Cross,  Haverhill,  Mass. 

Rev.  Henry  G.  Bissell,  Secretary  American  Board  of 
Foreign  Missions. 

Mr.  H.  W.  Blair,  of  Yale  University,  New  Haven,  Conn. 

President  Eliot's  appearance  brought  out  the  largest 
gathering  that  has  assembled  in  the  chapel  for  a  long  time. 
Every  seat  was  filled,  and  many  were  obliged  to  stand 
throughout  the  service.  President  Eliot's  address  was 
based  on  "Doing  or  Action  as  the  Expression  of  Chris- 
tianity." 

NEW  YORK  ALUMNI  MEETING 

The  annual  meeting  and  dinner  of  the  New  York 
Alumni  Association  was  held  at  the  University  Club  in 
New  York  City  on  Friday  evening,  February  8.  Pres- 
ident Henry  L.  Stimson,  P.  A.  '83,  United  States  District 
Attorney  of  the  Southern  District  of  New  York,  presided. 
The  speakers  of  the  evening  were  Judge  William  Town- 
send,  of  New  Haven,  Conn.,  Mr.  Sexton,  president  of 


the  Phillips  Exeter  Association,  and  Principal  Stearns 
and  Prof.  Forbes  of  the  Academy  faculty.  A  telegram 
was  read  from  Hon.  William  H.  Moody,  P.  A.  '72,  of  the 
United  States  Supreme  Court,  expressing  his  regret  at  his 
inability  to  be  present  and  speak  as  he  had  planned . 

A  large  and  enthusiastic  crowd,  as  usual,  completely 
filled  the  large  banquet -room  of  the  club.  Frank  Sim- 
mons, P.  S.  '94,  and  George  Schreiber,  P.  A.  '94,  had 
gathered  together  a  group  of  vocal  artists,  and  music,  with 
frequent  encores,  in  which  all  present  joined,  was  sand- 
wiched in  between  courses  and  speeches.  The  speeches 
were  all  good,  and  the  meeting  was  pronounced  by  all 
present  one  of  the  best  the  association  has  ever  held. 
At  the  close  of  the  speaking  a  large  group  formed  about 
the  open  fire  in  the  main  hall  of  the  buildings  and  ex- 
changed school-day  yarns  and  reminiscences  until  the 
early  morning  hours. 

The  following  officers  were  elected  for  the  ensuing 
year:  president,  John  A.  Garver,  P.  A.  '71;  vice-presi- 
dents, Peter  B.  Olney,  '60,  M.  C.  D.  Borden,  '60,  Tracy 

H.  Harris,  '82,  O.  G.  Jennings,  '83,  Henry  L.  Stimson, 
'83;  secretary,  Franklin  H.  Mills,  '89;  treasurer,  Frank 
Dale  Warren,  '79;  executive  committee,  W.  D.  Sawyer, 
'85,  J.  P.  Stevens,  '86,  W.  S.  Haskell,  '88,  F.  H.  Simmons, 
'94,  E.  C.  Burgess,  Jr.,  '95,  Ray  Morris,  '99,  Burnside 
Winslow,  '00. 

WASHINGTON  ALUMNI  MEETING 

The  Washington  Andover  Alumni  Association  held  its 
annual  meeting  at  the  residence  of  Mr.  George  X.  Mc- 
Lanahan  on  February  28,  the  president,  Sir  Chentung 
Liang-Cheng,  presiding.  About  thirty-five  members 
were  present.  At  the  business  meeting  the  following 
officers  were  elected:  president,  Sir  Chentung;  vice-] 
presidents,  G.  L.  Raymond  and  F.   I.  Allen;  treasurer, 

I.  H.  Dunlap;  secretary,  G.  N.  Henning;  executive 
committee,  G.  X.  McLanahan;  chairman  entertain- 
ment committee,  F.  R.  Greene.  The  club  was  honored 
by  the  presence  of  two  guests,  Mr.  Ephraim  Adams,  of 
the  class  of  '34,  and  Principal  Stearns.  Mr.  Adams 
talked  interestingly  of  an  event  that  happened  during  his 
school  days,  when  fifty  boys  were  suspended  from  Phillips 
for  having  refused  to  sever  their  connection  with  a  local 
anti-slavery  society.  The  substance  of  the  remarkable 
and  historical  petition  presented  by  these  students  to 
the  faculty  is  given  elsewhere.  Mr.  Stearns  told  of  the 
work  that  the  Academy  is  doing  and  of  the  needs  of  the 
institution.  The  evening  ended  with  supper  and  the 
singing  of  college  songs.  A  vote  of  thanks  was  extended 
to  Mr.  McLanahan  for  his  generous  hospitality  to  the  club. 

Principal  Stearns  spent  several  days  in  Washington  as 
the  guest  of  the  Washington  Alumni  Association  of  Phillips 
Academy.  On  Tuesday  evening  Mr.  Stearns  was  one 
of  the  speakers  at  the  banquet  of  the  Psi  Upsilon  Club 
of  Washington.  Wednesday  noon,  Mr.  Irving  Dunlap, 
P.  A.  '81,  gave  a  luncheon  at  the  Hotel  Raleigh;  and  in 
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the  evening  the  Chinese  minister,  Sir  Chentung  Liang- 
Cheng,  P.  A.  '82,  gave  a  dinner  at  the  Chinese  Legation. 
In  addition  to  Mr.  Stearns  the  guests  present  were  Prof. 
George  L.  Raymond,  P.  A.  '58,  of  Washington  University, 
Frederic  I.  Allen,  P.  A.  '76,  United  States  Commissioner 
of  Patents,  Commissary  General  Henry  P.  Sharpe,  P.  A. 
'76,  and  William  T.  G.  Weymouth,  P.  A.  '81.  Thursday 
Professor  Raymond  invited  a  number  of  the  faculty 
of  the  Washington  University  to  meet  Mr.  Stearns  at  a 
luncheon  at  the  Cosmos  Club.  In  the  evening  Mr.  and 
Mrs.  Allen  gave  a  small  dinner  party,  with  Mr.  Stearns, 
Mr.  and  Mrs.  McLanahan,  and  the  Chinese  minister 
as  guests. 

MR.  STEARNS  HONORED 

Principal  Stearns  has  been  appointed  a  member  of 
the  committee  for  the  selection  of  a  Rhodes  scholar  from 
Massachusetts  for  the  years  1907-10.  The  other  members 
of  this  committee  are:  President  Charles  W.  Eliot  of 
Harvard  University,  chairman;  George  H.  Martin,  sec- 
retary of  the  State  Board  of  Education;  William  Orr, 
head  master  of  the  Springfield  High  School;  and  Fred- 
erick C.  Ferry,  professor  of  mathematics  and  dean  of 
Williams  College. 

'  Mr.  Stearns  has  also  been  recently  appointed  by  the 
board  of  overseers  of  Harvard  University  as  a  member 
of  the  committee  on  the  relation  of  the  University  to  the 
secondary  school;  and  at  the  recent  annual  meeting  of 
the  Head  Masters'  Association  in  New  York  City  he  was 
elected  a  member  of  the  executive  committee  to  serve  for 
three  years. 


;  "MIRRORS"  AND  " PHILLIPIANS "  WANTED 


In  order  to  complete  the  office  files  of  the  school  pub- 
lications, it  is  necessary  to  secure  the  following  copies  of 
the  Mirror  and  the  Phillipian  of  past  years,  and  it  is 
earnestly  hoped  that  if  any  who  happen  to  read  this 
notice  are  able  to  supply  any  or  all  of  the  copies  men- 
tioned, they  will  be  willing  to  do  so.  Such  assistance  will 
prove  of  untold  value  to  the  school,  for  it  is  essential 
that  complete  files  of  all  school  publications  should  be 
constantly  on  hand.  Some  of  the  Phillipian  files,  at 
least,  have  been  taken  from  the  office.  We  give  below 
the  dates  of  the  issues  desired : 

Phillipians — Files  for  the  years  1889-90,  1892-93, 
1893-94,  1894-95,  1901-02. 

Mirrors — October,  1894;  February,  March,  and  June, 
1895. 

SENIOR  PLAY  AT  ABBOT 

The  Senior  class  at  Abbot  Academy  presented  Shake- 
speare's play  "The  Comedy  of  Errors"  on  the  evening  of 
March  19.  The  play  was  given  in  the  McKeen  Memorial 
Building,  and  was  witnessed  by  a  large  audience,  including 
many  students  from  Phillips  Academy. 


DR.  GRENFELL  IN  ANDOVER 

DR.  W,  T.  GRENFELL,  IN  CHAPEL,  SPEAKS  OF  WORK  ON 
LABRADOR  COAST.     REMARKS  INTERESTING 

Dr.  W.  T.  Grenfell,  whose  work  as  a  medical  missionary 
on  the  Labrador  coast  has  attracted  world-wide  attention, 
addressed  the  school  after  the  chapel  exercises  early  in  the 
winter  term.  Dr.  Grenfell  is  no  stranger  here,  having 
spoken,  on  several  occasions  in  past  years,  to  the  students 
of  the  Academy.  The  school,  too,  has  more  than  a  passing 
interest  in  him  and  in  his  work  from  the  fact  that  for  several 
years  the  Society  of  Inquiry  has  collected  from  the  students 
and  sent  to  Dr.  Grenfell  in  Labrador  boxes  of  old  clothes 
for  distribution  among  the  needy  of  that  region.  Those 
who  are  familiar  with  the  great  and  many-sided  work 
which  Dr.  Grenfell  has  been  doing  realize  what  a  remark- 
able man  he  is.  It  is  not  strange  that  the  rugged  and 
vigorous  manhood  needed  for  the  work,  in  question  makes 
it  more  than  usually  attractive  to  school  and  college  men, 
among  whom  Dr.  Grenfell  is  regarded  as  an  ideal  type  of 
hardy  Christian  manhood.  After  the  address  a  generous 
collection  was  received  from  the  students  to  assist  Dr. 
Grenfell  in  securing  a  herd  of  reindeer  which  he  is  to  in- 
troduce into  Labrador,  and  from  which  he  is  confident 
the  inhabitants  will  derive  great  benefits. 

MR.  HOLT'S  WILL 

BOTH  ABBOT  AND  PHILLrPS  ACADEMIES  MADE  LEGATEES 
BY  WILL  OF  THE  LATE  T.  A.  HOLT 

By  the  terms  of  the  will  of  the  late  T.  A.  Holt  of  An- 
dover,  Phillips  Academy  and  Abbot  Academy  become 
residuary  legatees.  Many  charitable  bequests  are  made 
to  institutions,  most  of  which  are  located  in  Andover. 
The  money  left  to  Phillips  and  Abbot  is  to  be  used  as  a 
fund,  the  income  of  which  shall  be  employed  to  aid  de- 
serving students  from  the  town  of  Andover.  The  exact 
sum  that  the  Academy  will  receive  is  not  yet  known.  The 
total  amount  of  Mr.  Holt's  estate  is  said  to  be  in  the  neigh- 
borhood of  one  hundred  thousand  dollars. 

FORMER  ANDOVER  PROFESSOR  INJURED 

David  Y.  Comstock,  for  many  years  professor  of  Latin 
at  Phillips  Academy,  was  injured  in  the  earthquake  at 
Kingston,  Jamaica,  according  to  word  received  by  friends 
here. 

Mr.  Comstock  was  talking  with  a  friend  in  front  of  the 
Myrtle  Bank  Hotel  when  the  shock  came.  Both  men  were 
buried  in  the  ruins.  The  friend  was  instantly  killed.  Mr. 
Comstock,  though  badly  injured,  was  rescued,  and  from 
last  reports  will  probably  recover. 

Prof.  Comstock  is  one  of  the  foremost  Latin  scholars  in 
the  country,  and  his  first  Latin  books  and  other  Latin  text- 
books are  widely  used  in  schools  throughout  the  country 
He  was  a  rare  teacher  and  a  rare  friend  to  boys,  who  knew 
him  best.  Andover  men  everywhere  will  rejoice  to  hear 
of  his  escape. 
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AN  ANDOVER  MAN'S  SUCCESS 

FROM  BRICKLAYER  TO  SUPERVISING  ARCHITECT 

John  J.  Donovan,  P.  S.,  '02  of  34  Sargent  Street,  North 
Andover,  with  Ernest  &  Flogg,  architects,  174  West  109th 
Street,  New  York  City,  is  at  present  the  supervising  ar- 
chitect on  the  Singer  Sewing  Machine  Company's  forty-one- 
story  building  being  erected  at  the  corner  of  Liberty  Street 
and  Broadway,  New  York  City,  which,  when  completed, 
will  be  the  highest  in  the  world. 

Mr.  Donovan  graduated  from  Phillips  Andover  in  the 
class  of  1902,  and  from  the  Massachusetts  Institute  of 
Technology  in  the  class  of  1906,  winning  signal  honors. 

He  has  been  with  the  New  York  firm  named  since  his 
graduation,  and  up  to  a  short  time  ago  was  located  in 
Pittsburg,  Pa.,  but,  when  operations  were  commenced 
upon  the  erection  of  the  mammoth  Singer  Building,  he  was 
transferred  to  the  metropolis. 

Mr.  Donovan  learned  the  trade  of  a  brick  mason  before 
entering  Phillips  Andover,  and  was  recognized  as  an  ex- 
ceptional workman.  Working  at  his  trade  during  the 
summer  vacation  on  both  the  Bancroft  Cottage  and  the 
Borden  Gymnasium,  he  was  able  to  earn  money  enough 
to  pay  his  schooling  expenses  during  the  fall  and  winter 
months.  From  Andover  he  entered  M.  I.  T.,  and  the 
brilliancy  exhibited  by  him  during  his  course  attracted 
the  attention  of  the  faculty,  who  considered  him  one  of 
the  brightest  men  in  his  class. 

Securing  the  practical  side  first  and  then  taking  up  the 
theoretical,  Mr.  Donovan  is  now  prepared  to  make  a 
name  for  himself  in  the  architectural  world. 

BRICK  HOUSE  SOCIETY 

Under  the  direction  of  Mr.  George  Hinman,  the  resi- 
dent instructor  at  the  Brick  House,  the  students  rooming 
in  this  house  have  formed  a  society  known  as  the  Brick 
House  Society.  The  object  of  this  organization  is  to 
stimulate  intellectual  activity  among  its  members  and 
to  strengthen  social  and  friendly  relations.  The  society 
meets  each  Saturday  evening  in  Mr.  Hinman's  room, 
where  a  carefully  prepared  programme  is  rendered  by  the 
members.  The  main  features  of  this  programme  are 
regularly  musical  selections,  declamations,  readings, 
and  debates.  Regular  officers  elected  by  the  students 
have  charge  of  the  meetings,  and  exercise  a  general  super- 
vision over  the  affairs  of  the  house.  Thirty  men  make 
up  the  membership.  It  is  not  unlikely  that  other  houses 
will  form  similar  organizations  before  the  next  winter 
term. 

CLASS  IN  PUBLIC  SPEAKING 

During  the  past  term  a  regular  class  in  public  speaking 
and  debating  has  been  conducted  by  Mr.  Gilman  of  the 
faculty.  The  class  meets  twice  each  week.  Practice 
and  criticisms  are  given  in  both  speaking  and  debating, 
and  the  theory  of  both  is  carefully  considered  Orations 


illustrating  various  kinds  of  oratory  are  systematically 
studied.  The  class  has  proved  very  popular,  and  a 
good-sized  group  of  students  have  taken  advantage  of 
the  opportunity  thus  offered. 

SMITH  HALL  TORN  DOWN 

Old  Andover  men ,  especially  those  who  in  their  school 
days  were  not  oblivious  to  the  presence  and  attractions 
of  the  "Fem  Sem,"  will  be  interested  to  learn  that  Smith 
Hall,  the  old  wooden  dormitory  that  for  so  many  years 
housed  the  pupils  of  "Fair  .Abbot,"  has  been  torn  down 
and  removed.  For  several  years  this  old  building  has 
been  unoccupied,  and  in  the  shadow  of  the  modern  and 
palatial  Draper  Hall  has  brooded  sadly  over  the  glories  of 
the  past.  Its  final  removal  adds  greatly  to  the  general 
appearance  of  the  present  Abbot  Academy  plant. 

MUSICAL  AND  DRAMATIC  CLUBS 

The  winter  term  has  been  a  busy  yet  successful  season 
for  the  musical  clubs.  The  time  was  crowded  by  the 
necessary  postponement  of  the  fall  concert,  which  was 
finally  given  with  great  success  late  in  January.  Besides 
the  customary  play  by  the  Dramatic  Club,  in  this  case 
an  amusing  and  well-presented  farce  called  "Their  First 
Dinner,"  there  were  two  new  features  on  the  programme, — 
an  exhibition  of  tumbling  by  the  Academy  gymnasium 
team  and  a  musical  skit  entitled  "The  Yankee  that 
visited  Broadway."  The  music  of  the  latter  was  com- 
posed by  Mr.  Gilman,  and  the  lyrics  by  Mr.  Bullinger 
and  Mr.  W.  E.  Prince.  The  cast  was  very  good,  and  the 
piece  proved  to  be  the  most  taking  number  on  an  excellent 
programme. 

The  second  concert  of  the  term  was  at  Rogers  Hall 
School  in  Lowell.  The  programme  was  presented  by  the 
Glee,  Mandolin,  and  Banjo  Clubs,  and  gave  great  pleas- 
ure. A  dance  followed  the  concert.  The  musical  clubs 
also  made  a  trip  to  Boston  on  March  16,  to  give  a  concert 
at  the  Fenway  School. 

At  the  end  of  the  winter  term  came  the  regular  concert 
in  the  Town  Hall.  Although  the  audience  was  not  so 
large  as  for  the  January  concert,  the  clubs  did  excellent 
work  and  received  unstinted  applause.  As  usual,  the 
topical  song  was  most  heartily  enjoyed. 

ARCHAEOLOGY  TRIPS 

During  the  past  term  the  class  in  archaeology  has  taken 
two  trips,  one  to  Cambridge  and  the  other  to  Salem,  to 
study  the  exhibits  of  American  archaeology  in  the  museums 
in  those  places.  The  boys  were  taken  through  the  col- 
lections under  the  guidance  of  Mr.  Moorehead  and  of 
the  Curators,  who  explained  the  various  exhibits.  Both 
trips  were  very  much  enjoyed. 
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LECTURE  BY  PROF.  GULICK  • 
A  large  audience  heard  Prof.  Charles  Burton  Gulick 

of  Harvard  University  in  his  lecture  on  "The  Olympic 

Games  and  Greek  Athletes,"   at  the   dining-hall,  on 

Tuesday  evening,  March  5. 

Prof.  Gulick  showed  many  interesting  views  of  Greek 

athletes  and  their  games. 
This  was  the  second  of  a  series  of  lectures  provided 

from  the  income  of  the  Winthrop  Fund,  for  the  promotion 

of  Greek  and  Latin  studies  in  the  Academy. 

LECTURE  ON  ENGLISH  CASTLES 
An  illustrated  lecture  on  the  Historic  Castles  of  Eng- 
land was  given  before  an  appreciative  audience  of  students 
in  the  dining-hall  on  Tuesday  evening,  March  12.  The 
lecturer,  Mr.  George  N.  Cross,  P.  A.  '72,  is  a  very  in- 
teresting speaker,  as  entertaining  as  instructive.  A 
large  number  of  views  of  London  Tower  and  of  Windsor 
Castle  were  among  those  presented. 

LECTURE  ON  ROME 
Clifford  H.  Moore,  Ph.D.,  professor  of  Latin  in  Harvard 
University  and  a  trustee  of  Phillips  Academy,  gave  an 
illustrated  lecture  on  Rome  and  its  environs  in  the  upper 
room  of  the  dining-hall  on  the  evening  of  February  18. 
Prof.  Moore  was  at  Rome  last  year  as  professor 
of  the  Latin  language  and  literature  in  the  American 
School  of  Classical  Studies,  and  consequently  could  speak 
familiarly  and  interestingly  of  his  subject. 

GRADUATE   TREASURER   OF  PUBLICATIONS 
At  a  recent  meeting  of  the  board  of  trustees  Mr. 

Charles  T.  Ryder,  P.  A.  '02,  was  appointed  graduate 

treasurer  of  the  School  Publications. 

Both  at  Phillips  and  at  Harvard  Mr.  Ryder  attained 

prominence  in  literary  work,  and  was  a  scholar  of  high 

standing.    At  Harvard  he  was  a  member  of  Signet  and 

Phi  Beta  Kappa. 

ARCHAEOLOGICAL  BULLETIN 
The  Department  of  Archaeology  published  last  Janu- 
ary its  third  Bulletin,  consisting  of  200  pages  and  82 
illustrations,  mostly  full-page  half-tones.  A  description 
is  given  of  the  wonderful  cemetery  at  the  mouth  of  the 
Wabash  River,  where  one  hundred  and  fifty -seven  graves 
were  opened,  and  hundreds  of  specimens  of  whole  pottery, 
pipes,  copper  objects,  etc.,  were  found;  also  a  descrip- 
tion of  a  cemetery  at  Hopkinsville,  Ky.,  and  an  ancient 
flint  quarry  in  Tennessee.  An  account  is  given  of  most 
interesting  discoveries  in  the  prehistoric  ruins  of  the 
Salado  Valley  in  Arizona.  There  are  numerous  pictures 
of  the  "ceremonial"  and  "problematical"  class,  plates 
of  rare  things,  etc. 

The  Bulletin  gives  a  history  of  the  founding  of  the 
department  and  a  sketch  of  the  life  of  the  founder,  Mr. 
R.  S.  Peabody,  P.  A.  '57. 


SEMINARY  LECTURE  COURSES 

In  January  Rev.  George  William  Knox,  D.D.,  LL.D., 
professor  of  the  philosophy  and  history  of  religion  in 
Union  Theological  Seminary,  gave  the  Hyde  Lectures 
on  Foreign  Missions.  There  were  six  lectures  in  the 
course,  which  had  for  its  general  subject  "The  Gospel 
for  the  Gentiles." 

A  course  of  five  illustrated  lectures  on  Palestine  were 
delivered  during  the  latter  part  of  February  by  Prof. 
H.  G.  Mitchell  of  Boston  University,  who  has  traveled 
extensively  throughout  the  Orient.  The  lectures,  which 
were  accompanied  by  especially  fine  illustrative  views, 
dealt  with  the  picturesque  beauty  as  well  as  the  historic 
interest  of  Palestine.  The  course  was  given  in  the  Archae- 
ological Building. 

For  ten  days,  beginning  April  8,  the  Seminary  has  con- 
ducted an  Easter  Theological  School  for  Massachusetts 
pastors.  Besides  the  special  lectures  given  before  the 
visiting  pastors  by  the  professors  of  the  Seminary  there 
was  an  address,  "The  Caucasian  Question  in  the  South," 
by  Prof.  Albert  Bushnell  Hart,  LL.D.,  of  Harvard  Uni- 
versity; an  illustrated  lecture  on  Foreign  Missions  by 
Secretary  Cornelius  H.  Patton,  D.D.;  and  another  on 
"Some  English  Cathedrals,"  by  the  Rev.  George  Edward 
Martin,  D.D.,  of  Lowell. 


SCHOOL  NEWS 


MEANS  PRIZE  CONTESTANTS 

The  Committee  of  Award  in  the  Means  Prize  contest, 
with  Rev.  Mr.  Oliphant  of  Methuen  as  chairman,  has 
selected  the  ten  best  essays  from  the  number  submitted. 
These  will  be  delivered  in  the  public  competition  in  May. 
The  names  of  the  contestants  chosen  to  speak  are  as 
follows:  D.  H.  Bachelder,  '08,  J.  W.  Beach,  '07,  Tyler 
Clark,  '08,  N.  H.  Foster,  '07,  H.  B.  Johnson,  '07,  E.  H. 
Mead,  '08,  Jay  Morrison,  '08,  A.  R.  Simpson,  '08,  T.  K. 
Thurston,  '07,  E.  C.  Wheeler,  '07. 

BEST  GRADUATING  ESSAYS 

The  graduating  essays  required  of  all  who  are  candi- 
dates for  the  diploma  were  submitted  toward  the  end  of 
the  winter  term.  A  selection  of  the  best  essays  has  been 
made,  and  these  will  be  spoken  at  the  Potter  trials  in  the 
spring,  when  a  committee  will  determine  which  are  to  be 
presented  on  the  commencement  programme  in  compe- 
tition for  the  Potter  Prizes.  The  following  are  the  Seniors 
who  have  won  their  places  in  the  trials:  H.  G.  Averill, 
R.  P.  Bonnie,  S.  F.  Brown,  Cabot  Daniels,  S.  S.  Day, 
H.  F.  Dunham,  N.  H.  Foster,  H.  T.  Foulkes,  Henry 
Gemmer,  W.  A.  Harris,  Jr.,  T.  H.  Hodenpyl,  Jr.,  R.  D 
Sherman,  Kellogg  Van  Winkle,  J.  T.  West,  E.  C.  Wheeler 
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The  following  were  the  officers  of  the  classes  during  the 
winter  term: — 

1907 —  President,  Harry  Paul  Greenough,  Missoula, 
Mont.;  vice-president,  John  Reed  Kilpatrick,  New  York. 
N.Y.;  secretary-treasurer,  Nathan  Mears,  Evanston,  111. 

1908 —  President,  Henry  Newton  Merritt,  Grand  View, 
N.Y.;  vice-president,  Ammi  Wright  Lancashire,  Alma, 
Mich.;  secretary-treasurer,  James  Lewis  Malcolm,  Cat- 
skill,  N.Y. 

1909 —  President,  Henry  Wagner  Wright,  Lake  Forest, 
111.;  vice-president,  N.  Chapin  Palmer,  Chicago,  HI.; 
secretary-treasurer,  Frank  Baackes,  Jr.,  Chicago,  111. 

1910 —  President,  Norman  Williams,  IV.,  Andover; 
vice-president,  John  Epperson  Greenough,  Missoula, 
Mont.;  secretary -treasurer,  Milton  Sylvester  Coffin,  New 
Bedford. 

The  officers  of  the  Society  of  Inquiry  for  the  winter 
term  were:  president,  S.  S.  Day,  '07,  Catskill,  N.Y.; 
vice-president,  Henry  Gemmer,  '07,  Hackensack,  N.J.; 
secretary,  E.  J.  Webster,  '09,  East  Northfield;  treasurer, 
J.  R.  Kilpatrick,  '07,  New  York,  N.Y. 

The  officers  of  the  literary  societies  for  the  winter  term 
were: — 

Forum — President,  E.  J.  Webster,  '09;  vice-president, 
D.  W.  Magowan,  '08;  secretary,  M.  B.  Robinson,  '07, 
treasurer,  E.  W.  Freeman,  '08. 

Philo— President,  C.  C.  Hincks,  '07;  vice-president, 
L.  C.  Goodhue,  '07;  secretary,  A.  Stevens,  '07;  treasurer, 
H.  G.  Averill,  '07. 

The  following  students  joined  the  school  during  the 
winter  term: — 

Class  I.  Howard  Tallmadge  Foulkes,  Milwaukee,  Wis. ; 
Richard  Collier  Sargent,  New  Haven,  Conn. 

Class  II.  Charles  Douglas  Chapin,  Chicago,  111.;  Dean 
McGrew  Gilfillan,  Ironton,  Ohio. 

Class  III.    Tom  McKenner  Hearne,  Wheeling,  W.  Va. 

Class  C.  Herbert  Ewart  Bennett,  Pawtucket,  R.I.; 
Charles  William  Creighton,  Thomaston,  Me. ;  James  Alex- 
ander Creighton,  Thomaston,  Me.;  John  Cooper  Mount, 
Brooklyn,  N.Y. 

Class  IV.  John  Franklin  Scott  D'Aule",  East  Orange, 
N.J. 

Class  D.    Takeki  Kuwabara,  Osaka,  Japan;  Clyde 
Earle  McGregor,  Chicago,  111. 

The  dedication  exercises  connected  with  the  John- 
Esther  Gallery  at  Abbot  Academy  were  held  in  Davis 
Hall  on  the  evening  of  February  26.  Abbot  Academy 
students  sang  "The  Hero"  and  "Of  Loving  Will  the 
Token."  Dr.  Merriman,  president  of  the  board  of 
trustees  of  Abbot  Academy,  introduced  Charles  W.  Eliot, 


LL.D.,  president  of  Harvard  University,  the  speaker  of 
the  evening.  "The  Durable  Satisfactions  of  Life  for 
Women"  was  the  subject  of  his  address.  After  the  ex- 
ercises in  Davis  Hall  a  reception  was  held  in  the  new 
gallery.  President  Eliot,  Dr.  Merriman,  and  Miss 
Means,  principal  of  Abbot  Academy,  received;  a  full  des- 
cription of  the  building  is  given  elsewhere. 

The  Senior  Class  gave  a  reception  on  the  afternoon  of 
February  21  in  the  Archaeology  Building  to  all  who  were 
going  to  attend  the  dance  in  the  evening.  The  two  upper 
classes  of  Abbot  were  also- present. 

The  guests  were  received  in  the  large  hall  at  the  top  of 
the  stairs  on  the  second  floor.  The  furniture  of  both  the 
reading  and  lecture  rooms  had  been  removed,  and  in  the 
reading-room  refreshments  were  served.  The  lecture- 
room  was  for  the  guests,  and  here  also  the  Mandolin  and 
Banjo  Clubs  rendered  several  enjoyable  selections. 

The  Reception  Committee  was  as  follows:  Edward  A. 
More,  Buffalo,  N.Y.,  chairman;  Sherwood  S.  Day,  Cat- 
skill,  N.Y.;  J.  Reed  Kilpatrick,  New  York,  N.Y.;  Otis  E. 
Mclntyre,  Colorado  Springs,  Col. ;  and  Hugh  J.  MacKay, 
New  York,  N.Y. 

The  patronesses  were:  Mrs.  A.  E.  Stearns,  Miss  E. 
Means,  Mrs.  F.  A.  Goodhue,  Mrs.  J.  L.  Phillips,  Mrs. 
Baldwin,  Mrs.  McCurdy,  Mrs.  Sawyer,  Mrs.  P.  S.  Page, 
Mrs.  R.  P.  Keep,  Mrs.  Moorehead. 

The  fourth  Middlers'  Dance  was  held  in  the  Borden 
Gymnasium  on  the  evening  of  February  21.  Millet  of 
Andover  had  charge  of  the  decorations,  and  had  well 
concealed  the  running  track  and  the  apparatus  with  pine 
boughs,  laurel,  and  plants. 

The  Andover  corner  was  directly  opposite  the  main 
entrance.  It  had  a  background  of  Andover  banners,  and 
the  sides  were  covered  with  pillows.  On  the  left  and  right 
of  the  entrance  respectively  were  the  Yale  corner  and  the 
Harvard  corner.  The  Princeton  corner  and  the  Abbot 
comer  were  at  the  eastern  end  of  the  room.  At  the  western 
end  of  the  room  the  patronesses  received. 

Page   of  Lowell  was  the  caterer.   The  music  was 
furnished  by  the  Pentucket  Orchestra  of  Haverhill. 

The  Dance  Committee  consisted  of  the  following  men: 
Gerald  Arthur  Shannon,  Seattle,  Wash.,  chairman;  Olyn 
Daffan  Hemming,  Colorado  Springs,  Col. ;  Ammi  Wright 
Lancashire,  Alma,  Mich.;  Henry  Newton  Merritt,  Grand 
View,  N.Y.;  Samuel  Emilio  Piza,  San  Jose",  C.R. 

The  patronesses  were:  Mrs.  A.  E.  Stearns,  Miss  E. 
Means,  Mrs.  F.  A.  Goodhue,  Mrs.  J.  L.  Phillips,  Mrs. 
M.  A.  Baldwin,  Mrs.  McCurdy,  Mrs.  Sawyer,  Mrs.  P.  S. 
Page,  Mrs.  R.  P.  Keep,  and  Mrs.  Moorehead. 

H.  N.  Merritt,  '08,  Grand  View,  N.Y.,  and  W.  F. 
Washburn,  '08,  Brockton,  have  been  elected  to  fill  the 
vacancies  of  the  class  of  1908  in  the  Student  Council. 
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CLASS  DAY  ELECTIONS 

The  Senior  Class  has  chosen  the  following  class 
officers: — 

Chairman  of  the  Class  Day  Committee,  Nathan  Mears 
of  Evanston,  111. 

Statistician,  Frederick  Joseph  Daly  of  Cambridge. 
Historian,  John  Reed  Kilpatrick,  of  New  York,  N.Y. 
Poet,  Newton  Hinckley  Foster  of  Winthrop  Beach. 
Orator,  Hugh  John  MacKay  of  New  York,  N.Y. 
Prophet,  Sherwood  Sunderland  Day  of  Catskill,  N.Y. 

The  members  of  the  school  recently  voted  to  attempt 
to  raise  the  necessary  funds  for  an  addition  to  the  Borden 
Gymnasium.  The  addition  is  to  contain  a  swimming  tank 
and  baseball  cage,  with  a  bowling  and  billiard  room  on 
the  second  floor. 

On  the  recommendation  of  the  Student  Council  the 
president  of  the  school,  H.  P.  Greenough,  '07,  appointed 
the  following  committee  to  secure  subscriptions:  M.  L. 
Rafferty,  '07,  Pittsburg,  Pa.,  chairman;  Nathan  Mears, 
'07,  Evanston,  111.;  E.  H.  Stuart,  '08,  Seattle,  Wash.; 
J.  R.  Kilpatrick,  '07,  New  York,  N.Y.;  F.  J.  Daly,  '07, 
Cambridge. 

The  annual  dinner  of  the  Philomathean  Society  was 
held  in  the  upper  room  of  the  dining-hall  on  Saturday 
evening,  March  23.  G.  S.  Deming,  P.  A.  '06,  Harv. 
'10,  Mr.  Hinman,  '94,  and  Principal  Stearns,  '90,  were 
the  guests  of  the  evening. 

C.  C.  Hincks,  '07,  was  the  toastmaster.  The  toasts 
follow: — 

H.  G.  Averill,  '07,  "The  History  of  Philo";  Mr. 
Hinman,  '94,  "Reminiscences";  N.  H.  Foster,  '07,  "The 
Future  of  Philo";  G.  S.  Deming,  '06,  Harv.  '10, 
"College  Debating";  E.  J.  Webster,  '09,  "The  Sister 
Society";  Principal  Stearns,  '90,  "Miscellaneous." 

The  Dinner  Committee  consisted  of  L.  C.  Goodhue, 
'07,  S.  H.  Tolles,  '07,  and  E.  W.  Williams,  III.,  '08. 

The  annual  Forum  dinner  was  held  at  the  Phillips  Inn 
on  the  evening  of  March  9,  and  was  well  attended  by 
members  of  the  society.    The  guests  of  the  evening  were 

C.  C.  Hincks,  '07,  representing  the  Philomathean  Society, 
Prof.  Charles  H.  Forbes,  and  Principal  Stearns,  '90. 

President  Edward  J.  Webster,  '09,  was  the  toast- 
master,  and  introduced  the  following  speakers  with  their 
subjects: — 

Henry  Gemmer,  '07,  "Forum  in  the  Past";  M.  G. 
Ely,  '08,  "Members  of  Forum";  Principal  Stearns,  '90, 
Phillips  Andover  Debaters";  C.  C.  Hincks,  '07,  "Our 
Sister  Society";  R.  E.  Firmin,  '08,  "Abbot- Andover  De- 
bates"; I.  W.  Magowan,  '08,  "Forum  in  the  Future"; 
Prof.  Charles  H.  Forbes,  "Benefits  of  Debating." 
The  dinner  was  in  charge  of  V.  C.  Kylberg,  '08,  and 

D.  W.  Magowan,  '08. 


FORUM  WINS  DEBATE 

The  Philo-Forum  debate  was  held  in  the  chapel 
on  Monday  evening,  February  18,  with  Goodhue,  presi- 
dent of  Philo,  and  Magowan,  president  of  Forum,  as 
presiding  officers.  For  fifteen  years  the  two  societies 
have  met  in  debating  contests,  and  Forum  has  won  ten 
debates  to  Philo's  five. 

The  question  was,  "Resolved,  That  the  growing  tendency 
towards  the  centralization  of  the  governing  powers  of 
this  nation  in  the  federal  government  is  dangerous  to  the 
common  welfare."  This  question  was  essentially  the 
subject  afterwards  debated  by  both  the  Yale-Princeton 
and  the  Princeton-Harvard  teams.  The  theoretic,  his- 
torical, and  practical  phases  of  the  subject  came  up 
in  the  discussion;  and  the  main  arguments  of  the  op- 
posing teams  met  squarely  in  the  debate.  This  showed 
good  planning  and  sound  judgment  on  the  part  of  each 
team.  Yet  Forum  by  more  thorough  preparation,  by 
superior  clearness  in  presenting  its  debate,  and  by  more 
cogent  reasoning  won  the  decision.  Both  rebuttals  were 
excellent,  and  showed  that  each  leader  had  read  widely 
on  both  sides  of  the  subject,  and  was  ready  in  his  com- 
mand of  facts  and  of  words  in  which  to  express  them 
vigorously  and  concisely. 

The  Philo  team  consisted  of  Carroll  Clark  Hincks,  '07, 
of  Andover;  Edward  Curtis  Wheeler,  '07,  of  New  York 
City;  and  Newton  Hinckley  Foster,  '07,  of  Winthrop 
Beach.  The  Forum  debaters  were  Edward  Jerome 
Webster,  '09,  of  East  Northfield;  Oliver  Eugene  Mosser, 
'09,  of  Neff's,  Pa.;  and  Henry  Gemmer,  '07,  of  Hacken- 
sack,  N.J. 

The  committee  of  award  was  Judge  Charles  W.  Bell, 
Judge  Charles  A.  De  Courcy,  and  Colver  J.  Stone. 


TEAM  TO  DEBATE  WITH  EXETER 

The  trials  for  the  Andover  debating  team  were  held  in 
Society  Hall,  Friday,  March  1,  Prof.  Forbes,  Mr.  Eaton, 
Mr.  Phillips,  and  Mr.  Hinman  of  the  faculty  acting  as 
judges.  The  subject  for  debate  was,  "Resolved,  That  the 
federal  government  should  enact  a  law  raising  the  standards 
of  naturalization."  The  men  chosen  were  Edward  Jerome 
Webster,  '09,  of  East  Northfield,  leader;  Henry  Gemmer, 
'07,  of  Hackensack,  N.J.;  and  Matthew  Griswold  Ely, 
'08,  of  New  York  City, — all  members  of  Forum.  Edward 
Curtis  Wheeler,  '07,  of  New  York  City,  a  member  of  Philo, 
was  chosen  alternate. 


The  subject  for  the  debate  with  Exeter — "Resolved, 
That  the  history  of  trades-unions  during  the  past  twenty 
years  shows  a  tendency  that  is  a  menace  to  the  best  in- 
terests of  society" — was  proposed  by  the  Andover  team. 
Exeter  has  chosen  to  defend  the  affirmative  side  of  the 
question.  The  debate  will  be  held  at  Andover  early  in  the 
spring  term. 
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The  John-Esther  Gallery,  which  was  formally  opened 
by  the  Abbot  Academy  authorities  during  the  past  month, 
was  erected  at  an  expense  of  $40,000;  and  the  collection 
of  pictures,  bronzes,  and  statuary  which  was  transferred 
from  Mrs.  Byers'  New  York  residence  is  valued  at  $28,000. 
By  the  provisions  of  Mrs.  Byers'  will  the  public  as  well  as 
the  Academy  is  to  have  the  use  of  the  art  gallery,  and  ar- 
rangements have  been  made  to  have  the  building  open  to 
the  public  on  Saturday  afternoons. 

The  building  was  constructed  as  a  wing  to  Abbot  Hall, 
the  original  Academy  building,  and  the  colonial  design  of 
Abbot  Hall  has  been  carried  out.  The  building  is  of  brick 
and  sandstone,  and  designs  on  the  exterior  were  carved  by 
expert  Italian  workmen.  The  names  of  the  following 
artists  are  carved  in  stone  panels  on  three  sides  of  the  ex- 
terior: Rembrandt,  Da  Vinci,  Velasquez,  Raphael,  M. 
Angelo,  Pheidias,  Titian,  Durer,  Giotto,  and  Holbein. 

The  main  entrance  is  on  School  Street,  and  on  the  left 
of  the  hall  as  one  enters  is  a  tablet  with  the  following 
inscription: — 

THE  JOHN-ESTHER  GALLERY 
THE  GIFT  OF  ESTHER  SMITH  BYERS 
MDCCCCVI 


The  building  is  absolutely  fireproof,  no  expense  having 
been  spared  to  secure  that  result.  Brick,  stone,  iron,  steel, 
cement,  and  glass  are  used  throughout  the  structure,  the 
only  wood  being  the  floors  and  window  casings.  The 
floors  are  laid  on  cement,  and  the  lathing  is  all  metal.  All 
electric  light  wires  pass  through  piping,  and  there  are  no 
boilers  in  the  building,  the  structure  being  heated  by  in- 
direct radiation  from  the  central  heating  plant  of  the 
Academy. 

On  the  ground  floor  there  are  two  rooms,  one  on  either 
side  of  the  hall.  In  one  of  these  bronzes  are  exhibited 
and  engravings  and  photographs  are  hung.  In  the  other 
there  are  cases  for  photographs  and  engravings. 

The  furniture  in  all  the  rooms  is  hand-made,  and  de- 
signed to  harmonize  with  the  surroundings. 

The  central  corridor  leads  to  a  marble  staircase,  which 
gives  access  to  the  large  upper  exhibition  room,  where  are 
hung  the  many  valuable  paintings  in  Mrs.  Byers'  collec- 
tion. 

The  room  is  lighted  from  the  top,  there  being  no  win- 
dows at  all  on  the  second  story  of  the  building.  The  elec- 
tric lights  for  this  room  have  double  the  voltage  of  the 
lights  on  the  lower  floor,  which  have  a  voltage  of  no.  The 
room  is  so  arranged  as  to  show  off  the  pictures  to  excellent 
advantage 
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CLASSICAL  ASSOCIATION  AT  ANDOVER 

The  New  England  Classical  Association,  comprising 
the  teachers  of  Latin  and  Greek  in  New  England,  met  in 
Andover  on  April  5  and  6.  The  meeting  was  a  large  and 
enthusiastic  one.  Nearly  two  hundred  members  were 
present,  among  them  many  prominent  teachers  of  the 
classics  in  colleges  and  secondary  schools.  Principal 
Stearns  gave  a  hearty  address  of  welcome  to  the  associa- 
tion on  the  evening  of  April  5.  His  address  was  followed 
by  a  fine  paper  on  the  Relation  of  the  Classics  to  Mod- 
ern Literature  by  Prof.  George  L.  Kittredge  of  Harvard 
University.  At  another  session  Prof.  De  Forest  Smith 
of  Amherst  discussed  the  proper  method  of  presentation 
•of  the  classics  by  the  teachers  of  school  and  college.  Prof. 
Seymour  of  Yale  discussed  recent  problems  in  Homeric 
studies;  and  Prof.  Chase  of  Harvard  gave  an  illustrated 
report  of  the  year's  work  in  the  field  of  archaeology. 

A  resolution  of  thanks  was  sent  by  the  association  to 
the  authorities  of  the  Academy,  who  had  given  hospitable 
entertainment  to  the  individual  members,  throwing  open 
the  dining-hall  and  the  dormitory  rooms  for  their  use. 

Prof.  Forbes  of  the  Academy,  to  whose  efforts  the 
success  of  the  meeting  was  largely  due,  was  elected  president 
of  the  Association  for  the  coming  year. 

WARNING  TO  ANDOVER  MEN 

Old  Andover  men  are  warned  against  George  Cheever, 
a  clever  "crook,"  who  after  spending  two  years  in  a  re- 
formatory is  once  more  continuing  his  old  practices. 
Cheever's  method  is  to  approach  his  victims,  mostly  men 
with  Andover  connections,  and  to  seek  to  work  upon  their 
.sympathies  with  varied  stories  of  ill  luck,  hardships,  etc. 
In  this  way  he  has  secured  material  financial  contributions 
from  many  Andover  men  scattered  all  over  the  country. 
■One  of  Cheever's  commonest  methods  is  to  assure  his  in- 
tended victim  that  he  is  a  relative,  connection,  or  intimate 
•friend  of  some  member  of  the  family.  Men  are  naturally 
reluctant  to  appear  as  accusers  against  those  by  whom 
<they  have  been  swindled,  and  to  this  fact,  largely,  Cheever 
•owes  his  present  freedom.  It  is  earnestly  hoped  that 
those  who  may  be  possessed  of  the  necessary  evidence 
will  use  their  efforts  to  place  Cheever  in  jail  where  he 
properly  belongs. 


ATHLETICS 


BASEBALL  SCHEDULE 

1907  SCHEDULE  ANNOUNCED  BY  MANAGER  GREENOUGH. 
SIXTEEN  GAMES  IN  ALL,  INCLUDING  USUAL  COLLEGE 
GAMES 

The  1907  baseball  schedule  has  been  announced  by 
Manager   Greenough.    The   usual   games   have  been 


arranged  with  Yale,  Harvard,  Princeton,  Cornell,  George- 
town, and  Dartmouth.  The  Yale  game,  however,  is 
to  be  played  at  New  Haven  this  year.  Two  new  games 
have  also  h>een  added,  with  Lowell  of  the  New  England 
League  and  with  Connecticut  Aggies.  The  season  will 
undoubtedly  be  an  interesting  one.    The  schedule  follows: 

April  12,  Connecticut  Aggies. 

April  16,  Lowell,  New  England  League. 

April  20,  Georgetown. 

April  22,  Bates. 

April  26,  Dartmouth. 

May  1,  Yale  at  New  Haven. 

May  3,  Yale  Freshmen. 

May  8,  Harvard  Freshmen. 

May  13,  Villanova. 

May  17,  Princeton. 

May  22,  Harvard. 

May  25,  Alumni. 

May  28,  Harvard  2d. 

May  31,  Cornell. 

June  3,  Massachusetts  Aggies. 

June  8,  Exeter  at  Exeter. 

TWO  PROMINENT  ANDOVER  MEN 

The  following  notice  appeared  in  the  Washington  Herald 
of  February  22,  1907: — 

"A  few  weeks  ago,  when  the  Hon.  Philip  B.  Stewart 
of  Colorado  Springs  made  his  visit  to  Washington,  at  the 
time  when  President  Roosevelt  offered  him  the  position 
of  Land  Commissioner  in  the  Department  of  the  Interior, 
he  had  occasion  to  go  to  the  State  Department,  and, 
while  passing  down  the  corridor,  met  the  Chinese  min- 
ister, who  was  on  his  way  to  see  Secretary  Root  regard- 
ing the  Red  Cross  distributions  in  China.  The  greeting 
between  these  two  men  was  very  cordial,  for  it  appeared 
that  Mr.  Stewart  and  Sir  Chentung  Liang- Cheng  had  been 
members  of  the  same  baseball  team  at  Andover,  both 
being  of  the  class  of  '82.  In  fact,  the  Hon.  P.  B.  Stewart 
was  captain  and  Sir  Liang  played  left  field  in  the  annual 
contest  with  their  great  rival  school,  Exeter.  With  two 
men  on  bases  and  the  score  a  tie,  Sir  Liang  made  a  three- 
base  hit  which  won  the  game  for  Andover.  As  Exeter 
had  won  the  annual  game  in  the  two  previous  years,  Sir 
Liang's  fame  as  a  baseball  player  has  been  handed  down 
at  the  school  up  to  the  present  time. 

"  Mr.  Stewart  went  from  Andover  to  Yale,  where  he  was 
captain  of  the  Yale  'varsity  nine  when  the  imperial  govern- 
ment called  the  Chinese  students  home,  and  thus  ter- 
minated Sir  Liang's  American  baseball  career,  although 
rumor  has  it  that  even  in  China  his  baseball  skill  acquired 
at  Andover  was  occasionally  demonstrated.  It  is  in- 
teresting to  note  that  the  position  of  Land  Commissioner 
was  offered  to  another  Andover  man,  Jack  Greenway  of 
the  class  of  '92,  who  was  a  captain  in  the  Rough  Riders, 
and  who,  like  Mr.  Stewart,  was  catcher  on  the  Yale  'varsity 
nine  during  his  college  course." 
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B.  A.  A.  MEET 

The  annual  Boston  Athletic  Association  Interscholastic 
meet  was  held  in  Mechanics'  Hall,  Boston,  Saturday 
afternoon,  March  2. 

About  forty  schools  competed,  Volkmann  winning, 
Worcester  second,  Andover  third,  and  Exeter  fourth. 
This  is  the  first  time  that  Volkmann  has  ever  won  the  meet. 

Four  records  were  broken, — the  45-yard  high  hurdles 
by  Kilpatrick  in  6  1-5  seconds,  the  relay  race  by  Volk- 
mann School  in  3  :  n,  the  600-yard  run  by  Young  in 
1  :  18  1-5,  and  the  1,000-yard  run  by  Fones  in  2  :  25  4-5. 
Andover  was  represented  by  the  following  men  :  Badger, 
Kilpatrick,  Hubbard,  Riefkohl,  Drew,  Dain,  Rosendale, 
Pierce,  Dowling,  D.  Knox,  West,  Morrison,  Clough, 
MacKay,  Gardner,  and  Lewis. 

The  star  of  the  meet  was  Kilpatrick,  who  won  the 
45 -yard  hurdles,  breaking  the  interscholastic  record  for 
the  race,  and  securing  second  place  in  the  40-yard  dash 
and  the  running  high  jump,  thus  scoring  thirteen  of  the 
twenty-four  points  won  by  Andover. 

DARTMOUTH  MAN  NEW  COACH 

Mr.  W.  Houston  Lillard,  a  graduate  of  Dartmouth,  has 
just  accepted  a  position  on  the  faculty  of  Phillips  Academy 
for  the  coming  year.  Mr.  Lillard  has  had  two  years  of 
post-graduate  work  in  English  at  Dartmouth,  and  he  is 
therefore  well  qualified  to  assist  in  the  work  of  the  English 
department  at  Andover,  which  he  will  do. 

He  will  also  have  principal  charge  of  the  coaching  of 
next  year's  football  team.  While  at  Dartmouth,  Mr. 
Lillard  was  very  prominent  in  athletics,  particularly  foot- 
ball. He  was  the  star  player  on  the  Dartmouth  eleven, 
and  one  year  he  made  the  Ail-American  team.  He  had 
the  reputation  of  being  an  all-round  athlete  of  unusual 
ability.  Besides  being  a  football  player  of  more  than 
ordinary  prominence,  Mr.  Lillard  was  also  a  scholar  of 
high  standing  and  a  leader  in  the  religious  life  of  the  col- 
lege. Altogether,  he  was  one  of  the  most  popular  young 
men  of  his  time. 

Last  year  Mr.  Lillard  assisted  Dr.  O'Connor  in  coaching 
the  victorious  Andover  football  team.  He  is  the  man 
whom  Dr.  O'Connor  most  strongly  recommended  as  best 
qualified  to  fill  the  position  of  coach  here.  Mr.  Lillard 
is  the  unanimous  choice  of  the  football  management,  as 
well  as  the  faculty,  for  the  position,  and  the  announcement 
of  his  definite  appointment  will  undoubtedly  cause  the 
greatest  satisfaction  to  all  members  of  the  Academy. 

The  appointment  of  Mr.  Lillard  as  coach  marks  an 
important  step  in  the  history  of  preparatory  school 
athletics.  By  his  engagement  the  Academy  does  away 
with  a  paid  professional  coach.  Against  such  men  much 
criticism  has  of  late  been  aimed,  and  the  tendency  has 
been  more  and  more  to  do  away  with  them.  This  is  a 
step  in  the  interest  of  the  best  development  of  athletic 
sports,  and  will  be  welcomed  as  such  by  friends  of  the 
school  everywhere. 


HOCKEY  REVIEW 

The  1907  hockey  season  has  come  to  a  close  with  but 
four  of  the  many  scheduled  games  played.  This  was 
due  to  the  poor  condition  of  the  ice,  which  has  been  ex- 
ceptionally bad  this  year. 

Of  the  four  games  played,  Andover  won  three. 

Following  is  a  list  of  the  games  played: — 

January  9,  English  High  School  1,  Andover  8. 

January  16,  Arlington  High  School  3,  Andover  4. 

January  19,  Arlington  High  School  3,  Andover  4. 

January  23,  Harvard  'Varsity  7,  Andover  2. 

Total,  Opponents  14,  Andover  18. 


A  STATEMENT 

OF  THE  CIRCUMSTANCES  WHICH  INDUCED 

*  FIFTY  STUDENTS  OF  PHILLIPS'  ACADEMY,  ANDOVER, 
To  ask  a  Dimission  from  that  Institution. 

We  regret  the  necessity,  which  compels  us  to  appear  before  the  public  in> 
vindication  of  our  conduct.  The  course  which  we  have  pursued  may  seem, 
we  are  well  persuaded,  at  the  first  glance,  to  many  of  the  great,  the  wise, 
and  the  good,  to  savor  of  rashness  and  fanaticism. 

And  in  the  outset,  it  will  naturally  be  asked,  who  are  these  students? 
What  their  age  and  character?  Every  feeling  of  our  hearts  would  prompt 
us  on  these  'delicate'  topics,  to  maintain  an  entire  silence.  But  when,  by 
withholding  facts  on  such  points,  we  run  the  hazard  of  being  held  up  by 
unprincipled  and  designing  men,  as  a  'parcel  of  insignificant  and  deluded' 
youngsters,' 

'Fixed  figures  for  the  hand  of  scorn, 
To  point  her  slow,  unmoving  finger  at,' 

we  are  not  at  liberty  to  be  silent. 

A  large  majority  of  our  number  have  reached  that  period,  when  by  the  laws 
and  usages  of  the  land,  we  can  lay  claim  to  all  the  privileges  and  immunities 
of  free  American  citizens  The  average  age  is  more  than  twenty-one. 
There  is  but  one  of  us,  who,  by  the  laws  of  this  Commonwealth,  is  not  re- 
quired to  pay  an  annual  tax  into  the  public  revenue.  Nearly  all  are  pro- 
fessors of  religion,  and  studying  for  the  Christian  ministry.  We  do  not 
propose  on  the  present  occasion  to  enter  into  a  labored  exposition  of  Anti- 
Slavery  principles;  neither  to  heap  calumny  and  disgrace  upon  the  head  of 
any  man,  or  set  of  men  living;  much  less  to  exhibit  any  thing  approximating 
even  in  the  slightest  degree  to  a  spirit  of  recklessness  and  bravado.  Our 
simple  object  is,  to  spread  out  before  the  world  the  circumstances  and  the 
facts  in  our  case.  And  though  in  these  may  be  embodied  all  the  unkindness 
and  severity  of  unwelcome  truth,  yet  justice  to  ourselves  and  the  world, 
calls  upon  us  to  make  them  known.  Only  let  our  statements  be  fairly  and 
impartially  weighed,  and  we  are  willing  to  abide  the  decision  of  an  enlightened , 
and  christian  public.  We  now  proceed  to  detail  that  unhappy  train  of 
circumstances  which  has  finally  resulted  in  our  withdrawal  from  the  In- 
stitution. 

In  the  fall  of  1834,  a  committee  was  appointed  by  the  abolitionists  in. 
Phillips'  Academy,  to  wait  upon  the  Principal,  Mr.  Johnson,  for  the  purpose 
of  obtaining  his  permission  to  form  an  Anti-Slavery  Society  in  said  Institu- 
tion.   Their  suit  was  promptly  rejected. 

In  January,  1835,  by  vote  of  the  Abolitionists  in  the  same  Institution, 
a  respectful  memorial  was  drawn  up,  by  a  committee  appointed  for  that  pur- 
pose, asking  permission,  a  second  time,  from  the  Principal,  to  form  an  Anti- 
Slavery  Society.  This  petition  was  not  presented,  from  the  fact  that  our 
Instructer  informed  one  of  the  committee,  that  '  he  had  made  up  his  mind  1 
upon  the  subject — that  he  objected  to  its  formation,  but  if  the  committee 
wished  to  'instruct  him'  on  the  subject,  he  would  wait  on  them.'  We  could, 
of  course,  proceed  no  farther  with  the  business,  without  putting  ourselves 
in  the  attitude  of  'instructers,'  which,  as  modest  young  men,  as  pupils, 
we  could  not  do  without  outraging  all  rules  of  propriety.  Thus  ended  our 
second  effort  to  form  an  'Anti-Slavery  Society  in  Phillips'  Academy.'  The 
next  inquiry  was — Can  we  join  a  society  in  the  Theological  Seminary,  or 
in  the  village,  in  case  of  its  formation?  Mark  the  answer  given  at  this  time, 
and  then  reconcile  it  with  a  law,  enacted  a  short  time  subsequently,  for  the 
purpose  of  preventing  the  students  from  joining  the  Anti-Slavery  Society  in 
the  village,  which  we  shall  soon  introduce.  The  substance  of  this  answer,, 
was  as  follows:  'If  individuals  see  fit  to  connect  themselves  with  either  of 
these  societies,  I  do  not  prohibit  them,  though  I  could  give  my  advice.'  From 
what  quarter  does  the  breeze  next  blow?  You  shall  hear.  Truth  is  our 
panoply,  facts  are  our  weapons,  and  wield  them  we  must,  let  shame  and 
confusion  fall  upon  whom  they  may. 

On  Tuesday  evening,  February  3,  1835,  an  'Anti-Slavery  Society'  was 
formed  in  the  Village,  and  some  23  or  30  of  the  students  of  Phillips'  Academy 
entered  their  names  upon  its  Constitution — not  half  the  number  who  would 
have  joined,  but  for  what  afterwards  transpired.  On  a  subsequent  morning 
our  Instructor,  learning  that  his  pupils  had  taken  an  active  part  in  the 
meeting  above-mentioned,  but  ignorant  that  any  had  actually  become  mem- 
bers of  the  Society,  in  connection  with  other  remarks,  gave  the  following 
so  called  'advice':  'Now  having  expressed  ray  views  on  this  subject,  (the 
formation  of  the  Anti-Slavery  Society)  do  I  expect  any  member  of  my  school 

*  Owing  to  peculiar  circumstances  but  thirty-five  of  this  number  have 
as  yet  left. 
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will  join  that  Society?   No,  I  do  not.   And  if  any  individual  feels  it  his 
duty  to  belong  to  that  Society,  /  expect  him  as  a  gentleman  and  a  christian 
to  come  to  me  and  have  his  name  taken  ofj  from  my  list.    And  now,  my  young 
friends,  don't  go  about  complaining  that  I  am  unreasonable.    There  is  no 
compulsion — you  are  as  free  as  air — but  if  you  must  join  an  Abolition  Society, 
come  to  me  and  I  will  give  you  an  honorable  dismission  and  recommendation 
to  any  Institution  in  tile  Union,  and  no  man  in  my  presence  shall  ever  say 
aught  against  you.'    Comment  is  unnecessary.    On  the  evening  of  the  same 
day,  our  Principal  having  learnt  that  some  members  of  his  school  had  joined 
the  Society  above-mentioned,  gravely  tells  us,  '  That  he  supposes  it  will  be 
just  as  easy  for  us  to  take  ofj  our  names  as  it  was  to  put  them  on.'    But  what 
is  the  result?    Do  we  forthwith  erase  every  name,  and  by  this  act  make  an 
expiatory  sacrifice  for  the  heinous  crime  of  thinking  and  acting  according 
to  the  dictates  of  our  own  consciences,  on  a  subject,  freighted  with  interests 
as  weighty  as  the  salvation,  temporal  and  eternal,  of  two  and  a  half  millions 
of  our  countrymen,  together  with  the  extension  and  purity  of  the  church 
universal?    No.    We  ' immediately  conferred  not  with  flesh  and  blood,' 
but  looked  to  God — took  courage,  and,  having  put  our  hand  to  the  plough, 
'  dared  not  to  look  back.    Those  of  us  concerned,  well  remember  through 
what  a  fiery  furnace  we  were  called  to  pass.    All  who  considered  it  their 
i  duty  to  continue  their  membership,  were  requested  to  hand  in  their  names 
to  the  Principal.    Most  of  them  were  promptly  given.    Now  in  connection 
with  this  request,  take  the  so  called  'advice'  before  referred  to,  and  what, 
we  ask,  save  expulsion,  could  be  supposed  to  await  us?    Thus  day  after  day 
were  we  kept  'on  the  tenters.'    When  we  put  the  question,  whether  for  this 
high  misdemeanor,  (?)  expulsion  must  be  met;  the  response  was,  'I  shall 
,  do  nothing  rashly,'  as  ambiguous  as  the  oracles  of  Apollo.    The  fear  of 
.  dismission  was  thus  brought  t6  bear  powerfully  upon  us.    And  when  this 
*  method  proved  entirely  futile,  the  powers  of  persuasion  were  put  in  requisi- 
:  tion;  and,  in  more  than  one  instance,  were  we  addressed  in  terms  like  the 
following:  'Now  if  all  the  rest  will  erase  their  names,  will  not  you  also? 
>  Now  if  you  will  not  do  it  from  principle,  will  you  not  out  of  respect  to  my 
feelings  ?  —  But  all  in  vain.    Conscious  that  we  had  planted  our  feet  upon  the 
rock  of  eternal  truth,  we  stood  unmoved.    No  name  was  taken  off. 

And  now  we  ask  the  candid  consideration  of  our  readers  to  a  law  enacted 
a  short  time  subsequent  to  the  above  proceedings,  but  not,  however,  till  after 
the  famous  vote  of  neutrality  was  passed  in  the  Theological  Seminary.  It 
was  couched  in  the  following  language,  viz:  'No  member  of  Phillips'  Acad- 
emy shall  join  any  society  in  the  town  of  Andover,  without  permission  from 
the  Principal'!!  Now,  premising  that  this  law  was  made,  not  to  regulate  the 
conduct  of  minors  alone,  but  to  be  enforced  upon  those  arrived  at  the  age 
of  manhood,  and  who  of  course  were  entitled  to  the  rights  of  suffrage  and  all 
the  privileges  of  citizenship,  we  put  the  question  to  an  enlightened  public, 
and  ask  them,  if  they  have  thus  learnt  liberty  from  their  veteran  fathers, 
who  fought  the  battles  of  the  revolution?  We  appeal  to  the  statesman,  and 
iask  him  to  tell  us,  if  such  a  law  is  in  keeping  with  our  Declaration  of  Inde- 
pendence and  inimitable  Constitution?  And  finally,  we  ask  the  ministers 
of  our  holy  religion,  if  they  have  thus  learned  liberty  in  the  school  of  Christ  ? 
And  had  we,  in  consequence  of  the  liability  simply  to  which  this  enactment 
exposed  every  one,  immediately  dissolved  our  connection  with  the  Institution 
sanctioning  it,  who  would  have  been  our  accuser?  But  we  did  not  act 
hastily.  We  waited  its  operation.  We  could  hardly  persuade  ourselves  to 
believe,  that  any  pious  and  consistent  individual  of  mature  years  would  be 
hindered  from  joining  any  Society  with  which  he  might  feel  in  duty  bound 
to  unite,  (though  in  such  cases  we  utterly  repudiate  the  principle  of  acting 
by  permission.)  But  what,  think  you,  were  our  feelings,  when  we  saw  a 
beloved  brother  of  devoted  piety,  and  25  years  of  age,  with  a  heart  burning 
with  a  desire  to  do  something  for  his  poor,  degraded,  impotent,  enslaved 
countrymen,  by  the  administration  of  this  law,  prevented  irom  bearing  his 
testimony  against  a  sin,  more  foul  than  which,  none  exists  on  the  face  of  the 
globe — we  mean  Slavery.  And  how  did  the  case  become  aggravated,  when 
another  of  our  number,  of  similar  character,  and  20  years  of  age,  was  pre- 
vented from  giving  in  his  name  to  the  Anti-Slavery  Society  in  the  church 
to  which  he  belonged,  composed  of  his  own  brethren  and  sisters  in  Christ, 
and  having  for  its  president  his  own  pastor?  And  had  we  then,  at  once  and 
forever,  dissolved  our  connection  with  an  Institution,  fostering  within  its 
bosom  a  principle  like  this,  and  thereby  proclaimed  to  the  world  our  honest 
indignation  against  such  an  unwarrantable  exercise  of  power,  who,  we  tri- 
umphantly ask,  would  have  dared  to  stand  forth  as  our  accuser?  But, 
strange  as  it  may  seem,  we  still  forebore,  preferring  rather  to  risk  a  high 
charge,  on  the  score  of  weakness  and  pusillanimity,  than  to  expose  ourselves 
to  any  just  imputation  of  rashness  or  folly.  And  we  resorted  to  this  final 
step,  only  when  the  last  lingering  hope  of  redress  was  utterly  extinguished, 
ind  the  dark  night  of  despair  was  settling  thick  and  heavy  around  our  heads. 
The  successive  steps  which  led  to  this  unhappy  result,  shall  now  be  minutely 
ind  honestly  detailed. 

On  July  11,  1835,  the  Abolitionists  in  Phillips'  Academy,  convened  for 
the  purpose  of  forming  an  Anti-Slavery  Society.  After  choosing  a  committee 
!0  draft  a  memorial  and  present  it  to  the  Principal,  it  was  unanimously 
'Resolved,  That  we  regard  Anti-Slavery  as  the  cause  of  God  and  humanity, 
id  that  christians  should  devote  themselves  to  its  promotion,  with  that  bold- 
ML  meekness,  and  prayer,  which  become  the  gospel  of  Christ;  as  no  other 
irit  will  in  reality  advance  the  cause,  or  be  acceptable  to  God.' 
July  1 The  Academy  having  been  refused,  a  meeting  was  held  under 
e  broad  canopy  of  heaven.  At  the  opening  of  the  meeting,  the  following 
lolution  was  unanimously  adopted: 

'Resolved,  That  this,  and  all  our  future  meetings  be  opened  with  prayer.' 

The  following  memorial  was  then  read  and  adopted.  It  is  but  proper 
lere  to  remark,  that  this  article  was  written  without  any  expectation  that  it 
would  be  made  public,  which  may  serve  as  some  apology  for  any  inaccuracies 
if  language  or  infelicity  of  arrangement. 

Respected  Instructor — We,  whose  names  are  undersigned,  are  well 
iware  that  the  relations  we  sustain  to  yourself,  make  it  our  duty  ever  to  hold 
/ou  in  the  highest  respect  and  regard;  and  the  more  so,  as  we  have  the 
;ullest  evidence  that  all  your  feelings  and  all  your  conduct  toward  us,  arc 
he  result  of  a  tender  regard  for  our  welfare  and  that  of  the  world.  And 
while  such  are  our  impressions,  how  can  wc  have  any  other  feelings  than 
hose  of  filial  love  and  obedience? — But  there  are  certain  occasions,  as  every 
me  will  admit,  when  we  arc  not  at  liberty  to  do  as  wc  would.  Even  now, 
f  we  could  act  as  feeling  would  suggest,  wc  would  throw  aside  our  pen,  and 
orever  hold  our  peace.    But  when  principle  is  concerned, — when  we  must 


follow  the  advice  of  our  superiors,  or  of  our  own  fathers  even,  if  we  do  so 
at  all,  at  the  expense  of  conscience,  and  our  own  sense  of  right  and  wrong, 
we  cannot,  we  dare  not  do  it.  Otherwise  we  should  plainly  disregard  the 
injunction  of  wisdom  and  the  bible — 'that  we  ought  to  obey  God  rather 
than  men.'  Such  are  the  feelings,  Sir,  with  which  we  make  this  third  request 
for  your  permission  to  form  an  Anti-Slavery  Society  in  Phillips'  Academy. 
It  is  with  great  delicacy  indeed  that  we  prefer  this  request,  as  you  have 
already  twice  given  your  refusal  to  a  similar  one.  But  we  are  conscious 
that  we  do  it  not  to  trifle  with  your  feelings.  We  have  a  higher  motive. 
Something  within  tells  us  that  it  is  our  duty — -our  right;  that  it  is  Heaven's 
high  boon  to  us,  to  think  and  act  on  the  subject  of  Slavery  as  on  every  other 
moral  subject,  according  to  the  dictates  of  our  own  consciences.  We  feel 
that  this  is  as  sacred — as  unalienable  a  right,  as  the  immortal  principle  of 
life  itself;  a  right  bestowed  on  us  at  the  beginning  by  our  wise  and  benevo- 
lent Creator,  and  which  none  but  He  who  conferred  it,  or  assumes  His  high 
prerogatives,  can  take  from  us.  You  will,  Sir,  doubtless  inquire  the  reasons 
which  impel  us  again  to  prefer  this  request,  and  which  lead  us  to  hope  for 
its  favorable  acceptance.    They  are  briefly  these: 

First,  Ut  semper, — that  we  believe  Slavery  to  be  a  sin ;  and  that  the  church 
whose  sin  it  is,  in  a  great  measure,  can  never  prosper,  or  be  prepared  to 
co-operate  with  the  Holy  Spirit  in  bringing  about  the  glorious  purposes  of 
the  divine  Redeemer,  until  this  shackle  is  thrown  off. 

Second,  We  believe  that  we  individually  and  collectively  have  a  duty  to 
perform  in  the  removal  of  this  sin,  and  that  if  we  stand  aloof,  and  give  not 
our  influence  against  it,  we  are  the  abettors  of  slaveholders,  and  are  thus 
doing  violence  to  that  precept  of  our  holy  religion,  which  solemnly  demands, 
'Be  not  partakers  of  other  men's  sins.'  And  furthermore,  we  feel  it  to  be 
our  duty  to  act  on  this  subject,  as  much  as  on  the  subject  of  temperence, 
or  missions,  or  on  any  of  the  great  questions  of  religion  or  morals,  which  are 
now  agitating  the  community.  And  that  while  on  these  subjects  we  are  not 
permitted  either  by  yourself,  or  the  public,  or  the  word  of  God,  to  remain 
indifferent  in  thought  and  action,  so  we  cannot,  consistently  and  righteously, 
exclude  the  slave  from  our  sympathies,  our  prayers,  and  our  efforts. 

Third,  We  feel  that  the  only  effectual  way  to  exert  our  influence  is  by  a 
regular,  systematic  co-operation,  and  an  open  declaration  of  our  abhorrence 
of  the  sin.  Were  the  world  filled  with  drunkards,  we  could  not  feel  our 
duty  done,  did  we  merely  think  them  wrong,  while  we  aised  not  our  voice 
to  warn  them  of  their  sin  and  danger.  Or  were  all  mankind  infidels,  and 
contemners  of  God,  there  would  here  be  no  neutral .  ground  for  us.  We 
should  feel  bound  to  take  a  decided  stand,  and  cry  aloud  in  the  ears  of  the 
guilty,  and  proclaim  that  there  was  a  God  who,  though  he  long  forebore, 
would  yet  be  the  punisher  of  sin,  and  the  avenger  of  trampled  justice. 

Fourth,  We  wish  to  associate  together,  that  we  may  the  better  inform  our- 
selves on  this  subject,  in  order  to  pray  and  act  more  intelligently,  and  by 
our  mutual  encouragement,  to  enlist  our  sympathies  and  efforts  in  behalf 
of  suffering  humanity.  But  permit  us,  Sir,  to  state  briefly,  what  our  object 
is  not. 

It  is  not, 

First,  To  create  a  feverish,  party  excitement.  On  the  contrary,  we  believe , 
that  should  you  grant  our  request,  it  would  greatly  tend  to  allay  such  an 
excitement.  For  what  can  be  more  likely  to  effect  this,  than  for  every  one 
to  think  and  act  for  himself?  Or  what  more  to  create,  than  a  disposition  in 
one  party  to  denounce  and  crush  another? 

Second,  It  is  not  that  we  wish  to  gratify  our  own  self  will,  or  follow  the 
impulse  of  feeling,  in  opposition  to  our  better  judgment.  Such  is  not  the 
fact.  We  have  been  driven  to  it  by  a  settled  and  imperious  conviction  of 
duty  to  God,  and  our  fellow  men. 

Third,  It  is  not  that  we  wish  to  favor  any  man,  or  set  of  men.  The  prin- 
ciples of  Abolition  are  what  we  love,  and  upon  which  we  feel  bound  to  act. 

Fourth,  It  is  not  that  we  may  gain  popularity — we  expect  rather  the  public 
odium.  We  expect  to  be  branded  with  the  epithets  of  fanatics,  as  the  dupes 
of  a  wild  phrenzy,  of  ignorant  enthusiasm,  and  as  zealots  without  knowledge. 
We  see  before  us  a  fearful  array  of  the  great,  the  wise,  and  the  good,  those 
who  will  be  ready  to  look  upon  us  as  actuated  by  a  blind  passion,  rather 
than  by  cool  judgment;  as  disturbers  of  the  peace  rather  than  as  the  advo- 
cates of  equal  rights.  But  amid  the  universal  din  of  anathemas  and  denun- 
ciations, we  hear  the  still  small  voice  whispering, — 'Go  on,  and  fear  no  evil, 
for  I  am  with  you.'  And  how  can  we  linger?  Conscience  must  speak  ou t . 
Her  mandate  must  be  heard.  And  when  we  walk  as  she  plainly  directs, 
with  the  consequences  we  have  nothing  to  do.  Committing  ourselves,  there- 
fore to  the  God  of  the  oppressed,  we  feel  prepared  for  the  unequal  contest  . 
In  your  co-operation,  Sir,  your  prayers  and  sympathies,  we  should  indeed 
rejoice.  But  if  you  cannot  conscientiously  grant  them,  all  we  ask  is  the 
privilege  of  thinking  and  acting  for  ourselves. 

[Signed  by  eighty-eight  individuals.] 

Wednesday;  July  22. — At  a  meeting  held  in  the  Academy,  the  committee, 
having  presented  the  memorial,  reported  a  negative  answerfrom  Mr.  Johnson. 
A  resolution  was  then  offered,  the  purport  of  which  was,  That  we  do  not 
impeach  the  motives  of  our  instructor  in  refusing  our  request,  but  consider 
it  our  imperative  duty  to  ask  a  dismission  from  Phillips'  Academy.  After 
remarks,  both  for  and  against  the  resolution,  the  following  petition  \\:i 
introduced  to  the  meeting,  and  after  its  import  was  fully  made  known,  the 
yeas  and  nays  on  the  resolutions  were  taken,  each  one  answering  affirma- 
tively, with  his  own  hand  subscribing  his  name  to  the  petition. 


PETITION. 

Respected  Instructor — It  is  with  feelings  of  sincere  regret,  that  exist- 
ing circumstances  render  it  necessary  for  us  to  dissolve  our  connexion  with 
Phillips'  Academy — and  especially  so  as  our  protracted  connection  has  only 
served  to  bind  nearer  to  our  hearts  our  Instructor,  who  has  ever  given  us 
reason  to  believe  that  in  all  things  he  desires  our  highest  happiness  ami  the 
ultimate  good  of  the  world.  But  still  we  feel,  that  no  tics,  however  tender, 
should  deter  any  man  from  the  prompt  discharge  of  his  whole  duly.  We. 
therefore,  the  undersigned,  do  respectfully  request  an  honorable  di .mi>  ion 
from  this  Academy,  with  that  recommendation  to  other  Institutions  which 
our  character  and  scholarship  in  your  opinion  deserve. 


I  2 


THE    PHILLIPS  BULLETIN 


[Signed  by  fifty  individuals  of  the  age  and  character  stated  in  the  com- 
mencement of  this  article.] 

Now  we  wish  it  to  be  distinctly  understood,  that  up  to  this  time,  our 
Principal  had  not  only  made  no  complaint  against  us,  but  on  the  contrary, 
had  indignantly  repelled  the  foul  charge  of  insubordination,  so  wickedly 
and  meanly  preferred  against  us,  and  publicly  attested  to  our  gentlemanly 
and  christianlike  deportment,  and  given  it  as  his  full  conviction,  that  as  a 
body,  we  were  influenced  by  none  but  the  purest  motives.  Here  then,  is 
the  commencement,  'the  head  and  front  of  our  offending,'  as  a  body;  and 
for  individual  acts  and  expressions,  we  are  not  responsible.  And  were  we 
thus  responsible,  we  should  be  willing  to  place  whatever  individuals  of  our 
number  have  said  unadvised,  side  by  side,  with  what  has  been  said  rashly 
and  inconsistently,  by  our  opponents,  some  of  whom  may  be  found  in  high 
places,  clothed  with  authority  and  with  heads  silvered  o'er  with  age.  To 
private  and  confidential  intercourse  we  have  aimed  not  to  descend.  We 
would,  however,  forewarn  our  opponents,  '  that  if  provoked,  as  we  trust  we 
never  shall  be,'  to  engage  in  a  contest  of  this  kind — one  in  which  he  who 
conquers  could  scarcely  be  deemed  victorious,  'there  may  be  blows  to  take 
as  well  as  blows  to  give,'  and  respectfully  'suggest'  that  those  who  live  in 
glass  houses,  beware  how  they  throw  stones.  But  to  the  petition.  For  here 
lies  our  imputed  guilt — as  proof  of  which,  we  here  insert  a  copy  of  the  cer- 
tificate given  to  those  who  received  their  dismission. 

'This  may  certify  that  ;  ,  in  concert  with  other  individuals,  mem- 
bers of  Phillips'  Academy,  having  expressed  to  us  by  petition,  their  united 
request,  that  their  connection  with  said  Academy  be  dissolved,  is  hereby 
dismissed,  at  his  own  request;  although  we  consider  the  manner  of  getting 
up  that  petition  as  wholly  irregular,  and  must  regard  it  with  marked  dis- 
approbation :  and  furthermore,  is  recommended,  as  having  sustained  a  good 
moral  character,  and  as  having  made  commendable  proficiency  in  study.' 

Now  what  was  the  manner  of  getting  up  that  petition,  which  is  here  said 
to  be  wholly  '  irregular,'  and  is  '  regarded  with  marked  disapprobation  ? ' 
Our  readers  have  already  been  informed.  And  on  this  point  we  may,  with- 
out vanity,  claim  to  be  as  well  informed  as  our  Instructors.  We  therefore 
again  affirm,  that  this  petition  was  signed  by  forty-six  persons  out  of  the  fifty, 
after  free  and  deliberate  discussion  on  both  sides  of  the  question,  and  that 
the  remaining  four  signed  the  next  day,  from  a  full  conviction,  that  their 
duty  to  God  and  their  fellow  men  absolutely  demanded  it.  Has  it  then 
come  to  this?  Is  a  free  interchange  of  thought  and  opinion,  on  a  great 
question  of  duty,  wholly  'irregular'  and  to  be  ' regardea  with  marked  dis- 
approbation?' In  what  age — in  what  country — under  what  form  of  gov- 
ernment do  we  live?  But  it  is  still  objected  that  the  petition  was  signed  in 
a  state  of  high  excitement,  after  listening  to  violent  and  'inflammatory 
speeches.'  To  this,  it  may  be  sufficient  to  reply,  what  can  be  clearly  proved, 
that  a  large  majority  of  the  signers  had  previously  signified  their  deliberate 
determination  to  dissolve  their  connection  with  the  Institution,  in  case  of 
the  rejection,  of  their  memorial  without  satisfactory  reasons  being  assigned. 

Thursday,  the  25th. — The  committee,  to  whom  had  been  entrusted  the 
petition,  reported,  that  'Mr.  Johnson  had  consented  to  grant  an  honorable 
dismission.' 

Friday,  24. — Those  who  had  petitioned  for  a  dismission  had  a  conference 
with  Mr.  Johnson.  He  then  suggested,  for  the  first  time,  the  propriety  of 
inserting  in  our  certificates,  the  reason  of  our  leaving.  To  this  we  objected, 
not  on  the  ground  that  we  were  ashamed  of  our  act  (as  this  avowal  of  the 
fact  might  incontestably  prove)  but  because  it  was  a  useless  appendage  and 
entirely  unprecedented.  Having  ascertained  our  feelings  on  this  subject, 
he  stated  that  he  was  not  disposed  to  press  the  point,  and  giving  us  to  under- 
stand, that  nothing  of  the  kind  would  be  introduced,  assured  us  that  they 
should,  if  possible,  be  prepared  in  the  course  of  the  day.  But  before  the 
next  morning  arrives,  information  is  borne  to  him,  of  the  'irregular'  (?) 
manner  in  which  the  petition  was  got  up,  (which  if  different  from  what  we 
have  stated  above,  we  pronounce  without  qualification  an  utter  falsehood) 
and  we  are  then  told,  that  'we  must  wait  till  farther  investigation  is  made.' 
The  records  of  all  our  proceedings  were  at  that  moment  in  his  (Mr.  Johnson's) 
possession,  and  we  offered,  in  addition,  to  meet  him,  together  with  his  associate 
Teachers,  privately  or  in  a  body,  and  answer  face  to  face,  any  charges  alleged 
against  us.  This  was  refused.  T  am,' says  he,  '  bound  in  chains  of  iron ' — 
the  interpretation  of  which  we  leave  to  himself,  or  others  acquainted  with 
the  system  of  operations  on  Andover  Hill.  We  were  ready  for  the  most 
close  and  scrutinizing  investigation,  provided  it  were  conducted  on  fair  and 
honorable  principles.  We  waited  with  all  due  patience  from  Saturday 
morning  till  Tuesday  noon,  when  all  our  documents  were  in  the  hands  of  our 
examiners,  and  might  be  read  in  the  space  of  half  an  hour  11  We  not  only 
were  not  permitted  to  know  the  crimes  alleged  against  us,  but  were  un- 
blushingly  told  they  would  not  be  revealed  '  until  published  to  the  world.' 
Now  is  this  inquisitorial,  or  is  it  not?  Our  friends  may  decide.  The  result 
we  know  not,  and  fear  not.  We  have  acted  in  the  fear  of  God,  and  are  ready 
to  answer  at  His  high  tribunal  for  the  course  we  have  pursued.  In  the 
mean  time  we  were  exhorted  to  retrace  our  steps,  if  we  were  convinced 
that  we  had  acted  hastily.  All  very  well.  But  this  is  not  all.  One  indi- 
vidual of  our  number  who  had,  several  days  before,  asked  a  dismission,  was 
publicly  expelled,  and  that  too,  when  he  had  not  been  consulted  with,  and 
was  entirely  ignorant  of  the  charges  against  him,  and  furthermore  was  imme- 
diately silenced  when  he  arose  to  answer  the  charges  thus  openly  preferred 
against  him. 

In  connection  with  this  expulsion,  it  was  also  stated  that  there  were  be- 
lieved to  be  'two  or  three  more,  fomenters  of  discord,'  alias,  fearless  and 
uncompromising  Abolitionists,  'who  must  be  cut  off.'  But  with  a  poet  of 
former  days,  we  said  within  ourselves, 

 'Be  just  and  fear  not; 

Let  all  the  ends  thou  aim'st  at  be  thy  country's, 
Thy  God's  and  Truth's;  then,  if  thou  fall'st, 
Thou  fall'st  a  blessed  martyr.' 

At  this  dark  and  dubious  crisis  the  advocates  of  'expediency  and  expa- 
triation' were  busy  in  advising  us  to  submit  to  the  powers  that  were,  and 
what  is  quite  inexplicable,  were  very  much  alarmed,  lest  we  should  injure 
our  cause  by  leaving  the  Institution.  However,  the  'fomenters  of  discord,' 
the  ringleaders  who  were  to  be  'cut  off,'  were  not  discovered.  Nor  were  we 
easily  to  be  persuaded  from  doing,  what  in  our  consciences,  and  before 
Heaven,  we  believed  a  solemn  duty.  What  more  can  be  devised  to  delay  us 
or  frighten  us  into  an  abandonment  of  our  purpose?  The  mask  is  pres- 
ently thrown  off,  and  on  Tuesday  morning  the  edict  comes  forth — 'every 


minor  must  return  to  his  recitations  this  day,  or  be  expelled  before  to-morro 
morning — those  of  age  must  either  return  to  recitation,'  (we  had  attende 
regularly  to  the  duties  of  the  school  till  our  request  for  dismission  was  essei 
tially  granted)  'leave  town,'  or  be  dealt  with  in  some  other  way;  which,  v 
supposed,  in  plain  saxon,  to  be  equivalent  to  the  naked  phrase,  'must  l 
expelled.'  Now  was  this  kindness?  Was  it  justice?  Was  it  giving  1 
'an  honorable  dismission,'  and  permission  to  'go  right  away,'  both  < 
which  our  Instructor  had  repeatedly  guaranteed  to  all  who  wished  to  leave 
We  need  not  answer  No.  But  we  hardly  dare  express  our  honest  convi' 
tions  respecting  the  design  of  these  movements.  Suffice  it  to  say,  that  i 
consequence  of  them,  a  meeting  for  deliberation  was  held,  at  which  tl 
following  Preamble  and  Resolution  were  almost  unanimously  adopted,  viz: 

'  In  consequence  of  the  remarks  thrown  out  by  our  Principal,  this  mornin: 
and  the  conditions  imposed  in  order  to  our  longer  continuing  honorab 
members  of  Phillips'  Academy,  (with  which,  from  the  very  nature  of  the  cas' 
it  is  impossible  for  us  to  comply.)  Therefore, 

Resolved,  That  it  is  our  duty  each,  this  day,  to  submit  a  written  resignatio 
of  his  membership. 

Among  those  withdrawing  were  two  minors;  one  the  son  of  an  influenti 
minister,  the  other  of  a  poor  widow;  both  of  whom,  by  non-attendance  . 
recitation,  had  rendered  themselves  .obnoxious  to  the  threat  of  expulsioi 
But  mark  the  difference  in  their  treatment.  The  minister's  son  is  suffert 
to  remain  unmolested,  while  the  son  of  the  poor  defenceless  widow  is  'cut  off 
and  sent  home  in  disgrace  I!  Such  a  fact  needs  no  explanation  from  us — 
speaks  for  itself.  And,  although  we  were  told  no  notice  would  be  taken  i 
our  resignations,  yet,  strange  and  unaccountable  as  it  may  seem,  our  certil 
cates,  as  copied  above,  were  forthcoming  on  the  very  next  morning! 

We  have  now  given  a  faithful  account  of  the  proceedings  in  Phillip 
Academy,  Andover,  on  the  great  question  of  Slavery.  And  we  now  lea^ 
it,  for  what?  'That  we  may  ruin  it — and  of  course  bury  its  Instructo 
in  its  ruins?  (as  we  are  slanderously  reported,  and  as  some  affirm  that  v 
say.')  Nothing  can  be  farther  from  the  truth.  We  dissolve  our  connectir 
with  Phillips'  Academy,  because,  under  the  existing  administration  of  i 
laws,  its  members  are  not  allowed  in  any  manner  to  bring  their  influem 
(and  it  matters  not  whether  that  influence  be  extensive  or  not)  in  an  assoi 
ated  capacity,  to  bear  upon  a  most  wicked  and  odious  system  of  fraud  aD 
oppression.  And  while  the  young  men  of  our  land  are  enlisting  all  the 
energies  in  this  great  cause  of  philanthropy  and  Heaven;  is  it  right,  is 
tolerable,  that  'No  member  of  Phillips'  Academy  shall  join  any  society 
the  town  of  Andover,  without  permission  from  the  Principal?'  which,  as  i 
administration  has  indubitably  proved,  is  only  a  less  direct  and  tangible,  an 
therefore  a  more  mean  and  cowardly  method  of  saving, '  No  member  of  Phillip 
Academy  shall  join  any  "Anti-Slavery  Society^'  in  the  town  of  Andover.' 
But  it  is  said,  'we  do  not  object  to  your  being  Abolitionists,'  all  we  requii 
is,  that  you  do  not  join  an  Anti-Slavery  Society.  Let  us  see  how  this  lei 
soning  will  apply  in  other  cases.  Suppose  a  man  says,  Thave  no  objectio 
to  your  being  a  Methodist,  only  you  must  not  unite  with  their  Church  '- 
'  you  may  cherish  the  missionary  spirit,  but  you  must  not  join  a  Missionai 
Society.'  In  short,  for  this  is  the  principle, — you  may  embrace  any  theorit 
you  choose;  but  then  to  come  out  and  take  a  decided  stand  on  the  side  < 
what  you  believe  to  be  truth,  and  by  organized  and  combined  effort,  exe 
yourself  to  spread  abroad  and  defend  it,  this  were  madness  outright;  wli. 
should  we  think  of  such  a  man?  And  yet,  is  not  this  plainly  the  reasonin 
of  those,  who  affect  a  willingness  that  all  should  be  Abolitionists,  but  sti 
object  to  the  formation  of  societies?  And  does  it  not  carry  with  it  its  ow 
antidote  ?  But  we  forbear.  And  in  conclusion,  we  only  ask  from  the  publi> 
in  view  of  the  course  we  have  pursued  in  this  matter,  and  the  policy  adopte 
by  the  Institution  with  which  we  were  connected,  a  just  and  impartial  decisioi 

D.  C.  SCOBEY,  ") 

G.  S.  TOWLE, 

A.  GROVER,  tCommitte. 

H.  EATON,  I 
J.  W.  PILLSBURYJ 

Andover,  Mass.  Aug.  5,  1835. 


ALUMNI  NOTES 


It  is  requested  that  death  notices  and  wedding  announcements  be 
sent  to  Phillips  Bulletin,  Andover,  Mass.,  in  order  that  these 
records  may  be  complete  and  accurate. 

PERSONALS 

'33 — Benjamin  Flint  Jenkins,  born  in  Andover  ovei 
eighty-four  years  ago,  died  March  24,  1907,  at  the  Law 
rence  General  Hospital.  He  was  an  upright  and  in 
dustrious  farmer,  making  his  home  in  North  Andover- 
He  had  served  as  selectman  of  Andover.  His  son,  Milo: 
S.  Jenkins,  was  a  member  of  Phillips,  '68. 

'42 — Moses  Tyler  Stevens  was  born  in  Andover  Octobe 
10,  1825,  entered  Dartmouth  College  with  the  class  c 
1846,  and  after  one  year  engaged  in  business  with  hi 
father.  In  1850  he  became  a  member  of  the  firm  Na 
thaniel  Stevens  &  Son,  and  in  1886  he  established  th 
M.  T.  Stevens  &  Sons'  Company,  the  most  extensiv 
woollen  manufacturing  corporation   controlled   by  on. 

*  There  is  a  flourishing  Society  in  town  consisting  of  more  than  300  men 
bers. 
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imily  in  the  United  States.    Mr.  Stevens  was  president 
f  the  linen  plant  at  Webster,  president  of  the  Andover 
'WJational  Bank,  director  in  the  Andover  Savings  Bank, 
ixchange  National  Bank  of  Boston,  and  of  the  Merrimack 
/lutual  Fire  Insurance  Co.    For  twenty-five  consecutive 
ears  he  was  moderator  of  the  North  Andover  town 
1  ikjieeting,  served  as  representative  and  as  senator  in  the 
:I  late  House  at  Boston,  and  for  four  years  was  a  member 
j'jjJi  the  National  Congress.    He  gave  a  public  library, 
tract  of  land  for  a  playstead,  and  a  town  hall  to  North 
wiiojindover,  and  erected  a  club-house  for  his  employees. 
At.  Stevens  died  at  his  home  in  North  Andover,  March 
5,  !9°7- 

'43 — Rev.  Richard  Hall,  born  August  6, 1817,  at  Cornish, 
■J.H.,  graduated  from  Dartmouth  in  '47,  from  Union 
^'Theological  Seminary  in  '50,  a  home  missionary  pastor 
q  Minnesota,  died  at  St.  Paul,  Minn.,  April  1,  1907. 

'44 — Darius  Richardson,  born  in  Woburn,  living  in 
ioston  and  in  Andover,  a  shoe-cutter  by  profession, 
Mtiajlied  in  Andover,  February  9,  1907,  at  the  age  of  eighty- 
'  !>e  years, 

'46 — George  Gould,  cashier  of  Wellesley  College, 
ill  the  las  retired,  after  an  honorable  service  of  thirty -two  years, 
Jf^l  .874-1906,  from  the  treasuryship  of  the  Boston  Sea- 
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nan's  Friend  Society. 
'47 — Benjamin  Winslow  Harris  was  born  in  East 


^  Bridgewater,  November  10,  1823.    His  mother  was  a 
lescendant  of  a  brother  of  Governor  Winslow  of  Ply- 
X1?  nouth  Colony.    He  graduated  from  the  Harvard  Law 
school  in  1849.    In  1858  he   was   appointed  district 
™  ittorney  by  Governor  Banks,  in  1866  he  was  collector 
)f  internal  revenue  customs  for  the  Second  Congres- 
^JS  ;ional  District,  in  1872  he  was  elected  to  Congress  and 
erved  for  four  terms.    While  serving  on  the  Commit - 
>  ee  on  Naval  Affairs,  he  suggested  that  steel  should 
l«p*  "eplace  wood  in  the   construction  of  men-of-war,  and 
:hrough  his  persistent  efforts  steel  cruisers  supplanted 
:he  old  ships,  and  Mr.  Harris  became  known  as  "the 
♦  Father  of  the  New  Navy."    From  1887  to  1906  he  served 
is  judge  of  probate  and  insolvency  of  Plymouth  County, 
ind  died  February  7,  1907,  at  his  home  in  East  Bridge- 
water. 

'50 — Richard  Merrill  Abbott,  born  in  Andover  seventy- 
five  years  ago,  a  house  painter  by  trade,  for  many  years 
a  resident  of  Andover,  for  fifteen  years  living  in  Vineland, 
N.J.,  and  for  the  last  year  at  Hammonton,  N.J.,  died  at 
the  latter  town  on  March  2,  1907. 

'51 — Col.  Isaac  Edward  Clark  graduated  from  Yale  in 
'55,  winning  the  gold  medal  of  the  Yale  Literary  Magazine 
in  his  Junior  year.  He  was  United  States  marshal  for 
Louisiana  during  the  Civil  War.  In  1870  he  was  con- 
nected with  the  New  York  Times  and  later  was  editor 
of  the  Yonkers  Statesman.  For  many  years  he  has  been 
at  the  head  of  the  Literary  Bureau  of  the  Department  of 
ilo  Education  at  Washington.  He  died  in  that  city  January 
7,  1907- 


'51 — Benjamin  Shurtleff  died  at  Revere,  November 
24,  1906. 

'52 — Abraham  Burbank  Coffin  was  born  March  31, 
1830,  at  Gilead,  Me.,  graduated  from  Dartmouth  in  '56, 
was  a  prominent  lawyer  in  Boston,  and  died  in  Win- 
chester, March  9,  1907. 

'55 — Rev.  Alexander  McKenzie  in  the  middle  of  Jan- 
uary celebrated  his  pastorate  for  forty  years  of  the  First 
Congregational    Church,    Cambridge.    Dr.  McKenzie 


was  the  orator  at  the  centennial  celebration  of  Phillips 
Academy  in  1878,  has  been  a  trustee  of  the  Academy 
since  1876,  is  president  emeritus  of  the  board  of  trustees 
of  Wellesley  College,  was  connected  with  the  board  of 
overseers  of  Harvard  University  for  twenty-eight  years, 
and  is  president  of  the  Boston  Seaman's  Friend  Society. 

'56 — William  Couch  Egleston,  Yale,  1861,  died  at  New 
York  City,  March  26,  1907.  He  was  engaged  in  financial 
matters,  and  was  director  in  several  railroad  corporations. 
He  was  much  interested  in  art,  and  served  on  the  board 
of  directors  of  the  National  Academy  of  Design  and  the 
Metropolitan  Museum  of  Art.  He  was  also  on  the  board 
of  management  of  St.  Luke's  Hospital.  He  was  1st 
Lieutenant  in  the  43d  Infantry  Regiment  of  New  York 
Volunteers  in  the  Civil  War. 

'57 — George  Francis  Fabyan,  a  member  of  the  firm 
of  Bliss,  Fabyan  &  Co.,  died  in  Brookline,  January  18,- 
1907.  He  was  early  engaged  in  business  in  Boston 
in  the  dry-goods  store  of  Chipman  &  Co.  and  James 
M.  Beebe  &  Co.  He  then  became  purchasing  agent 
for  A.  T.  Stewart  &  Co.  For  over  forty  years  he  was 
connected  with  the  firm  of  which  he  became  a  leading 
partner.  Mr.  Fabyan  was  interested  as  director,  treas- 
urer, or  president  of  many  of  the  leading  manufacturing 
industries  of  New  England. 

'58— Gen.  Charles  P.  Mattocks  of  Portland,.  Me., 
delivered  in  that  city  November  15,  1906,  the  presenta- 
tion address  of  the  artist  Landsil's  picture  "The  Mid- 
night Charge  of  Chancellorsville,"  which  is  to  hang  in  the 
G.  A.  R.  Hall  in  Portland. 

'62 — Charles  Greenfield  Hussey  was  born  in  Andover, 
May  30,  1844,  and  for  a  considerable  portion  of  his  life 
conducted  the  business  established  by  his  father, — of 
running  a  saw-mill  and  a  grist-mill.  He  died  suddenly 
at  the  Tyer  Rubber  Works  in  Andover,  February  13,  1907. 

'64 — Frank  Drake  Hobbs  died  in  Chicago,  111.,  Feb- 
ruary 12,  1907.  He  enlisted  in  the  New  Hampshire  Bat- 
talion of  the  First  New  England  Cavalry,  was  captured  at 
Mountville,  Va.,  October  31,  1862,  and  served  in  Libby 
Prison  at  Richmond.  He  entered  the  Land  Office  at  Wash- 
ington, and  studied  law.  He  was  assigned  to  duty  in  the 
public  land  service  at  Salt  Lake  City,  Utah,  where  he  re- 
mained, save  for  a  short  interval,  till  his  death. 

'65 — Albion  Francis  Holt  died  at  Colorado  Springs, 
Col.,  March  6,  1907,  at  the  age  of  sixty-one  years. 

'65 — William  Henry  Lee,  Yale,  '70,  a  member  of  the 
law  firm  of  Lee  &  Hay,  Chicago,  111.,  died  at  Evans- 
ton,  111.,  January  18,  1907. 

'65 — John  M.  Stevenson  of  Pittsfield  has  been  elected 
president  of  the  Mass.  Mutual  Fire  Insurance  Union. 

'66 — Stephen  S.  Taft  has  been  appointed  city  solicitor 
of  Springfield. 

'67 — Samuel  Look  Avery  was  born  in  Aurora,  N.Y., 
December  9,  1846,  and  served  one  year  in  the  Civil  War. 
With  his  father  he  carried  on  a  large  business  in  the 
manufacture  of  ploughs  at  Louisville,  Ky.  Retiring  from 
this  business,  he  engaged  in  fire  insurance,  and  for  the  last 
twenty  years  of  his  life  he  was  president  of  the  Home  and 
Savings  Fund  Co.  of  Louisville,  which  he  founded  in 
1886.    He  died  in  Louisville,  February  27,  1907. 

'67 — William  Cumston  Fcssenden,  born  in  Rochester, 
N.II.,  died  in  Beaver  Falls,  Pa.,  at  the  age  of  fifty-eight 
years.  He  was  proprietor  of  the  Beaver  Falls  Globe, 
which  later  took  the  name  of  the  Daily  Star. 
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'72 — Rev.  Charles  Albert  Dickinson,  pastor  emeritus 
of  the  Berkeley  Temple,  Boston,  died  at  Corona,  Cal., 
January  9,  1907.  Mr.  Dickinson  graduated  from  Har- 
vard in  '76,  and  from  Andover  Seminary  in  '79.  Was 
pastor  in  Portland,  Me.,  in  Lowell,  and  at  the  Berkeley 
Temple  in  Boston.  Mr.  Dickinson  was  the  poet  at  the 
Semi-centennial  of  Philo  in  1875. 

'72 — Judge  James  H.  Flint  of  the  Norfolk  County 
Probate  Court  has  removed  his  law  offices  to  18  Tremont 
Street,  Boston. 

'73 — Professor  Nathan  D.  Abbott,  for  twelve  years  dean 
of  the  law  department  of  Leland  Stanford  University,  has 
been  elected  professor  of  law  at  Columbia  University. 

'75 — Governor  Floyd  of  New  Hampshire  has  chosen 
for  surgeon -general  on  his  staff  George  M.  Kimball, 
M.D.,  of  Concord,  N.H. 

'75 — Rev.  Mardon  D.  Wilson  may  be  addressed  at 
2405  Prairie  Avenue,  San  Francisco,  Cal. 

'77— -Edward  John  Whiting  Morse  died  at  20  Mt. 
Vernon  Street,  Boston,  on  January  2,  1907. 

'79 — George  Wentworth  Newton,  M.D.,  was  born  at 
Milford,  N.H.,  December  11,  i860.  He  was  graduated 
from  the  medical  department  of  the  University  of  Penn- 
sylvania, and  located  in  Chicago,  111.,  where  he  became 
a  skilful  surgeon,  a  keen  observer,  a  clear  instructor,  and 
an  honest  adviser.    He  died  in  Chicago,  February  9,  1907. 

'80 — Rev.  John  T.  Nichols  of  Seattle,  Wash.,  accepts 
his  call  to  Asbury  Park,  N.J. 

'82 — William  Franklin  Orvis  died  of  inflammation  of 
the  brain,  June  25,  1906. 

'86 — Rev.  Carroll  Perry  of  Garrison,  N.Y.,  begins  his 
pastorate  April  14  as  rector  of  St.  Peter's  Church,  Jamaica 
Plain. 

'88 — Arthur  H.  Jameson  is  superintendent  of  the  steel 
casting  department  of  the  Malleable  Iron  Fittings  Co., 
Branford,  Conn. 

'88 — A.  J.  F.  McBean  is  a  member  of  the  law  firm  of 
Holcomb  &  McBean,  with  offices  at  100  Washington 
Street,  Chicago,  111. 

'88 — James  Wilson  Osborne  and  Miss  Cordelia  De  Long 
were  married  February  23,  1907,  at  Superior,  Wis. 

'88— Rev.  Thomas  Newton  Owen  of  Bristol,  R.I., 
has  issued  a  book  of  sermons  under  the  title  "The  Gospel 
according  to  the  Enemy." 

'88 — George  N.  Prentiss  is  a  chemist  for  the  Chicago, 
Milwaukee  &  St.  Paul  Railroad,  and  may  be  addressed 
at  226  Thirty-third  Street,  Milwaukee,  Wis. 

'88 — Marshall  Putnam  Thompson  has  written  "The 
Lieutenant,  the  Girl,  and  the  Viceroy,"  a  novel  of  interest. 

'89 — Otho  G.  Cartwright  is  secretary  of  the  School- 
masters' Association  of  New  York  and  Vicinity. 

'89 — Sidney  Emerson  Farwell  and  Mrs.  Elizabeth  C. 
Barrows  were  married  December  27,  1906,  at  West 
Chester,  Pa. 

'89 — William  M.  Higgins,  M.D.,  is  assistant  chief  phy- 
sician at  the  Good  Samaritan  Dispensary,  New  York  City. 

'89 — John  C.  Neale  is  assistant  general  manager  and 
structural  engineer  for  the  Carnegie  Steel  Co.  at  Pitts- 
burg, Pa. 

'89 — Walter  G.  Preston  is  treasurer  of  the  Bankers' 


Reserve  Life  Insurance  Co.,  and  his  address  is  101  South 
34th  Street,  Omaha,  Neb. 

'89— George  M.  Smith  is  with  the  George  I.  Hill  Co., 
and  may  be  addressed  at  326  A  Street,  Boston. 

'90 — Amos  T.  Harrington  is  in  the  Harvard  Medical 
School,  and  is  living  at  Jamaica  Plain. 

'90 — James  Tracy  Potter,  founder  of  the  Potter  prizes, 
at  the  last  city  election  was  chosen  secretary  of  the  School 
Committee  of  North  Adams. 

'91 — Philip  H.  McMillan  is  president  and  general  man- 
ager of  the  Detroit  and  Cleveland  Navigation  Co.  of 
Detroit,  Mich. 

'91 — Fred  Stevens  Smith,  M.D.,  and  Miss  Helen  Louise 
Josselyn  were  married  in  North  Andover,  January  22, 1907. 

'92 — James  A.  Ballentine  is  a  member  of  the  law  firm 
of  Wilson  &  Ballentine,  Monadnock  Building,  San  Fran- 
cisco, Cal.  He  is  also  assistant  professor  in  the  law 
school  of  the  University  of  California. 

'92 — Lewis  L.  Brastow  is  with  the  Trumbull  Electric 
Manufacturing  Co.  of  Plantsville,  Conn. 

'92 — Gilbert  L.  Hedges  has  been  appointed  district 
attorney  for  the  Fifth  Judicial  District  of  the  State  of 
Washington. 

'92 — Walter  D.  Makepeace  has  opened  a  law  office  at 
27  West  Main  Street,  Waterbury,  Conn. 

'92 — Professor  George  H.  Nettleton  of  Yale  has  edited 
Sheridan's  Major  Dramas,  which  Ginn  &  Co.  published. 

'92 — Governor  Hughes  of  New  York  has  appointed 
William  H.  Wadhams  judge  of  the  City  Court  of  New 
York  City. 

'92 — Rev.  Fred  Alban  Weil  is  minister  of  the  Third 
Unitarian  Church,  Chicago,  111.,  and  his  address  is  1535 
West  Adams  Street. 

'93 — Bayard  Barnes  and  Miss  Helen  Davenport  Bene- 
dict were  married  at  New  Haven,  Conn.,  January  9,  1907. 

'93 — Cornelius  P.  Kitchel  is  practising  law  at  135  Broad- 
way, New  York. 

'93 — Knox  Maddox  is  a  member  of  the  firm  Maddox 
&  Loessel,  attorneys-at-law,  2005  Sutter  Street,  San 
Francisco,  Cal. 

'94 — Josiah  Judson  Hazen  and  Miss  Gertrude  Moffitt 
were  married  in  New  York  City,  March  14,  1907. 

'94 — Nathaniel  W.  Hobbs  is  an  attorney-at-law  at  77 
North  Main  Street,  Concord,  N.H. 

'94 — Arnold  Scott  is  assistant  district  attorney  for 
Middlesex  County,  Mass.  Mr.  Scott  graduated  from 
Harvard  in  '97  and  from  the  Harvard  Law  School  in  '01, 
and  lives  at  Newton. 

'94 — Frederic  W.  Whittemore,  for  some  time  with  the 
Westinghouse  Co.,  has  a  position  in  the  Brooklyn  Electric 
Light  Co.  as  superintending  engineer. 

'95 — Dwight  H.  Day  is  treasurer  of  the  Board  of  Foreign 
Missions  of  the  Presbyterian  Church  in  the  United  States, 
with  his  office  at  156  Fifth  Avenue,  New  York. 

'95 — John  S.  Elliot  is  manager  of  the  New  York  office  of 
Hapgoods,  brain  brokers,  309  Broadway,  New  York. 

'95 — Carl  B.  Spitzer  has  been  admitted  as  a  partner  in 
the  banking  firm  of  Spitzer  &  Co.,  New  York  City  and 
Toledo,  Ohio. 
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'95 — Walter  T.  Stern  is  a  member  of  the  law  firm  Cor- 
•bitt  &  Stern,  60  Wall  Street,  New  York. 

-°i  '96 — Frederic  W.  Allen  is  assistant  secretary  of  the 
Simmons  Hardware  Co.  of  St.  Louis,  Mo. 

'cat  '96 — Thomas  B.  Clarke  is  secretary  of  the  Night  and 
Day  Safe  Deposit  Co.  at  527  Fifth  Avenue,  New  York. 

^  '96 — Rev.  James  Austin  Richards  is  pastor  of  the 
i0°l  United  Congregational  Church  in  Newport,  R.I. 

'96 — A  recent  issue  of  the  American  Journal  of  Archce- 
m-  vlogy  contains  an  article  written  by  Arthur  W.  Van  Buren 
of  on  some  Greek  and  Latin  inscriptions  from  Sinope. 

'97 — Oliver  W.  Branch  has  opened  a  law  office  at  795 
>»   Elm  Street,  Manchester,  N.H. 

°'  '97 — Richard  H.  Edwards  graduated  from  Union  Theo  - 
™  logical  Seminary  in  '06,  and  in  the  fall  assumed  work  as 
M'  assistant  pastor  of  the  First  Congregational  Church  in 
"  Madison,  Wis.,  where  his  efforts  will  deal  more  particu- 
larly with  the  students  of  the  State  University. 

ric  '97 — James  Louis  Fiske  graduated  from  Yale  in  1901, 
I  and  entered  the  United  States  service  as  teacher  in  the 

fju   Philippine  Islands,  and  soon  became  division  superin- 

0[  tendent  of  the  schools  of  Leyte.  His  work  was  success- 
ful, and  his  influence  was  far-reaching  through  the  prov- 
ince.  He  died  July  21,  1906,  at  the  Military  Hospital, 

al  Camp  Bumpus,  Tacloban,  Province  of  Leyte,  P.I. 

'98 — Watson  Hubbard  Butler  and  Miss  Susan  W. 

^  Quay  were  married  at  Beaver,  Pa.,  November  20,  1905. 

\] 

'98 — Charles   Addison   Foster   and   Miss  Gertrude 
Childs  were  married  at  Pittsburg,  Pa.,  November  15, 
e»  1906. 

'98— Rev.  Reuben  J.  Goddard  of  Mt.  Vernon,  N.Y., 
™   has  accepted  his  call  to  Passaic,  N.J. 

i  '98 — Dudley  P.  Lewis  is  president  of  the  Everett  E. 
Belding  Co.,  wholesale  dealers  in  shoe  store  supplies, 
if-    with  office  at  47  Lyman  Street,  Springfield. 

'''  '98— George  Abbott  Marland  and  Miss  Martha  B. 
id1    Greene  were  married  at  Columbus,  Ga.,  March  14,  1907. 

'98 — Hugh  Satterlee  is  president  of  the  Harvard  Law 
01    Review  editorial  board. 

'98 — Charles  H.  Schweppe  has  charge  of  the  Chicago 
branch  of  the  firm  of  Lee,  Higginson  &  Co.,  brokers  and 
itt ;  bankers,  Boston. 

'98 — Deming  Wheeler  is  vice-president  of  the  National 
1  Bank  of  Terre  Haute,  Ind. 

'98 — George  E.  Woodbine  is  instructor  in  history  in 
01    Yale  College. 

'99 — Robert  L.  Black  is  practising  law  in  the  Union 
Trust  Building,  Cincinnati,  Ohio. 

'99 — Morton  Cross  Fitch  and  Miss  Florence  Emily 
■(    Foster  were  married  at  Brooklyn,  N.Y.,  January  22,  1907. 
'99 — James  A.  Gould  is  president  of  the  Gould  Ele- 
vator Co.,  with  business  offices  at  522  Corn  Exchange, 
-11    Minneapolis,  Minn. 

'99 — Paul  M.  Nash  is  an  attomey-at-law  in  the  Bryson 
Building,  Los  Angeles,  Cal. 

'99 — Henry  R.  Stern  is  a  partner  in  the  law  firm  of 
Rushmore,  Bisbee,  Rogers  &  Stern,  40  Wall  Street, 
j„    New  York. 

i  '00 — Charles  Tuell  Hawes  and  Miss  Juliet  Welsh 
were  married  at  Kansas  City,  Mo.,  September  25,  1906. 


'00 — Emerson  Latting  is  with  the  real  estate  firm  of 
S.  Osgood  Pell  &  Co.,  537  Fifth  Avenue,  New  York. 

'00 — Daniel  Small  McKenney  and  Miss  Grace  M. 
Coykendall  were  married  in  Brooklyn,  N.Y.,  April  19, 
1906. 

'00 — George  E.  Merrill  has  been  re-elected  president 
of  the  Western  Retail  Lumbermen's  Association.  Mr. 
Merrill's  portrait  is  in  the  February  23d  issue  of  the 
American  Lumberman. 

'00 — Charles  Earl  Moore  and  Miss  Edna  Irene  Bluhm 
were  married  in  Chicago,  111.,  January  2,  1907. 

'00 — Heaton  R.  Robertson  is  an  assistant  in  mining 
and  metallurgy  in  the  Sheffield  Scientific  School. 

'01 — Harry  Frye  Holt,  M.D.,  is  on  the  staff  of  the 
Memorial  Hospital,  Worcester. 

'01 — James  P.  Kineon  is  connected  with  the  Long 
Island  Railroad,  and  may  be  addressed  at  48  Beech  Street, 
Richmond  Hills,  L.I. 

'02 — Edward  E.  Beals  is  connected  with  the  Science 
Press,  publishers  of  the  Business  Philosopher,  Chicago,  111. 

'02 — Gustave  Maurice  Hecksher  and  Miss  F.  Louise 
Vanderhoef  were  married  in  New  York  City,  February 
7, 1907. 

'02 — Herbert  P.  Onasch  is  with  the  New  York  & 
New  Jersey  Telephone  Co.,  and  may  be  addressed  at  136 
Lafayette  Avenue,  Brooklyn,  N.Y. 

'02 — Guy  T.  Stetson  is  with  the  Commercial  German 
National  Bank  at  Peoria,  111. 

'02 — James  A.  Toole  is  with  the  American  Writing 
Paper  Co.  at  Holyoke. 

'03 — James  Silvey  Babcock  was  born  in  Chicago  in 
1884,  and  graduated  from  the  New  York  Law  School. 
He  died  in  Brooklyn,  N.Y.,  February  1,  1907. 

'03 — John  G.  Benbow  is  connected  with  the  University 
Press,  Cambridge. 

'03 — John  M.  Cates  is  with  the  Oliver  Chilled  Plow 
Co.,  and  may  be  addressed  at  217  South  Scott  Street, 
South  Bend,  Ind. 

'03 — John  J.  Donovan  graduated  from  the  Massa- 
chusetts Institute  of  Technology  in  1906,  and  entered  the 
office  of  Ernest  Flagg,  architect,  in  New  York.  He  is 
supervising  architect  of  the  Singer  Sewing  Machine  Co.'s 
forty-one  story  building,  now  being  erected  at  the  corner 
of  Liberty  Street  and  Broadway,  which,  when  completed, 
will  be  the  highest  building  in  the  world. 

'03 — Churchill  Humphrey  of  Louisville,  Ky.,  who 
graduated  in  February  from  the  United  States  Naval 
Academy  at  Annapolis,  had  the  remarkable  record  of 
not  receiving  a  single  demerit  during  the  term.  Hum- 
phrey was  the  commanding  officer  of  his  company  and 
the  president  of  his  class. 

'03 — Oliver  LeRoy  Schmuck  lost  his  life  at  the  frater- 
nity-house fire  at  Cornell  University,  Ithaca,  N.Y., 
the  6th  of  December,  1906.  After  escaping,  he  returned 
to  rescue  his  room-mate.  Although  not  successful,  his 
death  revealed  him  as  a  hero. 

'04— Irving  H.  Gallyon  is  associated  with  Beals,  '02,  in 
the  conduct  of  "The  Science  Press,"  Chicago,  111. 
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'04 — Gilmore  Kinney,  Sheffield,  '07,  is  captain  of  the 
Yale  University  baseball  nine. 

'04 — Malcolm  B.  McTernen,  a  graduate  of  Tufts 
Dental  School-,  has  opened  dental  parlors  in  Andover  for 
the  practice  of  his  profession. 

'04 — James  W.  Marshall  is  captain  of  the  Yale  Uni- 
versity track  team.  .       *     » „ 

'04 — Joseph  W.  Murphy,.  Yale  '08,'  was  a  'member  of 
the  Yale  team  that  debated  against  Harvard  on  Decem- 
ber 7,  1906,  at  Cambridge.  He  has  also  been  awarded 
the  Ten  Eyck  prize  for  his  oration  on  "Slavic  Immigra- 
tion among  the  United  Mine  Workers  of  America." 

'05 — Theodore  Olmsted  is  president  of  his  class  at  the 
Worcester  Polytechnic. 

'06 — Gordon  M.  Campbell  is  with  A.  B.  Leach  &  Co., 
bankers,  421  Chestnut  Street,  Philadelphia,  Pa. 

'06 — Lawrence  W.  Eames  is  captain  of  the  Yale  Fresh- 
man basket-ball  team. 

PHILLIPS  MEN  AS  UNDERGRADUATES  AT 
HARVARD  UNWERSITY 

Seniors 

Robert  R.  Bradford,  Harvard  College  scholarship. 
John  M.  Ferguson. 
John  G.  Fletcher. 

Alfred  G.  Kahn,  Harvard  College  scholarship,  assistant 
manager  of  Freshman  Baseball  Team. 
George  A.  Moore. 

Henry  J.  Mullin,  Sigma  Alpha  Epsilon. 

John  B.  Pierce,  Institute  of  1770,  Stylus  Club,  Di- 
gamma,  Hasty  Pudding,  Delta  Kappa  Epsilon,  O.  K. 

John  Reynolds,  Jr.,  president  of  Class,  2d  marshal 
Class  Day,  manager  of  the  'Varsity  Football  Team,  presi- 
dent of  the  Andover  Club,  Institute  of  1770,  Hasty  Pudding, 
Signet,  Digamma,  member  of  the  Athletic  Committee. 

Irving  G.  Stetson,  'Varsity  Mandolin  Club,  Freshman 
Mandolin  Club,  Institute  of  1770. 

Gilbert  T.  Sugden,  manager  of  the  'Varsity  Baseball 
Team,  Institute  of  1770,  Hasty  Pudding. 

Burton  M.  Varney. 

Norman  P.  Vollmer,  'Varsity  Banjo  Club. 

Juniors 

Grinnell  Burt,  Harvard  College  scholarship. 

Howard  P.  Burt,  treasurer  of  the  Andover  Club,  vice- 
president  of  Forum  Debating  Club. 

Thaxter  Eaton,  Harvard  College  scholarship,  secretary, 
treasurer  of  Andover  Club;  treasurer  of  Agora  Debating 
Club,  Delta  Upsilon. 

Robert  W.  Fernald,  editor  of  Harvard  Crimson,  presi  - 
dent  of  Harvard  Swimming  Association,  Theta  Delta  Chi. 

Richmond  K.  Fletcher,  vice-president  of  Andover  Club, 
composer  of  "Soldiers'  Field  March,"  Theta  Delta  Chi. 

Williston  M.  Ford,  contributor  to  Harvard  Advocate, 
Delta  Upsilon. 

Paul  N.  Garland,  Symposium,  Delta  Upsilon. 


William  C.  Gilbert,  Institute  of  1770,  Hasty  Pudding, 
Phi  Delta  Psi. 

Horace  H.  Hemingway,  Pi  Eta. 
.  Waldo  Pierce,  Freshman  Football  Team,  'Varsity  Foot- 
ball Team,  Captain  Swimming  Team,  Track  Team. 
Lampoon  Board,  Institute  of  1770,  Hasty  Pudding,  Delta 
Kappa  Epsilon. 

Carl  Schmidt. 

Abbott  M.  Washburn. 

Sophomores 

Paul  Brooks,  Basket-ball  Team,  Association  Football 
Team. 

Francis  H.  Burr,  'Varsity  Football  Team,  president  of 
Class,  Baseball  Team,  Institute  of  1770. 
Harold  L.  Chalifoux.  'Varsity  Banjo  Club. 
Franklin  M.  Gunther,  Institute  of  1770,  Hasty  Pudding. 
Kichizo  Iwaya,  Pi  Eta. 
Frederick  H.  MacRobert. 
Leonard  W.  Rowley. 

George  S.  Shirk,  Freshman  Glee  Club,  Theta  Delta  Chi. 
Frank  B.  Smith. 

Horace  S.  Waite,  'Varsity  Glee  Club. 

Freshmen 
Harry  C.  Beaman,  Jr.,  Delta  Upsilon. 
Charles  D.  Brewer,  Delta  Upsilon. 
Willard  E.  Brunson. 

Guy  S.  Deming,  vice-president  of  Freshman  Debating 
Club,  Delta  Upsilon. 
Frank  P.  Ferguson. 
Luther  M.  Ferguson. 
George  R.  Fessenden. 
Ivan  E.  Garver,  Kappa  Sigma. 
Robert  C.  Hallowell. 

Charles  L.  Lanigan,  Freshman  Hockey  Team. 

David  A.  McSterling. 

Louis  A.  Mahoney. 

Joseph  J.  Marks. 

Carl  F.  Massey. 

Lorimer  G.  Ogden. 

Mellen  C.  Pierce,  Jr. 

Eustace  Reynolds. 

Earl  Shaffer. 

Harold  C.  Slade,  Pi  Eta. 

Samuel  Spring,  president  Freshman  Debating  Club. 
Isaac  H.  Stauffer. 
Warren  B.  Strong. 
Arthur  Sweeney. 
Russell  D.  Warren. 

Barton  Wheelwright,  Sigma  Alpha  Epsilon. 

.  Special  Students 
Robert  C.  Brown,  president  of  Class,  captain  of  Fresh- 
man Football  Team. 
Gerald  W.  Hallowell 
Benoni  Moore. 

Paul  M.  Piel,  Deutscher  Verein  theatricals. 
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COMMENCEMENT 


A  class  of  seventy-seven  young  men  was  grad- 
,j  jated  at  the   129th   commencement  exercises  held 
it  Phillips  Andover  Academy,  Wednesday,  June  19th. 
In  addition  to  the  men  who  received  the  coveted 
iiplomas  of  the  school,  a  large  number,  as  usual, 
Drought  their  careers  at  Phillips  to  an  end  with  the 
lose  of  the  school  year.    Many  of  these  are  prac- 
ically  ready  for  college  and  will  enter  various  in- 
titutions  in  the  fall:  others  will  enter  at  once  into 
jusiness. 

Among  the  members  are  three  young  Chinamen, 
vho  have  ranked  among  the  highest  scholars  in 
he  Academy:  Yih-Sing  Wong,  born  in  Canton, 
3hina,  March  1,  1889,  who  is  going  to  continue  his 
studies  at  M.  I.  T.  next  year;  Sen-Yan  Yung,  born 
n  Canton,  March  7,  1888,  who  has  been  preparing 
or  Cornell;  and  Yew  Yung  Chan,  a  native  of 
Shanghai,  who  will  enter  M.  I.  T.  in  the  fall. 

Among  the  guests  of  honor,  was  His  Excellency, 
5ir  Chentung  Liang  Cheng,  P.  A.  '82,  the  retiring 
Minister  to  the  United  States  from  China.  Sir 
"hentung  was  the  guest  this  year  of  the  class  of 
892,  which  held  its  quin-decennial  reunion.  This 
vas  the  second  visit  of  the  Chinese  minister  to  his 
)ld  school  at  Andover  since  his  graduation,  and,  as 
>n  the  occasion  of  his  first  visit  some  years  ago, 
lis  presence  added  much  to  the  interest  in  the  an- 
liversary  exercises  this  year. 

The  commencement  speakers  and  their  subjects 
ollow: 

"Minstrelsy  in  Mediaeval  Times,"  Edward  C. 
Wheeler  of  New  York  City;  "Oliver  Wendell 
lolmes,"  Henry  Gemmer  of  Hackensack,  N.  J.; 
Andover  Thirty  Years  Ago,"  William  A.  Harris, 
r.,  of  Springfield;  "The  Panama  Canal,"  Joseph 
'homas  West  of  Princeton;  "Dante's  Debt  to 
firgil,"  Howard  T.  Foulkes  of  Milwaukee,  Wis.; 
The  Night  After  Thanksgiving,"  Newton  H.  Foster 
>f  Winthrop  Beach. 

The  Andrew  Potter  prizes  of  $30  and  $20  for  the 
>est  commencement  day  essays  were  awarded  as 
ollows: 


First  prize — Howard  T.  Foulkes  of  Milwaukee, 
Wis. 

Second  prize  —  Joseph  Thomas  West  of  Princeton. 
A  special  prize  of  $25  was  awarded  to  V.  C.  Kyl- 
berg  of  Wyoming,  N.  J.,  for  general  excellence  and 
improvement. 

Following  is  the  list  of  graduates: 
Classical  department  —  Paul  Bradford  Badger, 
Winchester;  William  Griswold  Beach,  Auburn,  N. 
Y.;  Frederick  Joseph  Daly,  Cambridge;  Cabot 
Daniels,  Chicago,  111.;  Sherwood  Sunderland  Day, 
Catskill,  N.  Y.;  Chester  Thompson  Ewell,  Westboro; 
Newton  Hinckley  Foster,  Winthrop  Beach;  Howard 
Talmadge  Foulkes,  Milwaukee,  Wis.;  Howard 
Brooks  Freeman,  Plainfield,  N.  J.;  Henry  Gemmer, 
Hackensack,  N.  J.;  Lawrence  Cushing  Goodhue, 
Andover;  Charles  Virgil  Hickox,  Jr.,  Springfield, 
111.;  Carroll  Clark  Hincks,  Andover;  Harold  Bartlett 
Johnson,  Cattaraugus,  N.  Y.;  John  Reed  Kilpatrick, 
New  York  City;  William  Turney  Kimber,  Spring- 
field, 111.;  Harold  Hunter  Kissam,  Bay  Shore,  N.  Y.; 
Orion  Augustus  Mason,  Medway;  Laurence  Still- 
man  Morrison,  Redlands,  Cal.;  Gardner  Carter 
Porter,  Arlington;  Lloyd  Robinson,  Brooklyn,  N. 
Y.;  Charles  Shartenberg,  Pawtucket,  R.  I.;  Arthur 
Meyer  Sidenberg,  New  York  City;  Abbot  Stevens, 
North  Andover;  Frederick  Brett  Stokes,  New  York 
City;  Theodore  Kendall  Thurston,  Portland,  Me.; 
Herbert  Orvin  Tuttle,  Warren;  Edward  Curtis 
Wheeler,  New  York  City. 

Harold  Gladstone  Averill,  Andover;  Joseph 
Wickliff  Beach,  Bangor,  Me.;  Clifton  Cromwell 
Clough,  Vineyard  Haven;  Orville  Rich  Dunn, 
Champlain,  N.  Y.;  Ross  Adams  Hatch,  Lowell; 
Hugh  John  MacKay,  New  York  City;  Charles 
Phinney  Rodenbach,  Naugatuck,  Conn.;  Zeno 
Carl  Ross,  Beverly;  Richard  Collier  Sargent, 
New  Haven,  Conn.;  Harold  Arnold  Steiner,  Far 
Rockaway,  N.  Y.;  Alaric  King  Swift,  Vineyard 
Haven;  Sheldon  Hitchcock  Tolles,  Jr.,  Cleveland,  O. 

Scientific  department  —  Edward  Percy  Apgar, 
Jersey  City,  N.  J.;  Terry  Earlc  Barker,  Coronado 
Beach,  Cal.;  Edward  Whittcmorc  Bcnncr,  Englc- 
wood,  N.  J.;  Henry  Paul  Blumenauer,  Naugatuck, 
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Conn.;  Robert  Palen  Bonnie,  Louisville,  Ky.; 
Sydney  Freeman  Brown,  Reading;  Samuel  Joseph 
Chesebro,  Brooklyn,  N.  Y.;  Howard  Floyd  Dun- 
ham, Winthrop;  Myron  Elmer  Fuller,  New  York. 
City;  Joseph  Marion  Goss,  Centerville,  la.;  Richard 
Nash  Hall,  Topeka,  Kan.;  William  Allen  Harris,  Jr., 
Springfield;  Harold  Wetmore  Hatch,  New  Britain, 
Conn.;  George  Henry  Hodenpyl,  Jr.,  Summit,  N.  J.; 
Frederic  Carr  Jewett,  Andover;  Edward  William 
Kaiser,  Muscatine,  la.;  William  Thomas  McCreadie, 
Andover;  Allen  Fletcher  Marsh,  Chicago,  111.;  Stir- 
ling Martin,  Brooklyn,  N.  Y.;  Leroy  Bradley  Mit- 
chell, Southbury,  Conn.;  Roger  Hoyt  Moses,  Wash- 
ington, D.  C;  Oliver  Murray,  Davenport,  la.;  Max 
Brewster  Robinson,  Nunda,  N.  Y.;  Hubert  Stacey 
Smith,  Bay  City,  Mich.;  Wilbur  Rush  Smith,  Jr., 
Lexington,  Ky.;  Kellogg  VanWinkle,  San  Fran- 
cisco, Cal.;  Joseph  Thomas  West,  Princeton. 

Springer  Harbaugh  Brooks,  St.  Paul,  Minn.;  Adie 
Kyle  Bell,  Hollidaysburg,  Pa.;  Russell  Cooke,  War- 
ren, O.;  Dwight  Lyman  Fullerton,  Andover;  Harry 
Paul  Greenough,  Missoula,  Mont.;  Alfred  Carl  Klue- 
pfel,  New  York  City;  Otis  Edwin  Mclntyre,  Col- 
orado Springs,  Col.;  Bernard  Eugene  Reilly,  Brock- 
ton; Edgar  Alden  Stevens,  Buffalo,  N.  Y.;  Loring 
Lombard  Tonkin,  Oil  City,  Pa. 

Senior  honors  were  awarded  as  follows: 

Greek — Cabot  Daniels,  Theodore  K.  Thurston. 

Greek  composition — Gardner  C.  Porter,  Theodore 
K.  Thurston. 

Latin — Cabot  Daniels,  Charles  P.  Rodenbach. 

English — Cabot  Daniels. 

German — Roger  H.  Moses. 

History — Joseph  M.  Goss,  Frederic  C.  Jewett, 

History,  Greek  and  Roman — William  G.  Beach, 
Cabot  Daniels,  Howard  T.  Foulkes. 

Mathematics,  advanced  algebra — Roger  H.  Moses. 

Mathematics,  solid  geometry — Roger  H.  Moses. 

Mathematics,  mechanical  drawing — Richard  Nash 
Hall. 

Mathematics,  trigonometry — Roger  H.  Moses. 
Physics — Robert     P.     Bonnie,     Cabot  Daniels, 
Harold  B.  Johnson. 

PRIZE  WINNERS 
Prize  awards  were  announced  by  Principal  Alfred 
E.  Stearns: 

Draper  prizes  for  select  declamations,  $20,  $12, 
and  $8,  endowed  by  the  late  Warren  F.  Draper — 
Harold  Bartlett  Johnson  of  Cattaraugus,  N.  Y., 
first;  Joseph  Thomas  West  of  Princeton,  second; 
Harold  Gladstone  Averill  of  Andover,  third.  Com- 
mittee of  award,  Charles  A.  Marsh,  A.  B.,  of  Chicago; 
Prof.  Moses  C.  Gile  of  Colorado  College;  and 
Charles  T.  Dole,  A.  B.,  of  Andover. 

Means  prizes  for  original  declamations,  $20,  $12, 
and  $8,  endowed  by  the  late  William  G.  Means  of 
Boston — Harold  Bartlett  Johnson  of  Cattaraugus, 
N.  Y.,  first;  Newton  Hinckley  Foster  of  Winthrop 
Beach,  second;  David  Hume  Batchelder  of  Andover, 
third.     Committee  of  award,  the  Rev.  Charles  H. 


Oliphant  of  Methuen;  the  Rev.  Edward  Sturgis  of 
Andover;  and  Bruce  W.  Brotherston  of  Andover. 

Harvard  English  prizes  for  excellence  in  English 
composition  and  rhetoric,  $15  and  $10,  sustained  by 
the  Andover  club  at  Harvard — Edward  Curtis 
Wheeler  of  New  York  City,  first;  William  Vernon 
Gardiner  of  Everett,  Wash.,  second;  Kellogg  Van 
Winkle  of  San  Francisco,  Cal.,  honorable  mention. 
Judge,  Henry  W.  Boynton,  A.  M.,  of  Andover. 

Robinson  prizes  for  extemporaneous  debate,  $10 
each,  sustained  by  H.  S.  Robinson  of  Andover — 
Edward  Jerome  Webster  of  Andover;  Oliver  Eugene 
Mosser  of  Neff's,  Pa.;  and  Henry  Gemmer  of 
Hackensack,  N.  J.  Committee  of  award,  Judge 
Charles  U.  Bell  of  Andover;  Judge  Charles  A.  De- 
Courcey  of  Lawrence;  and  Judge  Colver  J.  Stone 
of  Andover. 

Cook  prizes  for  excellence  in  Greek,  $15,  $10,  and 
$5,  endowed  by  the  late  Joseph  Cook,  LL.D.,  of  the 
class  of  1857 — Cabot  Daniels  of  Chicago,  111.,  first; 
Edward  Curtis  Wheeler  of  New  York  City,  second; 
Orville  Rich  Dunn  of  Champlain,  N.  Y.,  third.  Com- 
mittee of  award,  Charles  Burton  Gulick,  Ph.  D., 
Assistant  Professor  of  Greek  in  Harvard  University, 
and  Arthur  S.  Pease,  Ph.  D.,  Instructor  in  Latin  an'l 
Greek  in  Harvard  University. 

Robert  Stevenson  German  prize  for  excellence  in 
German  composition,  $8,  founded  by  Robert 
Stevenson,  Jr.,  class  of  1896 — Roger  Hoyt  Moses  of 
Washington,  D.  C;  Carroll  Clark  Hincks  of  And- 
over, honorable  mention.  Judge,  George  M.  Baker, 
Ph.  D.,  of  Yale  University. 

Yale-Andover  prizes,  $15  and  $10,  awarded  t« 
those  members  of  the  senior  academic  class  who 
have  passed  with  the  highest  average  a  minimum 
of  ten  subjects  in  the  June  entrance  examinations 
for  Yale  College — Lloyd  Robinson  of  Brooklyn, 
N.  Y.,  first;  William  Trigg  Pigot,  Jr.,  of  Helena. 
Mont.,  second. 

Yale-Andover  prizes,  $15  and  $10,  awarded  tc 
those  members  of  the  senior  scientific  class  who  havt 
passed  with  the  highest  average  a  minimum  of  eighl 
subjects  in  the  June  entrance  examinations  for 
the  Sheffield  Scientific  School — Joseph  Marion  Goa 
of  Centerville,  la.,  first;  Henry  Paul  Blumenauer  ol 
Naugatuck,  Conn.,  second. 

Converse  prizes  for  excellence  in  mathematics 
$20,  $15,  and  $10,  sustained  by  the  late  E.  B.  Con- 
verse of  Englewood,  N.  J.,  class  of  1857 — Newtor 
Hinckley  Foster  of  Winthrop  Beach,  first;  Russel 
Stiles  of  New  York  City,  second;  Charles  Phinne) 
Rodenbach  of  Naugatuck,  Conn.,  third.  Committee 
of  award,  Matthew  S.  McCurdy,  A.  M.,  and  Freder 
ick  E.  Newton,  Ph.  B.,  instructors  in  Phillips  An 
dover  Academy. 

Crane  prizes  for  excellence  in  Virgil,  copies  O' 
Dr.  Crane's  translation,  gift  of  the  late  Rev.  Olive- 
Crane,  D.  D.,  LL.  D. — Cabot  Daniels  of  Chicago 
111.,  and  Charles  Phinney  Rodenbach  of  Naugatuck 
Conn.  Committee  of  award,  Prof.  Charles  H 
Forbes  of  Phillips  Andover  Academy. 
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Valpey  prize  for  excellence  in  Latin  composition, 
5l0,  founded  by  the  bequest  of  the  late  Rev.  Thomas 
j.  Valpey,  class  of  1854 — Charles  Carleton  Kimball 
)f  Andover.  Judge,  Cecil  K.  Bancroft,  A.  B.,  in- 
itructor  in  Latin  in  Phillips  Andover  Academy. 

Dove  prizes  for  excellence  in  Latin,  $20,  $15,  and 
»io,  sustained  by  George  W.  W.  Dove  of  Andover — 
3abot  Daniels  of  Chicago,  111.,  first;  Charles  Phin- 
ley  Rodenbach  of  Naugatuck,  Conn.,  second; 
Zarroll  Clark  Hincks  of  Andover,  third.  Commit- 
ee  of  award,  Principal  Charles  L.  Curtis  of  the 
Punchard  High  School,  Andover. 

William  S.  Wadsworth  prize  for  excellence  in 
>hysics  in  the  scientific  department,  $10,  sustained 
>y  Dr.  W.  S.  Wadsworth  of  Philadelphia,  class  of 
887 — Robert  Palen  Bonnie  of  Louisville,  Ky. 
udge,  Prof.  William  B.  Graves  of  Phillips  Andover 
\cademy. 

Fales  history  prize  for  excellence  in  history,  $25, 
ustained  by  Fred  S.  Fales  of  New' York  City,  class 
)f  1892 — Frank  Thomas  Holley  of  Lawrence.  Judge, 
i>rof.  George  B.  Adams  of  Yale  University. 

Boston  Yale  Club  cup,  awarded  to  that  member 
)f  the  senior  class  who  attains  the  greatest  profici- 
:ncy  in  scholarship  and  athletics — John  Reed  Kil- 
>atrick  of  New  York  City.  Committee  of  award, 
he  faculty  of  Phillips  Andover  Academy. 

Washington  alumni  prize,  awarded  to  that  stu- 
lent  from  Washington,  D.  C,  who,  in  the  opinion 
>f  the  faculty,  has  made  the  best  general  record  for 
he  year,  $25 — Roger  Hoyt  Moses  of  Washington, 
D.  C.  Committee  of  award,  the  faculty  of  Phillips 
\ndover  Academy. 

ALUMNI  DINNER 

A  record-breaking  crowd  attended  the  annual 
linner  in  the  Borden  Gymnasium,  Wednesday  noon. 
The  entire  floor  space  was  given  up  to  the  tables, 
ind  it  was  some  time  before  enough  seats  could  be 
ound  to  accommodate  the  large  crowd  present. 
STearly  five  hundred  alumni  and  guests  sat  down  to 
he  repast.  The  galleries,  too,  were  well  filled  with 
nterested  onlookers.  American  and  Chinese  flags 
vere  prominent  in  the  decorations.  Music  was  fur- 
lished  during  the  course  of  the  dinner  by  the  Wal- 
ham  Watch  Company  Band. 

A  feature  of  the  dinner  was  the  presentation  of  a 
.aluable  loving  cup  from  the  alumni  to  Sir  Chen- 
ung  Liang  Cheng,  the  retiring  minister  to  the 
Jnited  States,  who  was  the  guest  of  honor.  , 

The  presentation  was  made  at  the  close  of  Sir 
Liang's  address  by  F.  H.  Simmons,  '94,  of  New 
York  City,  in  behalf  of  the  alumni. 

One  side  of  the  cup  bears  the  American  and  Chi- 
nese flags  crossed;  and  the  other  side,  the  seal  of 
Phillips  Andover  Academy  and  the  following  in- 
scription : 

"Presented  to  Sir  Chentung  Liang  Cheng,  A11- 
lover  '82,  at  his  25th  anniversary  by  the  alumni  of 
Phillips  Academy  at  Andover,  Mass.,  as  a  token  of 
'.heir  esteem  and  appreciation." 


Sir  Liang  was  evidently  much  impressed  by  the 
gift,  and  he  feelingly  told  the  alumni  that  he  should 
take  the  cup  back  to  China  with  him,  treasure  it 
always,  and  leave  it  as  one  of  his  most  precious 
heirlooms  for  his  family. 

The  Rev.  Henry  Hallam  Tweedy,  '87,  of  Bridge- 
port, Conn.,  president  of  the  general  alumni  associ- 
ation, presided. 

The  following  officers  were  elected: 

President,  Henry  L.  Stimson,  '83,  of  New  York- 
City;  vice-presidents,  James  H.  Crosby,  '57,  of  Ban- 
gor, Me.;  Charles  Daniels,  '74,  of  Chicago,  111.;  Dan- 
iel T.  Torrey,  '77,  of  Providence,  R.  I.;  William  G. 
Schauffler,  '82,  of  Lakewood,  N.  J.;  Raymond  L. 
Weeks,  '87,  of  Columbia,  Mo.;  Hollon  A.  Farr,  '92, 
of  New  Haven,  Conn.;  and  Richard  H.  Edwards, 
'97,  of  Madison,  Wis.;  statistical  secretary,  George 
T.  Eaton,  '73,  of  Andover;  secretary,  Frederick  E. 
Newton,  '93,  of  Andover;  treasurer,  Bernard  M. 
Allen,  '88,  of  Andover;  executive  committee,  Frank- 
lin H.  Mills,  '89,  of  New  York  City;  George  N. 
Henning,  '90,  of  Washington,  D.  C;  Charles  H.  P. 
Schweppe,  '98,  of  Chicago,  111.;  and  Southard  Hay, 
'98,  of  Pittsburg,  Pa. 

Sir  Liang  was  the  first  speaker  presented  by  Presi- 
dent Tweedy.  The  distinguished  guest  spoke  warmly 
of  his  school  days  at  Andover  and  said  that  it  gave 
him  pleasure  four  years  ago,  soon  after  presenting 
his  credentials  to  the  President,  to  take  a  train  for 
Andover  to  pay  his  first  visit  to  the  institution 
since  his  graduation  in  1882;  and  that  he  had  taken 
the  opportunity,  now  that  he  had  been  summoned 
back  for  work  at  home,  to  visit  once  more  the 
scenes  of  his  student  days  before  leaving  the 
country. 

He  said  that  all  alumni  of  Andover  are  proud  of 
the  institution  and  that  he  felt  under  great  obliga- 
tions to  the  school  as  his  three  years  at  Andover  had 
been  of  great  advantage  to  him  in  the  four  years  of 
his  official  life  in  this  country. 

He  related  how  the  incident  of  his  making  the 
three-base  hit  in  the  Andover-Exeter  base  ball  game 
in  1881,  which  won  the  contest  for  Andover,  affected 
his  standing  at  Washington.  He  said  that  not  long 
after  he  came  here  President  Roosevelt  told  him  that 
an  Andover  student  he  met  in  one  of  his  hunting 
trips  in  the  West  had  informed  him  that  he  thought 
the  new  Chinese  minister  was  the  Chinese  boy  that 
played  on  the  Andover  nine  in  the  '8o's  and  won  a 
championship  game  by  a  hit.  "When  I  assured  the 
President  that  I  was  the  same  person,"  said  Sir 
Liang,  "from  that  moment  the  relations  between 
President  Roosevelt  and  myself  became  ten-fold 
stronger  and  closer." 

In  closing,  Sir  Liang  said  that  China  has  adopted 
American  educational  methods;  that  he  was  glad  to 
see  so  many  Chinese  boys  at  Andover,  where  "not 
only  the  classics  and  sciences  are  taught,  but  also 
the  true  ideal,  the  sense  of  fair  play  for  our  fellow- 
men,  so  necessary  to  attain  success  in  life";  and 
that  he  hoped  Chinese  young  men  would  continue 
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to  come  here  in  increasing  numbers. 

The  other  speakers  were  Dr.  Endicott  Peabody  of 
Groton  School;  Principal  Alfred  E.  Stearns  of  the 
Academy;  and  Daniel  N.  Torrey,  '77,  of  Providence,. 
R.  I. 

REUNION  OF  CLASS  OF  1877 

Weather  conditions  were  ideal;  and  the  fine  fel- 
lows of  the  '07  class  evidently  intended  to  honor  our 
return,  as  one  of  the  commencement  orators  chose 
for  his  theme  "Andover  Thirty  Years  Ago,"  while 
the  class  itself  numbered  to  a  man  just  seventy- 
seven  men. 

From  the  members  of  '77.  one  hundred  men  all 
told  originally,  eight  may  be  subtracted  as  having 
been  graduated  with  other  classes.  Of  the  ninety- 
two,  fifty-one  were  scientific,  forty-one  classical; 
reported  to  have  died,  eight  of  the  scientific  and  five 
of  the  classical;  as  follows:  Bugbey,  Guion,  Harris, 
Higgins,  Morse,  Norcross,  Rogers,  Wood;  and 
Bliven,  Collins,  Phillips,  Sholes,  Tilton.  Subtracting 
these  thirteen,  we  have  seventy-nine  living  mem- 
bers, but  of  these,  fifteen  are  lost  sight  of,  nine  sci- 
entific: Ben  S.  Collins,  Clarence  W.  Lake,  Arthur 
W.  Moss,  Isaac  W.  Newell,  Charles  C.  Partridge, 
Arthur  G.  Scholes,  John  W.  Smith,  Frank  A.  Wil- 
kins,  Jacob  Wilson;  and  five  classical:  Thomas  B. 
Bradford,  Azro  T.  Crossley,  Byron  M.  Ervin,  Ed- 
ward Merriam,  Charles  T.  Lewin. 

There  are  sixty-four  whose  addresses  we  have, 
but  of  these  twenty  did  not  reply.  The  secretary 
hopes  this  gentle  reminder  will  bring  him  some  word 
from  each  of  the  delinquents  before  the  fall  meeting 
referred  to  below,  and  that  any  ^formation  re- 
lating to  the  missing  members  may  also  be  promptly 
forwarded  to  D.  T.  Torrey,  Class  Sec'y.,  Providence, 
R.  I. 

The  forty-four  heard  from  is  the  exact  number 
of  the  two  divisions  of  the  senior  class  in  1877, 
thirteen  scientific  and  thirty-one  classical.  All  were 
most  hearty  in  their  expression  of  class  enthusiasm 
and  school  loyalty;  and  we  wish  here  to  thank  every 
fellow  for  responding  so  promptly  and  heartily. 

A  dozen  or  so  good  letters,  besides  about  twenty 
reply  postal  cards  from  the  thirty  of  the  forty-four 
who  could  not  come,  made  interesting  reading,  and 
added  greatly  to  the  occasion. 

The  fourteen  present  were — scientific:  Abbott, 
Kendall,  Parker  (S.  T.),  Regan— classical :  Cart- 
wright,  Chase,  Haines,  How,  Knowlton,  Myrick  J. 
Odlin,  Thayer,  Torrey,  Tyzzer. 

Among  those  expressing  purpose  to  attend  a 
later  gathering  are:  Ambrose,  Field,  G.  W.  French, 
Hasbrouck,  A.  F.  Odlin,  Thurston,  Webster,  and 
F.  F.  French,  A.  A.  Mellier,  C.  R.  Winslow,  the 
latter  detained  by  ill  health. 

Interesting  letters  were  read  from  Day,  Osborn, 
Wylie,  and  Judge  S.  Nelson  Sawyer,  County  Judge 
and  Surrogate,  Palmyra,  N.  Y. 

A    recent    photograph    of    Charles    Holder,  our 


School  letter  carrier,  was  shown  by  Chase  and  ex- 
cited great  interest.  ■  So  did  several  photographs  of 
our  families  which  some  were  thoughtful  to  bring 
with  them. 

At  least  one  of  the  fellows  has  a  son  in  the  Acad- 
emy, and  more  will  not  be  denied  admission,  so  we 
are  told,  if  they  are  sons  of  '77. 

Altogether,  it  was  a  happy  meeting,  and  all  agreed 
to  keep  up  the  practice  of  coming  back  at  intervals 
"for  auld  lang  syne." 

The  business  meeting  was  called  to  order  at  4.30 
p.  m.,  in  the  Archaeological  Building.  Acting  Class 
Secretary  D.  T.  Torrey  made  permanent  and  chosen 
to  preside  at  the  meeting  with  W.  P.  Regan,  Scribe. 
Ordered  that  blanks  be  prepared  and  mailed  to  ob- 
tain facts  for  the  preparation  of  a  brief  biographical 
sketch  of  each  member.  Assessment  of  $2  per 
member  voted,  to  meet  cost  of  correspondence  for 
the  Reunion,  and  preliminary  expense  of  printing 
and  circulating  blanks  above  mentioned.  Amount 
received,  $28  from  the  fourteen  present;  ordered 
deposited  in  Bank  after  outstanding  expenses  had 
been  met,  same  to  be  under  the  control  of  the  per- 
manent Secretary.  Sympathy  and  congratulations 
ordered  sent  to  Prof.  Comstock  for  his  injury  and 
recovery  from  Jamaica  earthquake  accident.. 

Class  greeting  ordered  sent  to  our  Japanese  class* 
mate,  the  Honorable  Viscount  Jada  Bunii  Torie, 
who  though  graduated  with  '78,  for  a  time  ranked 
with  '77.  Ordered  to  arrange  for  a  35th  year  return 
in  1912.  After  many  happy  reminiscences  and  per- 
sonal yarning,  meeting  adjourned  to  meet  in  early 
fall  at  some  Boston  hotel  for  a  dinner,  all  agreeing 
to  make  every  effort  to  attend  and  bring  others. 

The  unfinished  business  to  be  then  taken  up, 
this  question,  the  discussion  of  which  was  post- 
poned for  lack  of  sufficient  time,  and  in  prospect  of 
a  larger  attendance  later;  viz.,  What  can  we,  as  I 
class,  do  to  serve  the  Academy  most  effectively,  and 
back  up  Principal  Stearns  in  his  labors  for  the 
advancement  of  the  Academy.  [Prepared  from  the 
records  of  W.  P.  Regan,  Scribe,  by  D.  T.  Torre$ 
permanent  Class  Secretary.] 

REUNION  OF  CLASS  OF  1887 

In  response  to  the  circular  sent  out  to  the  01M 
hundred  members  of  the  class,  replies  were  received' 
from  forty-seven,  of  whom  the  majority  were  unabh 
to  be  present.  The  remoteness  of  the  homes  of  the 
graduates  must  prove  a  strong  asset  to  the  school 
in  enlarging  its  clientele  though  it  is  to  be  regrette< 
that  it  is  so  difficult  to  gather  classmates  togetheh 
at  anniversary  time.  Those  present  Tuesday  eveB 
ing  were  whirled  in  automobiles  to  the  home  oj 
George  F.  Smith,  where  a  delightful  porch  tea  oi 
collation  was  served,  at  the  close  of  which  an  afl 
journment  was  taken  to  the  Principal's  Receptioi 
to  the  Senior  Class  in  the  Borden  Gymnasium. 

On  Wednesday  the  class  provided  the  presiding 
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I'fficer  at  the  Alumni  Dinner  in  the  person  of  the 
[lev.  H.  H.  Tweedy. 

The  replies  to  the  circular  letter  of  the  tempo- 
ary  secretary  of  the  Alumni  Fund  have  brought  in 
little  over  $200,  and  it  is  hoped  to 
aise  this  amount  to  $500  before  the  year's  books 
re  closed.  Much  information  in  regard  to  mem- 
ers  was  obtained,  which  will  be  circulated  through 
lie  Phillips  Bulletin,  and  members  are  urged  to 
end  all  items  of  interest  to  Principal  Stearns  or 
I.  K.  Bancroft. 

The  following  were  present:  C.  K.  Bancroft, 
Soutwell,  G.  A.  Cowen,  D.  Churchill,  W.  P.  Graves, 
I.  H.  Hall,  J.  Holt,  W.  I.  McClure,  G.  F.  Smith, 
I.  H.  Tweedy,  F.  C.  Walcott.  W.  B.  Wadsworth, 
•ho  supports  the  Wadsworth  Physics  Prize, 
isited  Andover,  Thursday. 

REUNION  OF  CLASS  OF  1892 

The  class  of  1892,  of  which  Sir  Liang  was  the  guest 
uring  his  present  trip  to  Andover,  held  its  quin-de- 
ennial  reunion.  A  business  meeting  was  followed 
y  a  supper  and  social  hour.  The  following  mem- 
ers  of  the  class  returned  for  the  event: 

Philip  R.  Allen  of  East  Walpole;  William  L.  S. 
irayton  of  Fall  River;  Hollon  A.  Farr  of  New  Hav- 
n,  Conn.;  Robert  T.  Francis  of  New  York  City; 
.alph  D.  Hood  of  Bradford;  F.  H.  Ladd  of  Andover; 
erbert  B.  Lang  of  Dorchester;  Rev.  George  E.  Lake 
f  Chelsea,  Vt.;  George  X.  McLanahan  of  Washing- 
>n,  D.  C;  George  S.  McLaren  of  New  Haven,  Conn.; 
.ev.  George  E.  Merriam  of  New  York  City;  Alfred 
).  Pardee  of  Philadelphia,  Pa.;  Byron  U.  Richards 
!f  Pawtucket,  R.  I.;  Frederick  E.  Newton  of  An- 
over;  Burt  W.  Stover  of  Norwich,  N.  Y.;  Philip 
.ipley  of  Andover;  Augustus  P.  Thompson  of  Law- 
jnce;  Dr.  John  P.  Torrey  of  Andover;  Prescott 
barren  of  Newton;  and  Daniel  B.  Wentz  of  Phil- 
delphia,  Pa. 

Officers  were  elected  as  follows:  President,  George 
..  McLanahan  of  Washington,  D.  C;  vice-president, 
red  E.  Weyerhauser  of  St.  Paul,  Minn.;  secretary, 
.ev.  George  E.  Merriam  of  New  York  City;  treas- 
urer, Philip  R.  Allen  of  East  Walpole;  advisory  com- 
mittee, Fred  S.  Fales  of  New  York  City,  Daniel  B. 
/entz  of  Philadelphia,  Pa.,  Charles  A.  Crawford  of 
lew  York  City,  James  H.  Knapp  of  New  York  City, 
ohnston  DeForrest  of  New  York  City,  Frederick  P. 
jrask  of  Boston,  Dr.  John  P.  Torrey  of  Andover, 
nd  Augustus  P.  Thompson  of  Lawrence. 

The  class  occupied  a  reserved  table  at  the  dinner 
ind  displayed  its  banner  and  several  placards  re- 
eling incidents  of  the  old  school  days. 

One  conspicuous  statement,  "Sir  Liang's  only  An- 
dover regret  is  that  he  was  not  a  member  of  the 
ass  of  '92,"  caused  an  amused  smile  to  light  up  His 
;.xcellency's  face  when  he  read  it.  Turning  to  a 
lember  of  the  class,  he  said:  "I  was  here  ten  years 
head  of  you,  but  all  Andover  men  are  really  in 
ie  same  class!" 

It  was  reported  that  a  class  book  is  being  com- 


piled and  that  seventy  members  of  the  class  had  al 
ready  contributed  letters. 

It  was  voted  to  assess  annual  dues,  and  plans  for 
a  rousing  vicennial  reunion  in  1912  were  discussed. 

SENIOR  PROMENADE 

The  senior  promenade  at  Phillips  Andover  Acad- 
emy was  held  in  the  Borden  Gymnasium,  Wednes- 
day evening,  June  19th. 

The  patronesses  were:  Mrs.  A.  E.  Stearns,  Mrs.  M. 
S.  McCurdy,  Mrs.  F.  A.  Goodhue,  Mrs.  J.  C.  Saw- 
yer, Mrs.  W.  K.  Moorehead,  Mrs.  J.  L.  Phillips, 
Miss  Emily  Means,  Mrs.  M.  A.  Baldwin,  Mrs.  P. 
S.  Page,  Mrs.  R.  P.  Keep. 

The  senior  promenade  committee  was  as  follows: 

Maxwell  L.  Rafferty,  chairman;  John  R.  Kilpat- 
rick,  Hugh  J.  McKay,  Harry  P.  Greenough,  Terry 
E.  Barker. 

Principal  and  Mrs.  A.  E.  Stearns  held  their  annual 
reception  to  the  seniors  and  invited  guests  in  the 
Borden  Gymnasium,  Tuesday  evening,  June  18th. 

CLASS  DAY 

The  class  day  exercises  were  held  Tuesday 
afternoon,  June  18th,  on  the  lawn  in  front  of  the 
Borden  Gymnasium. 

The  class  history  was  presented  by  John  Reed 
Kilpatrick  of  New  York  City;  the  class  poem,  by 
Newton  Hinckley  Foster  of  Winthrop  Beach;  the 
class  statistics,  by  Frederick  Joseph  Daly  of  Cam- 
bridge; the  class  oration,  by  Hugh  John  MacKay 
of  New  York  City;  and  the  class  prophecy  by  Sher- 
wood Sunderland  Day  of  Catskill,  N.  Y. 

The  ivy  exercises  followed  the  class  prophecy, 
an  ivy  vine  being  planted  by  the  class  of  1907  and 
entrusted  to  the  care  of  1908.  The  spade  was  pre- 
sented by  J.  R.  Kilpatrick,  president  of  the  grad- 
uating class,  to  James  Arthur  Reilly  of  Brockton, 
president  of  the  class  of  1908. 

The  class  day  committee  was: 

Chairman,  Maxwell  Lewis  Rafferty  of  New 
York  City;  Robert  Gordon  McKay  of  Wash- 
ington, D.  C;  Harry  Paul  Greenough  of  Missoula, 
Mont.;  Joseph  Marion  Goss  of  Centreville,  Iowa; 
Terry  Earle  Barker  of  Coronado  Beach,  Cal. 


NEW  STUDENTS 


Following  is  the  list  of  the  new  students  in  the 
spring  term: 

William  Parker  Seeley,  Bridgeport,  Conn— Miss 
Cheever's,  Class  III. 

Sumner  Smith,  Lincoln. — Woods  6,  Class  II. 

Nelson  Lloyd  White,  Morristown,  N.  J. — Taylor 
1,  Class  III. 

Willard  Wright,  Worcester,  N.  Y.— Clement  1, 
Class  IV. 
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READING— ROOM  ACADEMY  LIBRARY 


The  above  cut  of  the  Academy  Library  and  read- 
ing room  will  no  doubt  prove  interesting  to  many 
old  Andover  men  who  have  not  been  able  to  keep 
closely  in  touch  with  recent  changes  in  the  equip- 
ment of  the  school.  The  two  large  rooms  on  the 
second  floor  on  the  south  side  of  the  Archaeological 
Building  are  used  for  this  purpose.  Both  rooms 
have  been  entirely  rearranged,  with  the  front  room 
as  the  reading  room  and  the  back  room  for  the  book 
cases.  The  reading  room  has  been  made  attractive 
by  a  long  table  with  reading  lamps,  upon  which  the 
current  copies  of  the  leading  weeklies  and  monthlies 
have  been  placed.  Walnut  window  seats,  the  gifts 
of  the  four  classes  in  the  Academy,  have  been  built 


under  the  windows,  and  on  the  walls  are  framed  pic- 
tures showing  scenes  from  all  the  leading  colleges 
and  universities,  presented  by  the  universities  them- 
selves. All  the  books  have  been  neatly  arranged  and 
classified  according  to  the  Congressional  Library 
system  at  Washington.  They  are  in  charge  of  an 
experienced  librarian,  and  can  be  secured  from  him 
at  stated  hours  during  the  day.  The  list  of  available 
books  is  being  increased  each  term  by  the  Phillipian 
Fund  which  will  amount  to  about  three  hundred 
and  fifty  dollars  for  the  year.  For  the  further  enter- 
tainment of  the  reader  over  forty-five  publications 
are  kept  on  file,  including  ten  daily  papers  and  manj 
college  papers.  The  room  is  open  to  students  da> 
and  evening  throughout  the  school  year. 


EDITORIAL 


Mr.  George  T.  Eaton,  for  many  years  Secre- 
tary of  the  Phillips  Academy  Alumni  Associ- 
ation, will  begin  work  this  fall,  looking  to  the 
completion  of  the  Biographical  Catalogue  of  the 
Academy  to  date.  The  work  has  already  been 
admirably  done  by  Rev.  C.  C.  Carpenter,  cover- 
ing the  years  1778  to  1830.  Mr.  Eaton  is 
well  fitted  to  complete  the  task.  The  value  of 
such  a  catalogue  is  evident  to  all.    The  alumni 


are  invited  to  render  Mr.  Eaton  any  assistance 
in  their  power.  Information  of  the  careers 
and  whereabouts  of  former  members  of  the 
Academy  will  be  gladly  received  by  Mr.  Eaton 
Address,  Mr.  George  T.  Eaton,  Andover,  Mass 

The  newly  adopted  constitutions  of  the  schooj 
publications  calls  for  more  than  passing  notice 
The  plan  to  contribute  a  liberal  amount  of  tr 
profits  of  the  publications  to  the  Academy  Li 
rary  is  most  commendable  and  will  do  much  t([ 
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improve  the  value  and  efficiency  of  this  import- 
ant part  of  the  equipment  of  the  school.  This 
plan  has  been  worked  but  almost  wholly  as  the 
esult  of  the  energy  and  interest  of  Mr.  Allen 
Fletcher  Marsh,  P.  A.  '07  of  Chicago,  111.,  dur- 
ing the  past  year  the  Business  Manager  of  the 
Phillipian.  Mr.  Marsh  has  proved  an  unusually 
able  manager,  and  his  interest  in,  and  loyalty 
to,  the  best  interests  of  the  school  have  been 
shown  in  many  ways.  What  he  has  accom- 
plished in  the  present  instance  has  justly  earned 
him  the  gratitude  of  all  friends  of  the  Academy. 

NEW  TRUSTEE 

At  the  last  regular  meeting  of  the  Board  of 
Trustees  of  Phillips  Academy,  Mr.  Elias  B.  Bishop, 
P.  A.  '90,  of  Newton  Centre,  was  elected  a 
member  of  the  board.  Mr.  Bishop  is  a  son  of 
Judge  Robert  R.  Bishop  of  the  class  of  '54,  who 
[for  many  years,  up  to  the  time  of  his  recent 
esignation,  was  one  of  the  most  influential  and 
xtive  members  of  the  Board  of  Trustees. 

The  new  appointee  is  well  qualified  for  the  duties 
which  now  devolve  upon  him  He  is  recognized  as 
ne  of  the  rapidly  rising  lawyers  in  Boston, 
where  he  has  for  several  years  taken  an  active  part 
n  public  affairs.  He  is  at  present  a  member  of  the 
State  Legislature,  where  he  is  frequently  called  on 
to  serve  on  important  committees. 

Mr.  Bishop  has  rendered  a  most  valuable  service 
to  the  trustees  in  connection  with  the  proposed 
separation  of  the  Academy  end  Seminary  real  es- 
tate. Through  long  and  painstaking  effort,  he  has 
prepared  an  elaborate  report  giving  in  detail  the  his- 
tory of  the  titles  of  all  the  real  estate  holdings  of 
the  two  institutions. 

In  his  school  days  Mr.  Bishop  was  prominent 
in  many  of  the  activities  of  the  school.  He  was 
manager  of  the  football  team,  and  a  member  of  the 
Glee  Club.  He  belonged  to  the  P.  A.  E.  so- 
ciety. After  leaving  Andover,  Mr.  Bishop  com- 
pleted his  education  at  Harvard  College  and  at  the 
Harvard  Law  School. 

SEMINARY  TRUSTEES 

By  a  recent  act  of  the  Massachusetts  legislature, 
the  Trustees  of  Phillips  Academy  have  been  incor- 
porated as  the  Trustees  of  Andover  Theological 
Seminary.  This  marks  the  first  step  in  the  plans 
for  the  ultimate  separation  of  the  trustees  into  two 
distinct  boards,  the  one  to  control  the  Academy,  the 
other,  the  Seminary  trust.  Heretofore  the  Trustees 
of  Phillips  Academy  have  been  jointly  trustees  of 
both  Academy  and  Scm  ary.  Under  the  new  ar- 
rangement the  present  board  becomes  two  distinct 
bodies.  As  trustees  of  the  Andover  Theological 
Seminary,  the  members  will  as  speedily  as  prac- 
ticable resign  their  positions  and  elect  successors, 
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AD  EXCOLEITOAM  DECLAMAND1  ET  BENE  SCRIBENDI  A  RTEM. 

ffMs  ©officii©®,  That    VaA^U-  & 
has  been  regularly  admitted  a 
MEMBER  OF  THE  SOCIAL  FRATERNITY 


President. 


THE  SOCIAL  FRATERNITY 

The  accompanying  cut  of  a  certificate  of  the 
Social  Fraternity  in  Phillips  Academy  has  been 
handed  us  by  a  graduate  of  the  school  who  desires 
to  learn  the  date  that  this  organization  was  discon- 
tinued. If  anyone  can  furnish  the  Bulletin  the  de- 
sired information  on  this  subject,  the  courtesy  will 
be  deeply  appreciated. 

until  an  entirely  new  board  has  been  elected  to 
manage  the  Seminary  trust.  In  this  way  results 
will  be  brought  about  which  all  friends  of  both  in- 
stitutions have  long  desired,  and  which  it  is  felt 
will  prove  of  lasting  value  to  both.  The  first 
meeting  of  the  newly  incorporated  board  of  Trus- 
tees of  Andover  Theological  Seminary  was  held 
in  the  Trustees'  room  in  the  Tremont  Building, 
Boston,  Wednesday  afternoon,  May  1st. 

New  members  of  the  Seminary  Board  include 
the  Rev.  Nehemiah  Boynton  of  Brooklyn,  N.  Y.; 
the  Rev.  George  A.  Gordon  of  Boston;  the  Rev. 
Harry  P.  Dewey  of  Brooklyn,  N.  Y.;  Mr.  George 
P.  Morris  of  Boston;  and  Professor  II.  Norman 
Gardiner  of  Northampton,  Mass. 

SCHOOL  MINISTER 

At  the  last  regular  meeting  of  the  Trustees,  the 
Rev.  Markham  Stackpolc  was  appointed  School 
Minister  for  the  coming  year.  Mr.  Stackpole  is 
well  known  to  Andover  men,  having  appeared  on 
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several  occasions  in  the  chapel  pulpit  and  having 
always  shown  a  deep  and  sympathetic  interest  in 
Academy  affairs.  During  the  past  year,  Mr.  Stack- 
pole  has  been  associated  with  the  Rev.  John  Deni- 
son  in  the  work  of  the  Central  Church  in  Boston, 
but  his  residence  has  been  in  Andover,  where  he  has 
come  to  fill  a  large  and  influential  place  in  the  com- 
munity. Mr.  Stackpole  will  have  general  charge  of 
the  religious  life  and  interests  of  the  school,  and, 
in  addition  to  his  duties  as  minister  of  the  school, 
will  in  all  probability  conduct  regular  courses  of 
study  in  the  English  Bible.  This  appointment  will 
undoubtedly  commend  itself  heartily  to  all.  While 
a  new  departure  for  the  school,  the  step  is  directly 
in  line  with  the  policy  of  some  of  the  best  secondary 
schools  and  not  a  few  colleges.  In  Mr.  Stackpole 
the  trustees  have  made  a  most  fortunate  selection. 
It  would  be  difficult  to  find  a  man  who  would  be 
likely  to  commend  himself  more  favorably  to  the 
student  body.  Mr.  Stackpole  combines,  in  a  rare  de- 
gree, vigorous  and  hardy  manhood,  broad  sym- 
pathies, tact,  common  sense,  and  a  keen  and  in- 
telligent interest  in  all  that  pertains  to  the  active 
life  of  the  school. 

Mr.  Stackpole  is  a  graduate  of  Harvard  College 
in  the  class  of  1896,  and  of  the  Andover  Theological 
Seminary  in  the  class  of  1899. 

The  following  extract  from  a  recent  issue  of 
"The  Congregationalist"  gives  a  clear  idea  of  the 
work  which  Mr.  Stackpole  has  been  doing  in  Bos- 
ton and  of  the  esteem  in  which  he  is  held  by  those 
who  know  him  best. 

"FROM  METROPOLIS  TO  ACADEMY" 

Rev.  Markham  W.  Stackpole,  for  three  years 
associate  pastor  at  Central  Church,  left,  July  I,  to 
become  the  minister  of  Phillips  Academy,  Andover, 
an  office  just  created,  and  for  which  he  has  un- 
usual adaptabilities.  In  addition  to  the  arrangement 
and  supervision  of  the  religious  exercises,  he  will 
have  certain  courses  in  the  literature  of  the  Bible. 

His  work  at  Central  Church  has  been  one  of 
the  chief  factors  in  its  progress  during  the  past 
three  years.  He  has  had  charge  of  the  organiza- 
tion of  the  committees  which  have  brought  the 
church  into  close  touch  with  all  the  needs  of  the 
city,  so  that  every  devotional  impulse  which  the 
church  aroused  could  find  some  outlet  in  practical 
and  helpful  service  at  points  where  the  need  was 
greatest.  He  has  endeavored  to  see  that  the  in- 
fluence of  the  church  was  brought  to  bear  upon 
every  civic  and  philanthropic  question  of  import- 
ance, and  he  has  secured  for  quite  a  large  number 
of  persons  more  or  less  permanent  work  through 
the  charitable  agencies  of  the  city. 

The  liturgy  of  the  daily  service,  and  other  forms 
of  worship  used,  are  the  results  of  his  careful  se- 
lection, from  the  mass  of  material,  of  the  forms 
most  beautiful  and  significant.  The  meeting  for 
young  people  on  Sunday  evening  he  has  made  one 
of  the  most  helpful  features  of  the  work.  During 


the  regular  morning  service,  he  has  conducted  a 
Children's  service,  made  interesting  by"  skilful  use 
of  object  talks  and  the  stereopticon.  But  beyond 
all  mere  methods,  his  power  has  lain  in  the  direct 
personal  influence  which  he  has  exerted  upon  all 
who  have  known  him. —  The  Congregationalist. 


SCHOOL  NEWS 


LITERARY 


MEANS  PRIZE  SPEAKING 

The  fortieth  annual  competition  of  original  com- 
positions for  the  Means  prizes  was  held  early  in 
the  spring  term  in  the  Stone  Chapel. 

The  first  prize  of  twenty  dollars  was  awarded  to 
Harold  Bartlett  Johnson  of  Cattaraugus,  N.  YJ 
with  a  paper  on  "The  Ransoming  of  Hector."  New- 
ton Hinckley  Foster  of  Winthrop  Beach  won  the 
second  prize  of  twelve  dollars,  his  sketch  being 
entitled  "The  Old  Sea  Captain."  David  Batchel- 
der  of  Andover  received  the  third  prize  of  eight 
dollars,  with  a  paper  on  "Western  Life  in  American 
Verse."  The  awards  were  made  by  a  committee 
consisting  of  the  Rev.  Charles  H.  Oliphant  of  Me- 
thuen,  and  the  Rev.  Edward  Sturgis  and  B.  W. 
Brotherston,  both  of  Andover.  In  the  absence 
of  Mr.  Stearns,  Mr.  McCurdy  introduced  the  speak- 
ers to  the  audience.  S.  A.  Peters  of  the  Academy 
rendered  two  entertaining  vocal  solos. 

DRAPER  SPEAKING 

The  Draper  prize  speaking  of  selected  decla- 
mations was  held  Monday  evening,  June  17th,  in 
the  Stone  Chapel. 

First  prize  was  awarded  to  Harold  Bartlett  John- 
son of  Cattaraugus,  N.  Y.;  second  prize,  to  Joseph 
Thomas  West  of  Princeton;  and  third  prize,  to 
Harold  Gladstone  Averill  of  Andover. 

The  program  was  as  follows:  • 

For  Dear  Old   Yale,  James  Langston 

Harold  Gladstone  Averill,  Andover 
The  Tell-Tale  Heart,  Edgar  Allan  Poe 

Newton  Hinckley  Foster,  Winthrop  Beach 
The  Man  of  Sorrows,  Winston  Churchill 

Edwin  Henry  Mead,  South  Orange,  N.  J. 
The  Burgomaster's  Dream,  From  The  Bells 

Edward  Curtis  Wheeler,  New  York,  N.  Y. 
The  Story  of  Ung,  Rudyard  Kipling 

David  Walter  Magowan,  Kane,  Pa. 
The  Honor  of  the  Woods,  W.  H.  H.  Murray 

Joseph  Thomas  West,  Princeton 
The  Swan  Song,  Katherine  R.  Brooks 

Harold  Bartlett  Johnson,  Cattaraugus,  N.  Y. 
The  Advocate's  First  Plea,  George  B.  McCutcheon 

Archer  Roberts  Simpson,  Orange 
Jean  Valjean,  Victor  Hugo 

Oliver  Eugene  Mosser,  Neff's,  Pa. 

ANDOVER— EXETER  DEBATE 

Andover's,  debating  team  won  the  second  annual 
debate  with  Exeter,  May  25th,  in  the  Stone  Chapel, 


defending  the  negative  side  of  the  question:  "Re- 
solved, that  the  history  of  trade  unions  in  the 
United  States  during  the  last  twenty  years  shows 
a  tendency  that  is  a  menace  to  the  best  interests  of 
society."  The  Andover  team  was  composed  of 
Edward  J.  Webster  of  East  Northfield;  Matthew  G. 
Ely  of  New  York  City;  and  Henry  Gemmer  of 
Hackensack,  N.  J.  The  Exeter  team  was  com- 
posed of  Phillip  Snedeker  of  Brooklyn,  N.  Y.; 
-  William  S.  Shaterian  of  Jersey  City,  N.  J.;  and 
George  D.  Phenix  of  Hampton,  Va. 

The  speaking,  for  the  most  part,  was  of  a  high 
standard.  Both  sides  showed  careful  preparation. 
Webster  excelled  for  Andover;  Snedeker,  for  Exeter. 
Each  speaker  was  allowed  twelve  minutes  for  his 
opening  argument  and  five  minutes  for  rebuttal. 
The  debate  was  the  second  held  between  the  two 
schools,  the  first  one  held  at  Exeter  last  year 
having  been  won  by  the  representatives  of  the  New 
Hampshire  Academy. 

The  judges  were:  Professor  G.  P.  Baker,  chair- 
man; Professor  W.  Z.  Ripley;  and  H.  N.  Davis,  all 
of  Harvard  University.  While  the  judges  were  ar- 
riving at  their  decision,  W.  G.  Beach  of  the  Acad- 
emy entertained  the  audience  with  several  solos, 
which  were  well  received. 

PUBLICATIONS 

During  the  last  year  several  improvements  were 
made  in  the  organization  of  the  editorial  boards  of 
the  school  publications  by  the  adoption  of  new  con- 
stitutions.    These    constitutions    establish  definite 

I  rules  for  the  competition  for  membership  on  the 
boards;  prescribe  the  duties  of,  and  rewards  to, 
the  members  of  the  boards;  and  provide  for  a  uni- 

1  form  plan  of  keeping  the  accounts  of  the  publica- 
tions.   The  faculty  committee  on  publications  and 

i  auditing  is  given  power  to  enforce  the  provisions 
of  the  constitutions;  and  a  graduate  treasurer,  ap- 
pointed  by   the   Trustees   of  the   Academy,   is  to 

)  audit  all  the  accounts. 

The  following  articles  from  these  new  constitu- 
tions are  of  special  interest: — 

From  the  MIRROR  constitution: 
ARTICLE  VIII 
Division  of  Profits 
Section  I.    The  following  division  of  profits  shall 
be  made: 

Forty  per  cent,  to  the  managing  editor. 

Forty  per  cent,  to  the  business  manager. 

Twenty  per  cent,  to  the  Trustees  of  Phillips 
Academy  to  be  expended  by  the  library  committee 
of  the  faculty  for  books,  pictures,  statuary,  or  any 
,  suitable  literary  purpose. 

From  the  POT-POURRI  constitution: 
ARTICLE  IX. 
Profits 

Section  2.    Profits  shall  be  divided  as  follows: 
Thirty-five  per  cent,  to  the  business  manager. 
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Thirty-five  per  cent,  to  the  managing  editor. 
Thirty  per  cent,  to    the    Trustees    of  Phillips 
Academy  to  be   expended   for   books   of  standard 
fiction  for  the  Academy  Library. 

From  the  PHILLIPIAN  constitution: 
ARTICLE  IX 
Profits 

Section  2.    The  profits  shall  be  divided  as  follows: 
Thirty  per  cent,  to  the  managing  editor. 
Thirty  per  cent,  to  the  business  manager. 
Ten  per   cent,   to   the   other   members   of  the 
Board. 

Thirty  per  cent,  to  the  Trustees  of  Phillips 
Academy  to  be  expended  for  books  for  the  Acad- 
emy Library. 

The  Phillipian  Fund  for  the  year  amounted  to 
$350.  This  sum  has  been  paid  over,  and  expended 
as  directed. 

For  the  beginning  of  this  plan  of  having  the 
school  participate  in  the  profits  of  the  publications 
and  for  the  working  out  of  the  system  of  keeping 
the  accounts  of  the  publications,  the  school  is  in- 
debted to  A.  F.  Marsh,  '07,  Business  Manager  of 
the  PHILLIPIAN,  'o6-'o7- 


ATHLETICS 


The  Academy  has  had  another  most  successful 
year  in  athletics,  closing  the  season  with  a  clean 
record  in  all  the  major  sports  over  its  worthy  rival 
and  good  friend,  Phillips  Exeter.  Seven  straight 
victories  for  the  blue  make  up  the  recent  record 
of  the  contests  betwen  these  two  great  schools. 
The  contests  have  been  marked  by  the  keenest  com- 
petition but  with  increasing  good  will  and  friendli- 
ness. The  closeness  of  the  contests  has  aroused  the 
high  pitch  of  excitement  that  always  characterizes 
these  games,  but  the  spirit  of  good  sportsmanship 
and  fair  play  has  predominated.  Exeter  has  proved 
herself  a  good  loser  and  a  most  worthy  rival.  As  a 
result  of  these  victories  more  than  the  usual  amount 
of  red  fire  has  been  burned  on  Andover  Hill  this 
spring,  bonfires  have  crackled  on  the  campus,  and 
the  members  of  the  faculty  have  been  put  to  a  se- 
vere test  to  keep  on  hand  a  sufficient  supply  of 
jokes  and  stories  to  meet  the  demands  of  the  hungry 
and  happy  crowds  that  have  swarmed  before  their 
doorsteps.  Below  is  given  a  summary  of  the  results 
achieved  by  the  various  teams  that  have  represented 
the  school. 

BASEBALL 

The  early  season  of  the  nine  was  not  so  conspicu- 
ously successful  as  it  has  been  during  previous 
years.  Yet  Dartmouth  was  defeated,  and  the  cus- 
tomary close  and  exciting  games  were  played  with 
Yale  and  Harvard  'Varsities,  the  former  at  New 
Haven.  Both  were  in  doubt  until  the  last  man 
had  been  retired  in  the  ninth  inning.  In  the  Har- 
vard game  Andover  led  until  the  very  last  and  then 
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threw  the  game  away  by  a  series  of  misplays.  The 
team  was  most  ably  captained  by  Bernard  E.  Reilly, 
and  was  carefully  coached  by  Charles  C.  Clough,  a 
former  captain,  and  "Bart"  Hayes,  formerly  pitcher 
on  the  Harvard  nine  and  now  a  resident  of  Andover. 

The  contest  with  Exeter,  played  this  year  on  the 
Exeter  field,  followed  the  history  of  the  contests  of 
recent  years  and  proved  most  close  and  exciting. 
It  was  anybody's  game  until  the  very  close,  and  the 
large  crowd  of  spectators  was  kept  on  edge  until 
the  last.  Andover  scored  one  run  in  the  first  inning, 
and  two  in  the  third.  Exeter  scored  her  two  runs 
in  the  fourth.  In  the  ninth,  with  a  man  on  first  and 
only  one  man  out,  Exeter's  hopes  rose.  Her  next 
batter  hit  a  short  fly  to  right  field  that  looked  safe, 


but  Daly  took  the  ball  on  the  dead 

run, 

just  off  the 

ground,   and  by  a   quick  throw 

to 

first 

caught  the 

runner  who  had  started  for  second, 

thus 

ending  the 

game     with     Andover     the  victor. 

Below  is 

given   the   score   in   detail  and 

the 

record 

of  the 

season. 

ANDOVER 

ab 

r 

lb 

po 

a  e 

Merritt  3b    4 

2 

2 

1 

4  0 

Martin  If    5 

1 

I 

0 

0  0 

Mclntyre  2b    4 

0 

1 

2 

0  0 

B.  Reilly  ss    3 

0 

1 

2 

3  0 

Badger  cf    2 

0 

0 

1 

0  1 

Burdette  c    3 

0 

0 

6 

2  1 

Daly  rf    4 

0 

0 

.4 

1  0 

J.  Reilly  ib    4 

0 

0 

1 1 

0  0 

Belford  p    3 

0 

0 

0 

1  0 

McKay  p    1 

0 

0 

0 

1  0 

Total    33 

3 

5 

27 

12  2 

EXETER 

ab 

r 

ib 

po 

a  e 

Orr    2b    5 

0 

1 

I 

4  0 

Loftus    rf    3 

0 

1 

2 

0  0 

Leddy    c    2 

0 

1 

3 

3  1 

Vaughn    lb    4 

0 

0 

15 

0  0 

M.  Cooney  cf    4 

0 

1 

3 

0  0 

White   S.  B.   ss    4 

1 

1 

0 

4  2 

Grattan   If    4 

1 

2 

1 

0  0 

Connelly  3b    4 

1 

2 

2 

1  0 

White,  S.  V.  p    3 

0 

0 

0 

4  1 

*P.  Cooney    1 

0 

0 

0 

0  0 

Total    34 

2 

9 

27 

6  4 

Score  by  innings: 

Totals 

1234 

5 

6 

7  8 

9 

0 

0 

0  0 

0—  3 

0 

0 

0  0 

0 —  2 

Base  on  balls,  off  Belford  4,  White  3.  Struck  out — 
by  White  5,  Belford  5,  McKay  r.  Two  base  hits — 
B.  Reilly,  S.  B.  White,  Connelly.  Double  plays- 
Daly  to  J.  Reilly.  Passed  balls — Leddy,  Burdette. 
Umpire — Henry.  Time  of  game — 2  hrs.  15  min. 
♦Batted  for  S.  V.  White  in  ninth. 


RECORD  OF  SEASON 


Andover 

0 

Lowell  New  Eng-. 

League 

9 

Andover 

1 

Lowell  New  Eng. 

League 

5 

Andover 

3 

Rq  far 

7 

Andover 

5 

Dartmouth 

4 

Andover 

Yale 

6 

Andover 

9 

Yale  Freshmen 

6 

Andover 

O 

Harvard  Freshmen 

9 

Andover 

I 

Villanova 

4 

Andover 

0 

Princeton 

5 

Andover 

3 

Harvard 

4 

Andover 

4 

Newtowne 

3 

Andover 

5 

Harvard  2nd 

1 

TRACK  ATHLETICS 
The  track  team  made  an  unusually  fine  record 
during  the  last  season,  due  both  to  the  careful  train- 
ing of  Sydney  Peet,  and  the  individual  work  of  its 
captain,  Reed  Kilpatrick.  Kilpatrick  is  recognized 
by  authorities  as  the  best  all-around  school  boy  ath- 
lete in  the  country  this  year,  and  a  glance  at  his 
achievements  during  the  year  will  serve  to  convince 
one  of  the  justice  of  this  judgment.  Kilpatrick  is 
a  rare  type  of  American  boy.  In  addition  to  his  ath- 
letic ability  he  has  been,  throughout  his  school 
course,  a  scholar  of  high  rank,  a  boy  of  fine  moral 
character,  and  a  leader  in  all  that  is  best  in  the 
school  life.  He  has  borne  all  his  honors  with  rare 
modesty  and  has  justly  earned  the  respect  and  love 
of  students  and  faculty  alike. 

PRINCETON  MEET 
In  the  Princeton  Interscholastic  Meet,  Captain 
Kilpatrick  was  the  sole  representative  of  the  school. 
By  his  remarkable  work  Kilpatrick  won  for  the 
Academy  fourth  place,  securing  a  total  of  thirteen 
points,  divided  as  follows:  First  place  in  the  120  yds. 
high  hurdles;  second  place  in  the  220  yds.  low 
hurdles;  second  place  in  the  broad  jump;  and  third 
place  in  the  shot  put. 

YALE  MEET 

Andover  secured  second  place  in  the  Yale  Inter- 
scholastic Meet  held  at  New  Haven.  Andover  sent 
a  strong  team,  though  not  her  best,  to  this  meet, 
several  of  her  men  being  unable  to  compete  because 
of  scholarship  conditions.  Mercersburg  won  first 
place  with  a  total  of  54  1-2  points.  Andover's  total 
was  38  1-2.  Kilpatrick  was,  as  usual,  the  star  of  the 
meet,  winning  first  place  in  the  120  yds.  high  hurdles, 
the  220  yds.  low  hurdles,  and  the  broad  jump,  and 
third  in  the  shot  put. 

HARVARD  MEET 

First  place  in  the  Harvard  Interscholastic  Meet 
went  to  Andover  by  a  wide  margin.  The  points 
secured  by  the  four  leading  schools  were  divided  as 
follows:  Andover  50  2-3,  Volkmann  21  1-3,  Exeter 
16  1-3,  Worcester  14  1-6.  Again  Kilpatrick  carried 
off  first  honors  with  a  total  of  twenty-one  points, 
equal  to  the  total  number  of  points  secured  by  the 
school  winning  second  place.  Kilpatrick's  points 
were  divided  as  follows:  first  place  in  both  hurdle 
races,  the  broad  jump,  and  hammer  throw,  and 
fourth  place  in  the  shot  put. 
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EXETER  MEET 

Andover  won  the  annual  meet  with  Exeter  on 
Memorial  Day  by  the  decisive  score  of  56  5-6  points 
to  39  1-6.  The  points,  however,  fail  to  give  a  fair 
idea  of  the  closeness  of  the  contest,  for  in  the  ma- 
jority of  the  track  events,  particularly  in  the  distance 
runs,  Andover's  victories  were  secured  in  the  last 
twenty-five  yards  of  the  course.  No  more  game 
finishes  have  ever  been  witnessed  on  an  Andover 
field  than  those  in  the  distance  runs.  Kilpatrick,  as 
expected,  was  the  most  prominent  performer,  win- 
ning first  places  in  the  220  yds.  hurdle  race,  and 
the  broad  jump,  and  tying  for  first  place  in  the  120 
yds.  hurdle  race:  a  total  of  13  1-2  points.  Below  is 
given  a  summary  of  the  results: 

Andover 

100  Yds.  Dash 
120  Yds.  Hurdles 
Mile  Run 
440  Yds.  Run 
220  Yds.  Hurdles 
220  Yds.  Dash 
880  Yds.  Run 
Shot  Put 
High  Jump 
Hammer  Throw 
Broad  Jump 
Pole  Vault 


1-2 


1-3 


Exeter 
6 

3  1-2 
1 

3 
2 
2 
1 
6 
5 
7 
o 

2  2-3 


Total  56  s-6         39  1-6 

First  counts,  5  points;  second,  2;  third,  1. 

ANDOVER'S   INDIVIDUAL  SCORES 


Capt.  Kilpatrick 

Cooke 

Knox 

Lewis 

Morrison 

Dowling 

Greenough 

Rosendale 


Points 

13  1-2 
7 

5 
5 

s 

5 
3 
2 


Drew 

2 

McCreadie 

2 

Hubbard 

2 

Riefkohl 

2 

Dearborn 

1 

Hopkins 

1 

Thompson 

1 

Gardner 

1-3 

Total 

56  5-6 

EXETER'S 

INDIVIDUAL  SCORES 

Points 

Burlingame 

7  1-3 

Peake 

7 

Power 

5 

Hart 

5 

MacGregor 

4 

Chadwick 

2  1-2 

Chisholm 

2 

Sprague 

2 

Rodgers 

1 

Porter 

1 

Spear 

I 

Randolph 

i-3 

GOLF  AND  TENNIS 

In  both  golf  and  tennis  Exeter  proved  her  su- 
periority to  Andover.  The  result  of  the  golf  con- 
test was  Exeter  7,  Andover  6,  while  in  tennis  both 
the  singles  and  doubles  were  won  by  Exeter. 

NEW  GOLF  CAPTAIN 

L.  O.  Wilson  was  unanimously  elected  captain 
of  the  golf  team  to  replace  Mears,  who  left  school. 

ANDOVER  MAN  CAPTAIN 

Charles  L.  Lanigan,  P.  A.  '06,  was  captain  of  the 
Harvard  Freshman  baseball  team  last  season. 

ANDOVER  MEN  RECEIVE  FOOTBALLS 

Gold  footballs  were  awarded  to  all  men  at  Yale 
who  took  part  in  the  championship  series  last  fall. 
Among  the  number  were  the  following  old  An- 
dover men: — Capt.  Morse,  Hockenberger,  and  Ol- 
cott. 

Silver  footballs  were  also  given  to  men  who  played 
in  a  majority  of  games.  The  Andover  men  to  re- 
ceive these  were: — Overall,  Gillis,  and  Levine. 


CHESS  DEFEAT 

The  result  of  the  annual  chess  match  with  Exeter 
was  a  victory  for  Exeter  by  a  score  of  four  to  one. 
The  score  is  as  follows: 


Andover 
Moses 

Foster,  capt. 
Baury 
Hartwell 
Dunn 


Lazarus,  capt. 

Park 

Brooks 

Wiltsie 

Heald 


Exeter 
o 
[ 
I 
I 
1 


Total 


39  1-6 


Total,  Exeter  4,  Andover  1 

MORE   PICTURES   FOR  LIBRARY 

Mr.  Clarence  Morgan,  a  trustee  of  Phillips  Acad- 
emy and  a  professor  in  McGill  University,  has  pre- 
sented the  library  with  a  series  of  pictures.  A  set 
from  Oxford  and  Cambridge  has  also  been  received, 
through  the  courtesy  of  Mr.  William  Thayer,  a  grad- 
uate of  the  Academy  and  now  a  Rhodes  Scholar  at 
Oxford. 

YALE  SOCIETY  ELECTIONS 

The  following  is  the  list  of  P.  A.  men  who  have 
been  elected  to  the  Senior  Societies  of  Yale  Uni- 
versity for  the  ensuing  year. 
Skull  and  Bones  — 

James  Carlton  Thornton    of  Bedford,  Ind. 

James  Willard  Williams   of  Glastonbury,  Conn. 

George  Henry  Townsend  2nd,  of  New  Haven, 
Conn. 

Lester  William  Perrin  of  New  Haven,  Conn. 
Scroll  and  Key  — 

Sydney  Dodd  Frissell  of  Hampton,  Va. 
Chaunccy  Brewster  Garver  of  New  York  City. 
Joshua  Boone  Waterworth    of  Brooklyn,  N.  Y. 
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Wolf's  Head  — 
Charles  Meredith  DuPuy   of  Alleghany,  Penn. 
Donald  Wallace  Porter  of  New  Haven,  Conn. 
Samuel  Newton  Holliday  2nd,  of  St.  Louis,  Mo. 
Thomas  Coolidge  Fowler  of  Glen  Falls,  N.  Y. 

CHINESE  CONFERENCE 

The  third  annual  conference  of  the  Chinese  Stu- 
dents' Alliance  of  America  will  be  held  in  Andover 
from  August  20th  to  26th,  inclusive.  The  Trustees 
of  the  Academy  have  offered  the  use  of  their  build- 
ings for  the  conference,  which  was  formerly  held  in 
Amherst.  The  Committee  on  Management  has  the 
following  representatives  from  Andover:  C.  L.  Li; 
Y.  S.  Wong;  S.  Y.  Yung;  Jen  Huan,  P.  A.  '06,  now 
at  Amherst  Agricultural  College.  The  conferences 
in  the  past  have  been  well  attended  by  students 
from  all  schools,  among  them  several  girls  from 
Wellesley.  The  Chinese  minister,  who  is  an  An- 
dover man,  has  also  been  present.  The  purpose  of 
the  conference  is  to  promote  the  interest  of  the 
Chinese  students  regarding  affairs  in  China;  to  af- 
ford all  present  an  opportunity  to  become  ac- 
quainted; to  discuss  plans  for  the  ensuing  year;  and 
to  elect  officers.  Athletic  games  and  receptions  are 
held  for  the  entertainment  of  the  guests.  Last 
year  a  reception  was  given  by  the  Chinese  minister 
to  the  students  and  guests,  but  this  year  he  will  be 
unable  to  attend  as  China  has  recalled  him  to  fill 
a  higher  official  position,  that  of  President  of 
Foreign  Affairs.  The  following  are  the  officers  of 
the  Alliance:- — 

President — P.  H.  Linn,  Columbia  University. 

Vice-presidents — C.  S.  Bok,  New  York  City;  K. 
L.  C.  Sun,  Ithaca,  N.  Y. 

English  Secretary — K.  W  Koo,  Columbia  Uni- 
versity. 

Chinese  Secretary — U.  C.  Yang,  Hamilton,  N.  Y. 
Treasurer — K.  P.  Chen,  Philadelphia,  Pa. 

THE    CLASSICAL   ASSOCIATION    OF  NEW 
ENGLAND 

The  Classical  Association  of  New  England,  re- 
presenting the  leading  colleges  and  preparatory 
schools,  met  at  Phillips  Academy,  April  5th  and 
6th.  On  Friday  night  Principal  Stearns  delivered 
an  address  of  welcome,  and  Prof.  Kittredge  of 
Harvard  read  an  excellent  paper  on  "The  Relation 
of  the  Classics  to  Modern  Literature."  The  chief 
paper  of  Saturday's  sessions  was  read  by  Prof.  Sey- 
mour of  Yale  on  "New  Problems  of  Homeric 
Study." 

Through  the  generosity  of  the  Trustees,  the  mem- 
bers were  guests  of  the  Academy  at  the  Dining  Hall; 
and  through  the  hospitality  of  students,  were 
housed  in  school  dormitories.  Signs  written  in 
Latin  guided  the  visitors  from  the  station  to  the 
various  buildings  and  furnished  much  amusement. 

All  were  delighted  with  their  hospitable  enter- 
tainment.   To  Professor  Forbes,  who  had  charge  of 


the  arrangements,  the  success  of  the  conference 
was  largely  due. 

The  following  officers  for  the  ensuing  year  were 
elected: 

President — Charles  H.  Forbes,  Andover. 
Vice-president — James    J.    Robinson,  Lakeville, 
Conn. 

Sec.  and  Treas. — George  E.  Howes,  Williamstown. 
FREAK  ADDRESSES 

That  Phillips  Academy  enjoys  a  world-wide  repu- 
tation no  one  will  deny.  But  the  somewhat  vague 
notions  as  to  the  nature  of  the  institution  as  they 
often  exist  in  the  minds  of  some  persons,  especially 
those  residing  in  distant  parts  of  the  country,  are 
often  amusing  and  interesting.  Confusion  between 
the  two  Phillips  Academies  at  Andover  and  Exe- 
ter is  natural  and  common,  but  that  this  confusion 
is  not  confined  to  the  relationship  of  these  two 
schools  alone  is  well  illustrated  by  the  list  of  ad- 
dresses given  below  which  have  been  selected  from 
communications  received  at  the  Academy  office 
during  the  past  year. 

Official  Board,  Andover  Preparatory  School,  An- 
dover, Mass. 

Mr.  J.  Sterne  Philips,  Andover,  Mass.  (Acad- 
emy.) 

"Prep"  Academy,  Andover,  Mass. 
Phillips  Andover  Academy,  Near  Boston,  Mass. 
Cascadilla  Preparatory  School,  Andover,  Mass. 
The  Phelps-Andover  Academy,  Andover,  Mass. 
Phillips  Andover  Academy,  Mass. 
Exeter-Phillips,  Andover,  Mass. 
Phillips  Exeter  Academy,  Andover,  Mass. 
Philip  Andover  Preparatory  School,  New  Haven, 
Conn. 

Mr.  Phillips  Acad,  Andover,  Mass. 

Mr.  Academy  Phillip,  Andover,  Mass. 

Mr.  Philip  Andover,  Andover  College,  Andover 

Mass. 

Prin.  Phillips  Exeter  Academy,  Andover  Acad- 
emy, Mass. 

Flipps  Academy,  Andover,  Mass. 

Phillips  Academy,  Ann  Dover,  Mass.,  and  Han- 
dover, Mass. 

St.  Phillips  Academy,  Andover,  Mass. 

The  Andover  University,  New  Hampshire,  Ver- 
mont. 

Registrar,  Miss  Phillips  Academy,  Andover,  N.  H. 
(Catalogue    returned,    marked,  —  "Dead"  —  "New 
Heaven,  Conn.") 

HONORARY  SOCIETY. 

The  Gamma  chapter  of  the  Alpha  Delta  Tau,  an 
honorary  scholarship  society  of  secondary  schools 
with  the  purpose  of  giving  the  same  recognition  to 
high  scholarship  in  secondary  schools  as  the  Phi 
Beta  Kappa  Society  gives  in  colleges,  was  estab- 
lished at  the  Academy  during  the  spring  term. 

The  standard  for  admission  at  Andover  is  an  aver- 
age mark  for  the  senior  year  of  B  with  no  grade 
lower  than  C. 
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CLASSIFIED  LIST  OF  CONTRIBUTORS 
TO  ALUMNI  FUND  FOR  ANNUAL 
EXPENSES 

August  1,  1906 — August  1,  1907 


1841 
Emerson,  S. 

1843 
Shaw,  E. 

1849 
Crowell,  E.  P. 
Peabody,  A.  B. 

1850 
Thatcher,  J. 

1853 

Dove,  G.  W.  W. 
Smith,  J.  H.  D. 
Van  Name,  A. 

1854 
Harris,  W.  T. 
Mowry,  W.  A. 

1855 
Carter,  F. 
Catlin,  H.  D. 
Chapin,  S.  F. 
Thompson,  T.  W. 

1856 

Dillingham,  E.  C. 

1857 
Alcott,  W.  P. 
Crosby,  J.  H. 
Jewett,  E.  A. 
Morse,  G.  H. 

1858 
Morse,  R.  C. 
Raymond,  G.  L. 
Treat,  J.  H. 
Tupper,  J.  B.  T. 

1859 
Abbott,  A.  W. 
Brown,  M. 
Bundy,  F.  E. 
Chamberlain,  L.  T. 
Dimock,  A.  W. 
Durfee,  H.  B. 
Emerson,  T.  A. 
Garland,  A.  S. 
Kimball,  T.  D. 
Miller,  M.  M. 
Sheldon,  C.  S. 
Shepard,  C.  U. 
Southworth,  G.  C.  S. 
Reade;  W.  C. 
Richardson,  W.  H. 
Whitehead,  C. 
Woodruff,  J.  H. 

i860 
Flagg,  I. 
Olney,  P.  B. 
Russell,  F.  W. 
Wood,  B.  R. 

1861 
Ford,  G.  T. 
Pennington,  A.  S. 

1863 
Cowles,  H.  M. 
Fitzgerald,  D. 
Goddard,  G.  H. 

1864 
Dana,  S.  H. 
Morse,  O.  C. 

1865 
Chase,  C.  P. 
Deming,  H.  E. 
Downie,  D. 
Starr,  E.  W. 

1866 
Coburn,  S.  R. 

1868 
Minor,  S.  C. 
Norris,  W.  O. 

1869 
Sherman,  F.  E. 


1870 
Wallace,  C.  R. 

1871 
Abbott,  J.  A. 
Appleton,  F.  R. 
Garver,  J.  A. 
Griswold,  R.  M. 
Isham,  C. 
Isham,  S. 
Munroe,  J.  A. 
Roosa,  DeW. 
Smith,  E.  C. 
Somers,  F.  D. 
Stevens,  H.  W. 
Van  Duzer,  H.  S. 

1872 
Martin,  E.  S. 

1873 
Ripley,  A.  L. 

187S 
Slack,  E.  A. 
Warren,  F.  M. 

1876 
Lord,  D.  W. 

1877 
Booth,  J.  H. 
Day,  W.  P. 

1878 
Bailey,  E. 
Jelly,  A.  C. 

1879 
Carlton,  H.  F. 
Crocker,  W.  H. 
Packwood,  R.  A. 

1880 
Brown,  H.  J. 
Kennedy,  M.  C. 
Sharp,  H.  H. 

1881 
Dunlap,  I.  H. 
Hanna,   R.  J. 
Jones,  C.  A. 
Weymouth,  W.  T.  G. 

1882 

Carpenter,  G.  R. 
Cheng,  Sir  C.  L. 
Craney,  J.  P. 
Harris,  T.  H. 
Schauffler,  W.  C. 

1883 
Archbald,  J.  Jr. 
Bradford,  R.  R.  P. 
Gates,  L.  H. 
Jennings,  O.  G. 
Norton,  E.  H. 
Oakes,  W. 
Parkhurst,  F.  E. 
Perkins,    H.  F. 
1884 

Atterbury,  R.  R. 
Bergstrom,  F. 
Kutz,  J.  J. 
Richardson,  J.  W. 
Stimson,  H.  L. 
Whittemore,  A.  H. 
Woodworth,  C.  N. 

1885 
Austin,  A.  P. 
Harding,  G.  C. 
Lloyd,  W. 
McClellan,  P.  W. 
Pond,  S.  N. 
Richards,  S.  F. 
Sawyer,  W.  D. 
Smith,  S.  L. 
Woodworth,  H.  P. 

1886 
Bovey,  C.  C. 


Parker,  W,  W. 
Carpenter,  W.  B. 
Clifford,  N.  J. 
Crosby,  J. 
Danforth,  G.  H. 
DeLancey,  D. 
Gorham,  J.  D. 
Janeway,  H.  H. 
Kellogg,  H.  S. 
Morgan,  E.  V. 
Myer,  W. 
Odlin,  W. 
Peabody,  A.  H. 
Rockwood,  G.  I. 
Speer,  R.  E. 
Yardley,  F. 
Young,  J.  C. 

1887 
Barnett,  J.  F. 
Boutwell,  A.  T. 
Chadwick,  E.  D. 
Clark,  T.  S. 
Day,  H.  G. 
Evans,  S.  M. 
Ferry,  W.  I. 
Martin,  J.  B. 
McClure,  W.  I. 
Mitchell,  J.  R. 
Powell,  J.  C. 
Shaw,  A.  J. 
Tweedy,  H.  H. 

1888 
Bayne,  H.  A. 
Carr,  J.  T. 
Graves,  H.  S. 
Haskell,  W.  S. 
Johnson,  G.  .D. 
Smith,  W.  DeW. 
Verplanck,  J.  D. 

1889 
Bacon,  H.  S. 
Bailey,  W.  A. 
Cameron,  J.  D. 
Coffin,  A.  D. 
Ellsworth,  S.  W. 
Emerson,  J.  L. 
Morgan,  C. 
Neale,  J.  C. 
Parsons,  J. 
Phelps,  G.  W. 
Wilcox,  W.  D. 

1890 

Andress,  F.  W.  ■ 
Case,  G.  B. 
Cochran,  T. 
Curtis,  C.  J. 
Davis,  F.  R.  . 
Dickson,  A.  G. 
Gilbert,  P.  F. 
Henning,  G.  N. 
Holmes,  R.  W. 
Mead,  G.  W. 
Morse,  H.  E. 
Moseley,  H.  P. 
Noyes,  G.  R. 
Page,   E.  F. 
Perham,  W. 
Potter,  J.  T. 
Robinson,   C.  A. 
Taylor,  A.  S. 
Yeaw,  P.  A. 
1891 

Anderson,  J.  N.,  Jr. 
Beard.  I.  M. 
Cobb,  B.  C. 
Cox.  E.  V. 
Kimberly,  J.  C. 
McP.irnev.  D. 
McCormick,  V.  C. 
McMillan,  P.  H. 
Nicola.  O.  P. 
Osgood,  A.  T. 
Skinner,  A.  E. 
Smith,  L. 
Tvler,  S.  W. 
Williams,  J.  R. 


1592 
Allen,  P.  R. 
Colgate,  R. 
Crawford,  C.  A. 
Dickerman,  S.  O. 
Duffy,  W.  F. 
Eagle,  J.  F. 
Farnum,  C.  H.,  Jr. 
Farr,  H.  A. 
Foote,  A.  E. 
Fisher,  H.  J. 
Francis,  R.  T. 
Friend,  by  A.  P.  T. 
Goodall,  A. 
Hood,  R.  D. 
Howard,  G.  M. 
Knapp,  J.  H.  - 
McLanahan,  G.  X. 
Merriam,  G.  E. 
Mitchell,  J.  G. 
Neale,  J.  B. 
Nettleton,  G.  H. 
Thompson,  A.  P. 
Torrey,  J.  P. 
Smith,  L.  W. 
Vaill,  D.  L. 
Weyerhauser,  F.  E. 

1893 
Alger,  R.  A. 
Andrews,  W.  W. 
Armstrong,  R. 
Auten,  B.  C. 
Collins,  F.  H. 
Crosby,    R.  M. 
DeForest,  H.  L. 
Fuller,  S.  L. 
Gilmore,  R.  C. 
Harkness,  R.  B. 
Hay,  C.  C. 
Maddox,  K. 
Masury,   F.  L. 
Pomeroy,  J.  V; 
Reed,  R.  D. 
Ripley,  P.  F. 
Sanger,  R.  C. 
Sawyer,  J.  P. 
Sjostrom,  W.  L. 
Taylor,  G.  B. 
Terrill,  M.  W. 
Tirrell,  P.  H.,  Jr. 
Wilder,  H.  J. 
Williams,  W.  T.  B. 
Wilson,  C.  H. 
Winters,   H.  B. 
Wyer,  H.  G. 

1894 
Beecher,  F.  L. 

189S 
Adams.  M.  T. 
Day,  D.  H. 
Davton,  C.  W.,  Jr. 
Dulany,  G.  W.,  Jr. 
Harrington,  J.  T. 
Haskell.  E.  K. 
McClellan.  G.  H. 
Merrill,  C.  F. 
Moody,  S.  E. 
Porter,  J.  S. 
Ridgeway,  W.  C. 
Smith,  A.  J. 
Stratton,  G.  B. 
Van  Horn,  W.  A.,  Jr. 

1896 
Aldred,   F.  W. 
Allen,  F.  W. 
Askew,  R.  K. 
Barbour,  W.  T. 
Barton,    R.  M. 
Bell,  J.  P. 
Brown,  C.  H. 
Crawford,  F.  T. 
Dana,  J.  D. 
Drinkwafer,  A. 
Eaton,  W.  P. 
Funk,  L.  W. 
Oreene,  E.  C. 
Greenway,  J.  C. 
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Henry,  B. 
Hochstader,  L.  A. 
Merrill,  H.  G. 
Richards,  J.  A. 
Roberts,  A.  S. 
Roberts,  H.  G. 
Sawyer,  W.  D. 
Sargent,   I.  W. 
Schweppe,  R.  J. 
Stevenson,  R.,  Jr. 
Treadway,   C.  T. 
Tuttle,  C.  B. 
Tyler,  R.  P. 
Van  Schaick,  B.  L. 
Wright,  A.  E. 

1897 
Adler,  M. 
Borden,  J.  H. 
Edwards,    R.  H. 
Richardson,  A.  H. 
Wallace,  H.  S. 
Young,  A.  J. 

1898 
Boynton,  E.  B. 
Callender,  J.  A. 
Hay,  S. 

Roberts,  W.  F. 
Serviss,  S.  B. 
Taylor,  A.  McL. 

1899 
Cobb.  M.  A. 
Dreisbach,  J.  M. 
Fox,  Alan 
Howard,  T. 
Levering,  R.  M. 
Melczer,  R.  H. 
Nathan,  G.  A. 
Nevin,  T.  H. 
Sturges,  E.  P. 
Townsend,  E.  P. 

1900 

Barsamian,  D.  B. 
Brown,  R.  D. 
Fobes,  F.  H. 
Jordan,  W.  B. 
Merrill,  G.  E. 
Merrill,  R.  W. 
Moon,  D.  R. 
Moore,  A.  H. 


CLASS 

1841 
1843 
1849 
1850 
1853 
1854 
185S 
1856 
i8S7 
1858 
1859 
i860 
1861 
1863 
1864 
1865 
1866 
1868 


Thatcher,  T.  D. 
Willard,  L.  DeN. 
Williams,  J.  H. 
1901 

Mersereau,  R.  W. 
Mulligan,  E.  B. 

1902 
Ashley,  W.  H. 
Ayers,  J.  E. 
Knox,  H.  S. 
Perrin,  L.  J. 

1903 

Anderson,  G.  E. 
Baker,  M.  F. 
Becker,   N.  C. 
Beinecke,  E.  J. 
Braun,  G.  P. 
Chapin,  E.  B. 
Crawford,  S.  F. 
Fernald,  R.  W. 
Gavitt,  S.  B. 
Gillis,  H.  C. 
Gillis,  R.  H. 
Hall,  E.  B. 
Howell,  G.  W. 
Marshall,  R.  D. 
O'Day,  F. 
Otis,  C.  P. 
Piatt,  L. 
Simmons,  F.  R. 
Smith,  M.  K. 
Stimson,  H.  B. 

1904 
Adler,  E.  A. 
Brewer,  H.  C. 
Dawson,  B.  F. 
Eaton,  T. 
Gurley,  E. 
Holliday,  S.  N. 
Penfield,  A.  .M. 
Proctor,  J.  S. 
Schneider,  F.  J. 
Standley,  C.  L. 
Williams,  J.  W. 

1905 
Cushman,  T.  A. 
Dods,  J.  P. 

Sem. 
Sterrett,  J.  B. 


ALUMNI  NOTES 

Edited  by  Gborge  T.  Eaton,  '73 


AMOUNT 

1869 

2 

00 

1889 

328  10 

$  2 

00 

1870 

JO 

00 

1890 

201  42 

100 

00 

1871 

415 

00 

1891 

160  00 

6 

00 

1872 

10 

00 

1892 

227  00 

10 

00 

1873 

50 

00 

1893 

348  92 

25 

00 

1875 

15 

00 

1894 

5  00 

7 

00 

1876 

1 1 

00 

1895 

84  00. 

12 

00 

1877 

10 

00 

1896 

287  00 

S 

00 

1878 

25 

00 

1897 

107  00 

14 

00 

1879 

US 

00 

1898 

68  00 

25 

00 

1880 

40 

00 

1899 

100  00 

83 

00 

1881 

31 

00 

1900 

88  08 

31 

01 

1882 

125 

92 

1 90 1 

34  00 

10 

00 

1883 

609 

92 

1902 

34  00 

1 5° 

00 

1884 

77 

00 

1903 

115  00 

15 

00 

1 885 

207 

92 

1904 

99  00 

42 

00 

1886 

177 

00 

1905 

7  50 

1 

00 

1887 

170 

00 

6 

00 

1888 

57 

00 

Total 

$4970  79 

CONTRIBUTIONS  TO  GENERAL  ENDOWMENT 
FUND 


August  1,  1906 — August  1,  1907 


Barbour,  William  T.,  '96 
Chase,   Irving  H.,  '76 
Crane,   Frederick  G.,  '84 
Decennial  Gift,  Class  of  1896 
Joy,  Richard  P.,  '90 
Sortwell,  Alvin  F.,  '71 
Spaulding,  Samuel  S.,  '68 
Suffern,  Charles  C,  '71 

Total 


$500  00 
100  00 

1000  00 
675  72 
100  00 
100  00 
500  00 
100  00 


$3075  72 


'43 — Quincy  L.  Reed  died  of  pneumonia  at  South 
Weymouth,  April  9,  1907.  Mr.  Reed  was  a  civil  engi- 
neer by  profession,  but  was  greatly  interested  in  agri- 
culture, and  was  a  member  of  the  State  Board  of  Agri- 
culture. 

'46 — Died  at  Cheyenne,  Wyo.,  in  the  middle  of 
June,  at  the  age  of  80  years,  Edward  C.  David,  a  grad- 
uate of  Williams  College.  For  a  number  of  years  he 
practised  law  in  Boston. 

'46 — August  i,  1857,  Samuel  Page  Hadley  was  ap- 
pointed clerk  of  the  Lowell  police  court  and  in  1885 
was  made  a  justice  of  the  same  court  and  so  has  served 
fifty  years.  Judge  Hadley  was  born  in  Lowell,  October 
22,  1831,  and  is  the  sort  of  Samuel  Page  Hadley  and 
Belinda  Butler  Hadley  and  a  lineal  descendant  of 
George  Hadley,  one  of  the  early  settlers  of  Ipswich. 
He  graduated  from  the  law  school  in  Poughkeepsie, 
N.  Y.,  in  1853,  was  admitted  to  the  New  York  bar  in 
the  same  year,  studied  in  the  law  office  of  Judge  Kent, 
and  returned  to  his  native  city,  where  he  has  since 
lived.     He  is  an  authority  in  local  history. 

'47 — Rev.  Charles  Lathrop  Ayer  was  born  in  North 
Stonington,  Conn.,  June  25,  1826,  was  a  member  of 
the  Yale  Class  of  1850,  studied  divinity  with  the  Rev. 
Thomas  O.  Rice,  served  as  pastor  in  several  towns  of 
Conn.,  his  last  pastorate  being  at  Bethlehem,  Conn., 
1895-1898.  He  died  at  Windsor,  Conn.,  June  2,  1907. 
His  college  preparation  was  also  at  Bacon  Academy, 
Colchester,  Conn.,  and  at  Williston  Seminary,  East- 
hampton. 

'49 — George  Russell  Dwelley  was  born  in  Hanover, 
December  5,  1829,  graduated  from  Harvard  in  1853, 
and  died  at  Arlington  Heights  April  13,  1907. 

'49 — William  L.  B.  Jenney,  architect  and  civil  engi- 
neer, died  in  Los  Angeles,  Cal.,  in  the  middle  of  June. 
During  the  civil  war  he  was  chief  engineer  of  the  5th 
Army  Corps  and  served  on  the  staffs  of  Generals 
Grant   and  Sherman. 

'53 — Sylvester  Lovejoy,  a  life-long  resident  of  An- 
dover,  died  at  the  Massachusetts  General  Hospital  in  Bos- 
ton June  3,  1907.  He  was  a  skilled  workman  in  the 
Lowell  Machine  Shop  in  Lowell  in  early  life  and  a 
farmer  in  Andover  during  his  later  years.  He  enjoyed 
music,   playing   a  clarionet. 

'53 — Edward  Payson  Stetson  died  at  Walpole,  May 
21,  1907  at  the  age  of  69  years. 

'54 — Early  in  May  a  cablegram  from  the  island  of 
Malta  announced  the  death  of  Henry  Lyman  Clapp  at 
his  home  in  Valetta.  Mr.  Clapp  was  born  in  Enfield, 
August  18,  1828  and  for  many  years  was  in  charge  of 
the  New  York  office  of  the  Fairbanks  Scale  Co. 

'54 — Daniel  Woodbury  Tenney  died  in  Methuen 
April  8,  1907.  For  several  years  Mr.  Tenney  was  a 
market  gardener  in  Chicago,  and  for  many  years  manu- 
factured  shoes  in  Methuen. 

'55 — George  Samuel  Chase  is  an  expert  examiner  of 
accounts  with  office  at  27  State  St.,  Boston  and  lives 
at   19  Lancaster  St.  Cambridge. 

'55 — Henry  L.  Mowry  is  secretary  and  treasurer  of 
the  Phoenix  Paper  Co.  of  Greenwich,   N.  Y. 
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'56 — John  Marshall  Brown  of  Portland,  Me.  died  July 
20,  1907.  During  the  Civil  War  he  rose  from  first  lieu- 
tenant to  brigadier-general.  Gen.  Brown  was  a  member 
of  the  historical  societies  of  Maine,  New  Hampshire, 
Massachusetts  and  Pennsylvania  and  the  Royal  Historical 
Society  of  Great  Britain. 

'56 — Daniel  Henry  Chamberlain,  Yale  '62,  was  born  in 
West  Brookfield,  June  23,  1835,  and  received  an  LL.B. 
from  the  Harvard  Law  School  in  '64.  He  served  as  an 
officer  in  the  Fifth  Mass.  Regiment  during  the  Civil  War, 
was  Attorney-general  of  the  state  of  South  Carolina,  1868- 
1872,  and  Governor  of  South  Carolina,  1874-1877.  In 
1877  he  formed  a  law  partnership  with  the  firm  name  of 
Chamberlain,  Carter  and  Eaton,  Broadway,  New  York. 
Governor  Chamberlain  was  a  brilliant  scholar,  an  able 
•writer,  a  successful  lawyer,  and  an  effective  reformer.  He 
was  an  ardent  defender  of  classical  studies,  and  a  firm 
believer  in  the  value  of  a  rigid  training  in  English  lan- 
guage and  literature.  While  at  Yale  he  won  the  Yale 
Literary  Essay  Medal  and  the  DeForest  Medal.  He  died 
April  13,  1907,  at  Charlottesville,  Va. 

'56 — Professor  Joseph  Leonard  Daniels  of  Olivet, 
Mich.,  and  Miss  Minerva  Tenney  Ellis  were  married 
March  24,  1907,  at  Baltimore,  Md. 

'56— William  Couch  Egleston,  Yale  '61,  left  by  will 
$100,000  to  Yale  University. 

'56 — Benjamin  A.  Sawyer  is  a  solicitor  of  Army  and 
Navy  Pensions  at  174  Merrimack  St.  Haverhill. 

'58 — James  Coffin  Jordan,  manager  for  38  years  of  the 
Portland  Star  Match  Co.,  died  May  16,  1907  at  Portland, 
Me.,  at  the  age  of  68  years. 

'58 — George  Thacher  Sears  died  early  in  April  1907  at 
Somerville.  He  was  chief  chemist  at  the  Mass.  General 
Hospital, .  and  had  the  distinction  of  being  present  at.  the 
first  administration  of  ether  in  this  country.  He  served 
in  the  Civil  War,  was  a  member  of  the  Ancient  and 
Honorable  Artillery  and  of  the  Boston  Fusileers. 

'59 — Addison  Pinneo  Foster  died  June  18,  1907.  at  New 
Paltz,  N.  Y.,  at  the  age  of  65  years.  He  graduated  from 
Williams  College  and  from  Andover  Theological  Sem- 
inary and  served  as  pastor  at  Lowell,  Maiden,  Chelsea, 
Newark,  N.  J.,  and  Roxbury.  His  last  years  were  spent 
as  secretary  of  the  American  Sunday  School  Union  for 
New  England. 

'50 — George  Sanger  Poole  was  born  in  Worcester,  July 
28,  1839,  was  a  mining  engineer  at  Pottsville,  Pa.,  assis- 
tant librarian  of  the  Peabody  public  library  and  the 
Charlestown  public  library  and  of  the  Congressional 
library  at  Washington,  and  for  42  years  was  connected 
with  the  Warren  Institution  of  Savings,  Charlestown, 
of  which  he  was  president  at  the  time  of  his  death.  For 
many  years  he  was  a  member  of  the  school  board  of 
Charlestown  and  later  of  Somerville.  He  died,  May  26, 
1907,  at  his  home  in  Somerville. 

'61 — Edmund  Sanford  Clark,  a  member  of  the  dry  goods 
commission  firm,  Danforth,  Clark  &  Co.,  of  Boston  and 
New  York,  died  at  his  home  in  Framingham,  May  28, 
1907  at  the  age  of  64  years.  While  at  Phillips,  Mr. 
Clark  was  an  editor  of  the  Philo  Mirror. 

'61 — Jarcd  Lawrence  Rathbone  was  born  in  Albany,  N. 
Y.,  September  28,  1844,  graduated  at  West  Point  in 
'65,  was  an  aid  on  the  staff  of  Lt.  Gen.  Schofield  '66-'73, 
««rved  as  U.  S.  consul-general  to  Paris  '87-'9i,  was  an 


aid  on  the  staff  of  Generals  Merriam,  Wesley,  Merritt, 
and  Otis  during  the  Spanish  war,  decorated  by  the  French 
Government  as  an  Officer  of  the  Legion  of  Honor.  He 
died  May  2,  1907  in  San  Francisco,  Cal. 

'62 — Rev.  Dr.  James  B.  Gregg,  pastor  for  25  years  of 
the  First  Congregational  Church,  Colorado  Springs,  Col., 
celebrated  his  quarter  century  service  in  the  early  part  of 
May.  In  1906  Harvard  University  bestowed  upon  him 
the  honorary  degree  of  D.  D. 

'64 — William  Lane  Boalt  was  born  in  Norwalk,  O., 
July  4,  1846  and  died  near  Pragser  Wildsee,  in  Tyrol, 
Austria,  June  5,  1906. 

'68 — George  Henry  Stanley,  M.  D.,  a  physician  of  30 
years  practice  in  Pawtucket,  R.  I.,  died  in  that  city  July 
30,  1907.  He  was  a  graduate  of  the  Harvard  Medical 
School  in  1870  and  for  a  time  was  city  physician  of 
Pawtucket. 

'68 — Edwin  A.  Warren  is  the  chemist  at  the  labor- 
atory of  Noyes  Brothers  &  Cutler,  St.  Paul,  Minn. 

'69 — George  Edwards  Vernon,  a  business  man  of  New- 
port, R.  I.,  died  in  that  city,  June  23,  1907,  at  the  age  of 
61  years.  He  had  been  a  member  of  the  R.  I.  legis- 
lature and  had  been  on  the  staff  of  Gov.  Kimball. 

'70 — John  Franklin  Harris  was  born  in  Marblehead 
December  28,  1852,  was  a  member  of  Harvard,  class  of 
1875,  and  was  a  member  of  the  shoe  firm  of  Joseph 
Harris  &  Sons  in  Boston  till  1890  when  he  removed  to 
Spokane,  Wash.,  where  he  died  February  16,  1907.  He 
was  vice-president  of  the  board  of  Education  of  Spokane. 

'71 — George  Watson  Cole  has  recently  compiled  and 
annotated  for  Dodd,  Mead  &  Company  the  catalogue 
of  the  library  of  Mr.  E.  Dwight  Church. 

'71 — John  Patton  was  born  in  Curwensville,  Pa.,  Oct- 
ober 30,  1850,  graduated  from  Yale  in  '75  and  from  Col- 
umbia Law  School  in  '77.  In  '78  he  went  to  Grand 
Rapids,  Mich.,  to  practise  his  profession.  In  1894  he 
was  U.  S.  Senator,  filling  an  unexpired  term.  He  served 
as  president  of  the  Grand  Rapids  Library  Commission. 
In  his  school  days  he  was  the  editor  of  the  Philo  Mirror 
and  was  catcher  on  the  baseball  nine.  He  died,  May  24, 
1907,  at  Grand  Rapids,  Mich. 

'71 — Stephen  Prince  Tracy  is  a  practising  physician 
at  Walkerton,  Ind. 

'75 — Dr.  Henry  Herbert  Donaldson,  Professor  of 
Neurology  at  the  Wistar  Institute  of  Anatomy,  Phila- 
delphia, Pa.,  and  Miss  Emma  Brace,  were  married,  April 
6,  1907,  in  New  York  City,  N.  Y. 

'75 — Rev.  Walter  Marvine,  Chaplain  U.  S.  Army  is 
stationed  at  Fort  Dade,  Egmont,  Fla.  He  is  a  member 
of  the  "Order  of  the  Cincinnati"  and  of  the  "Military 
Order  of  the  Dragon,"  the  latter  order  consisting  of 
Officers  of  the  Army  and  Navy  who  took  part  in  the 
China  Relief  Expedition. 

'76 — Frederick  I.  Allen  has  resigned  the  office  of  U. 
S.  Commissioner  of  Patents  and  formed  a  law  partnership 
firm  of  Allen,  Ely,  Billings  &  Chester  with  offices  at  2 
Rector  St.,  New  York. 

'81 — Irving  H.  Upton  is  head  of  the  department  of 
Science  in  the  Roxbury  High  School. 

'82 — Chentung  Liang  Cheng,  lately  Chinese  Minister 
at  Washington,  known  in  his  school  days  as  Pi  Yuk 
Liang,  has  become  president  of  the  board  of  foreign 
affairs  and  comptroller  general  of  Maritime  customs  at 
Pekin. 

'82 — John  Alvord  Hinsdale  died  April  11,  1907. 

'84 — Rev.  Frank  I.  Paradise  of  Medford  had  an  article 
in  the  April  number  of  "The  Hibbert  Journal"  entitled 
"The  Living  Church." 
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'86 — William  E.  Eaton  is  secretary  of  the  Boot  and 
•  Shoe  Recorder  Publishing  Co.,  Boston  and  lives  in  Wake- 
field. 

'87 — Carroll  Neide  Brown,  Ph.  D.,  Professor  at  the 
College  of  the  City  of  New  York,  and  a  graduate  of 
Harvard  '91,  was  married  April  5,  1907,  at  Briersfield,  Scot- 
land, to  Miss  Agnes  Hood  Hutton. 

'87 — George  A.  Cowen  is  in  charge  of  the  department 
of  Science  in  the  West  Roxbury  High  School. 

'87 — Carroll  Preston  Davis  and  Miss  Matilda  Clarkson 
were  married  at  Pittsburg,  Pa.,  April  24,  1907. 

'87 — Wadsworth  Noyes  is  general  agent  at  Portland, 
Me.,  of  the  New  England  Mutual  Life  Insurance  Co., 
of  Boston. 

'87 — Married  at  Pittsburg,  Pa.,  on  April  3,  190', 
Frederic  Collin  Walcott  and  Miss  Mary  Hussey  Guthrie. 

88 — Rev.  Oliver  H.  Bronson  of  Simsbury,  Conn.,  has 
become  assistant  pastor  of  the  Spring  Street  Presby- 
terian church,  New  York  City. 

'89 — Henry  Crosby  Stetson  was  born  February  1,  1869 
at  Bangor,  Me.,  graduated  from  Yale  in  '93,  from  the  Har- 
vard Law  School  in  '96,  and  was  admitted  to  the  Maine 
bar  and  also  to  the  Suffolk  bar.  For  three  years  he  was 
a  member  of  the  Cambridge  Common  Council  and  this 
year  he  was  elected  president  of  the  Council.  He  was 
secretary  of  the  Yale  Aiumni  Association  of  Boston  and 
a  director  of  the  Cambridge  Y.  M.  C.  A.  He  died  of 
cerebral  hemorrhage,  April  16,  1907  at  his  home  in  Cam- 
bridge. 

'90 — Leonard  B.  Smith  is  a  member  of  the  law  firm  of 
Price  and  Smith  at  24  Broadway,  New  York. 

'90 — Chauncey  W.  Wells  is  teaching  English  in  the 
University  of  California,  Berkeley,  Cal. 

'91- — Louis  Anton  Ernst  Ahlers,  head  of  the  depart- 
ment of  German  in  Colorado  College,  died  at  Colorado 
Springs,  Col.,  July  10,  1907  at  the  age  of  42  years. 

'91 — Clifford  Francis  is  superintendent  of  the  Pon- 
toosuc  Woolen  Manufacturing  Co.,  of  Pittsfield. 

'91 — Thomas  King  Hanna,  a  prominent  illustrator  of 
the  monthly  magazines,  and  Miss  Ida  Leonora  Donaldson 
were  married  May  15,  1907  in  New  York. 

'91 — Hartley  Wales  Thayer,  M.  D.,  of  Newtonville,  and 
Miss  Linda  Washburn  Seaver  were  married  June  29,  1907, 
at  West  Newton. 

'92 — Andrew  J.  Gilmour,  M.  D.,  may  be  found  at  133 
East  57th  St.,  New  York. 

'92 — Rev.  Henry  Neal  Hyde  is  rector  of  Trinity  Church, 
Syracuse,  N.  Y. 

'92 — Professor  George  H.  Nettleton  of  Yale  had  an 
article  in  an  April  number  of  "The  Independent"  en- 
titled "Literature  and  the  College  Examiner." 

'93 — Clarence  Goldsmith  has  lesigned  his  position  as 
Superintendent  of  the  North  Andover  waterworks  to  ac- 
cept a  situation  as  hydraulic  engineer  on  the  National 
Board  of  Fire  Underwriters. 

'94 — Ward  Bonsall  is  an  attorney-at-law  at  the  Berger 
Building,  4th  Ave.  and  Grand  St.,  Pittsburg,  Pa. 

'94 — Philip  S.  Goulding  is  connected  with  the  Library 
at  the  University  of  Illinois  at  Urbana. 

'94 — Frederick  Wardell  Whittemore  and  Polly  Farnum 
Butterfield  were  married  June  29,  1907  at  Andover. 

'94 — George  Walker  Hinman  and  Miss  Miriam  Clarke 
were  married  June  29,  1907  at  North  Reading. 

'96 — Hugh  Taylor  Birch,  Jr.,  born  September  16,  1878, 
in  Chicago,  111.,  graduated  at  Yale  in  1900,  died  recently 
in  Chicago.  He  was  secretary  and  treasurer  of  the 
Haynes  &  Noyes  Co. 

'96 — Frederic  Palmer,  Jr.,  and  Miss  Helen  Wallace  of 
Montclair,  N.  J.  were  married  June  19,  1907  in  New  York. 


96 —  Rev.  Frederick  H.  Steenstra,  assistant  rector  of 
Grace  Church,  New  York,  has  accepted  his  call  to  the 
Emmanuel  Church  at  Manville,  R.  I. 

'97 — Wilfred  C.  Lane  is  Referee  in  Bankruptcy  at  Val- 
dosta,  Ga. 

'97 — James  Layng  Mills  is  a  member  of  the  firm  Mills 
&  Greenleaf,  Architects,  345  Fifth  Avenue,  New  York. 

97 —  J-  H.  A.  Symonds  is  deouty  assistant  district  at- 
torney for  the  County  of  New  York,  N.  Y. 

'97 — Convers  Buckingham  Woohey  and  Miss  Effie  Bush. 
Smith  were  married  May  6,  1907  at  Dunster,  Somerset, 
England. 

'97 — Arthur  J.  Young  is  with  the  brokerage  firm  of 
Choate,  Hall  &  Stewart,  311  Main  St.,  Worcester. 

'99 — John  George  Hass,  Jr.,  and  Miss  Margaret  Mary 
McDevitt  were  married  on  Easter  Monday  at  Lancaster. 
Pa. 

'99 — William  Poyntell  Johnston  and  Miss  Caroline  Pyle 
were  married  June  1,  1907  at  Wilmington,  Del. 

'99 — George  E.  Leonard  is  in  the  law  firm  of  Leonard 
&  Walker  at  135  Broadway,  New  York. 

'99 — Harvey  C.  McClintock  is  engaged  in  the  general 
practice  of  law,  with  offices  in  the  Park  Building,  Pitts- 
burg, Pa. 

'99 — Carl  Emil  Meyer,  a  practising  physician  of  Chico- 
pee,  and  Miss  Anna  Marie  Ludwig  were  married  July  jJ 
1907  at  Chicopee. 

'99 — George  Wilson  Tuttle  and  Miss  Jane  Pearl 
Burnham  were  married  April  15,  1907  at  Los  Angeles, 
Cal. 

'00 — Douglas  G.  Crawford  has  been  teaching  history 
the  past  year  at  Lake  Forest  Academy,  Lake  Forest,  111. 

'00 — The  examiners  in  the  finals  of  the  classical  school 
at  Oxford  University,  England  have  awarded  first  class 
honors  to  Francis  H.  Fobes. 

'00 — Carl  King  and  Miss  Emily  Beekman  Dunning  were 
married  May  14,  1907  at  Brookline. 

'01 — Alden  Brooks,  Instructor  in  English  in  Harvard, 
has  been  appointed  instructor  in  English  at  the  Naval 
Academy,  Annapolis,  Md. 

'01 — Charles  Jarvis  Chapman  and  Miss  Marguerite 
Rumery  were  married  May  18,  1907  at  Portland,  Me. 

'01 — William  Clarence  Matthews  and  Miss  Penelope 
Belle  Lloyd  were  married  July  6,  1907  at  Hayneville, 
Ala.    They  wiil  live  at  89  Egmont  St.,  Brookline. 

'01 — John  E.  Owsley  is  with  the  Merrill,  King  Lumber 
Co.  of  Seattle,  Wash. 

'02 — -David  J.  Davis  is  a  lawyer  with  office  at  the  First 
National  Bank  Building,  Birmingham,  Ala. 

'02 — In  the  finals  of  the  school  of  modern  history  at 
Oxford  University,  England,  William  W.  Thayer  won 
second  class  honors. 

'03 — Saxon  Berry  ■  Gavitt  and  Miss  Eleanor  More 
Green  were  married  April  17,  1907  at  Syracuse,  N.  Y. 

'03 — Samuel  Finley  Brown  Morse  and  Miss  Anne 
Thompson  of  Staatsburg,  N.  Y.  were  married  June  29, 
1907  at  Poughkeepsie,  N.  Y. 

'04 — Harry  B.  Erving,  who  for  over  two  years  has 
been  engaged  in  railroad  engineering  in  the  western  part 
of  British  North  America,  has  entered  the  service  of  the 
United  States  government  at  Panama. 

'04 — Harold  Bruce  Fletcher  deals  in  lumber,  lath,  and 
pulpwood  at  Sherbrooke,  Quebec,  Canada. 

'05 — George    Douglas    Lawson,    Jr.,    and  Miss  Marie  j 
Turner  of  Rhinebeck,  N.  Y.  were  married  June  10,  1907 
at  Fishkill-on-the-Hudson,  N.  Y. 
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THE  NEW  YEAR 


SCHOOL  ENROLLMENT 

The  enrollment  this  year  shows  exactly  the  same 
total  as  that  of  last  year.  Considerably  more  than 
lalf  the  students  come  from  outside  of  New  Eng- 
land. The  total  number  at  present  is  474.  Thirty- 
seven  states  are  represented.  Massachusetts  heads 
the  list  with  130;  New  York  is  second  with  95;  and 
Connecticut  third  with  28.  The  enrollment  from  the 
-emaining  states  is  as  follows: — 

Pennsylvania,  27;  Illinois,  25;  New  Jersey,  22; 
Ohio,  13;  Maine,  11;  Minnesota,  11;  Rhode  Island, 
y,  Colorado,  9;  Washington,  8;  Michigan,  7;  Mis- 
souri, 7;  Nebraska,  5;  California,  4;  District  of  Co- 
lumbia, 4;  New  Hampshire,  4;  Tennessee,  4;  Ken- 
:ucky,  3;  Maryland,  3;  Montana,  3;  Wisconsin,  3; 
Mabama,  2;  Delaware,  2;  Indiana,  2;  Louisiana,  2; 
Oregon,  2;  Texas,  2;  Utah,  2;  Vermont,  2;  Florida, 
[;  Georgia,  1;  Idaho,  1;  Indian  Territory,  1;  Kansas, 
:;  Nevada,  1.  Six  foreign  countries  are  represented: 
3hina  by  9;  Canada  by  2;  Cuba  by  2;  France  by  1; 
fapan  by  1;  Porto  Rico  by  1. 

The  enrollment  by  classes  is  as  follows: — 
Scientific  Classical 


31ass  A,                     57  Class  I,  53 

31ass  B,                    85  Class  II,  62 

:iass  C,                    86  Class  III,  59 

Dlass  D,                    42  Class  IV,  30 

270  204 
■  Total,  474. 


CHANGES  IN  BUILDINGS 

A  change  has  been  made  in  several  of  the  Academy 
uildings  for  this  year.  Society  Hall,  in  the  Acad- 
my  Building,  has  been  made  into  a  recitation  room, 
lthough  Philo  still  uses  it.  A  new  toilet  has  been 
istalled  in  the  Academy  Building.  In  the  Science 
•uilding,  Room  1  in  the  basement,  which  was  for- 
lerly  used  only  for  examinations,  has  been  fitted  up 
or  recitation  purposes,  and  a  new  examination 
00m  has  been  made  in  the  other  end  of  the  base- 


ment by  removing  the  furnaces  and  the  boilers.  The 
building  is  now  heated  from  the  main  plant. 

The  track  house  is  being  made  into  a  temporary 
infirmary,  to  be  used  for  contagious  diseases.  It  will 
be  made  to  accommodate  twelve  patients.  The 
second  floor  is  being  partitioned  off  into  two  wards 
for  six  beds  each;  the  lower  floor  will  be  used  for  a 
kitchen,  nurses'  rooms,  etc.  A  system  of  hot-water 
heating  is  being  put  in. 

CHANGES  IN  THE  FACULTY 

Of  the  six  instructors  who  left  the  faculty  last 
year,  Mr.  Walter  Y.  Durand,  Instructor  in  English, 
has  gone  to  Oberlin  College  as  Associate  Professor 
of  English;  Mr.  Henry  L.  Agard,  Instructor  in 
Mathematics,  has  entered  the  Yale  Graduate  School; 
and  Mr.  Hervey  F.  Houghton,  Instructor  in  Mathe- 
matics, has  gone  to  Dummer  Academy  as  Instructor 
in  Mathematics. 

Seven  new  instructors  have  been  added  to  the 
faculty. 

The  Rev.  Markham  W.  Stackpole,  A.  B.,  Colgate 
'95,  A.  B.,  Harvard  '96,  Andover  Theological  Semin- 
ary '99,  has  been  appointed  Instructor  in  Biblical 
Literature  and  School  Minister.  This  is  a  position 
that  has  just  been  created  this  year.  Mr.  Stackpole 
was  formerly  associate  minister  of  the  Central 
Church,  Boston. 

Mr.  Arthur  W.  Leonard,  A.  B.,  Princeton  '97,  and 
a  Fellow  in  English  in  the  University  of  Chicago, 
'97-'98,  has  been  appointed  Instructor  in  English. 
For  one  year,  '98-'99,  Mr.  Leonard  taught  Greek  at 
Princeton;  and  the  next  year  taught  English  in  the 
extension  department  of  the  University  of  Chicago. 
After  that  he  was  Instructor  in  English  at  Morgan 
Park  Academy  until  he  came  to  Andover. 

Mr.  W.  Huston  Lillard,  A.  B.,  Dartmouth  '05,  has 
been  appointed  Instructor  in  English.  For  two 
years  after  his  graduation,  Mr.  Lillard  was  a  gradu- 
ate student  and  assistant  in  English  at  Dartmputh. 
He  coached  the  Academy  football  team  during  the 
last  season. 

Mr.  Bayard  D.  York,  A.  B.,  Yale  '06,  has  been 
appointed  Instructor  in  Mathematics. 


2 


THE    PHILLIPS  BULLETIN 


Mr.  Leroy  F.  Swift,  B.  S.,  Harvard  '05,  has  been 
appointed  Instructor  in  Natural  Sciences.  After 
his  graduation  from  Harvard,  Mr.  Swift  taught 
sciences  in  the  Lowell  High  School  for  two  years 
before  coming  to  Andover. 

Mr.  George  F.  French,  P.  A.  '97,  A.  B.,  Dartmouth 
'01,  A.  M.  '02,  has  been  appointed  Instructor  in 
Modern  Languages.  Mr.  French  taught  for  one 
year  in  the  Plymouth,  N.  H.,  High  School  and  was 
then  for  three  years  principal  of  the  Stratford,  N. 
H.,  High  School.  For  one  year,  'o6-'o7,  he  studied 
in  France  and  Germany. 

Mr.  Henry  N.  Sanborn,  A.  B.,  Dartmouth  '02,  A. 
M.,  Yale  '03,  has  been  appointed  Instructor  in 
English.  Before  coming  to  Andover,  Mr.  Sanborn 
taught  English  in  Dartmouth  College. 

Professor  Graves  has  been  forced  to  give  up  tem- 
porarily his  work  as  Professor  of  Physics  on  ac- 
count of  ill  health  and  to  take  a  trip  to  Southern 
California,  where  he  will  remain  during  the  winter. 
In  recent  letters  to  friends  in  Andover,  Professor 
Graves  speaks  of  the  great  benefit  he  has  derived 
from  his  residence  in  California.  He  hopes  to  return 
early  in  the  spring. 

On  their  departure  from  Andover,  Mr.  and  Mrs. 
Graves  were  pleasantly  surprised  to  find  the  entire 
school  lined  up  outside  the  Chapel  to  express  their 
good  wishes  by  a  hearty  school  cheer. 

The  classes  in  Physics  have  been  taken  by  Mr.  Ed- 
win T.  Brewster,  who  was  formerly  assistant  in  the 
laboratory  and  who,  for  one  year,  had  charge  of  the 
department. 

DIVISION  OFFICERS 

At  the  beginning  of  the  current  school  year,  a 
plan  was  put  in  operation  by  the  faculty,  which 
promises  to  prove  of  great  value  to  the  life  and 
work  of  the  school.  It  has  long  been  felt  that  in 
a  school  as  large  as  Phillips  Academy  the  case 
of  each  individual  student  cannot  well  receive  the 
careful  attention  that  it  deserves,  and  that  a  closer 
familiarity  with  the  individual,  his  peculiar  needs, 
his  earlier  training,  his  methods  of  work,  etc.,  would 
make  it  possible  for  the  faculty  to  deal  with  him 
more  intelligently  and  helpfully.  The  class  officer, 
whose  work  is  confined  chiefly  to  the  arrangement 
of  recitation  schedules  and  who  is  often  required  to 
deal  with  as  many  as  seventy  or  eighty  boys,  has  not 
the  time  to  give  exhaustive  study  to  the  individual. 

Under  the  new  plan,  the  school  is  divided  into 
groups  of  about  twenty  boys  each,  and  each  group 
is  assigned  to  a  member  of  the  faculty  whose  duty 
it  is  to  make  himself  thoroughly  familiar  with  the 
needs  and  the  conditions  attaching  to  every  boy  in 
his  group.  The  instructor  is  expected  to  investigate 
the  boy's  record  in  previous  schools  and  at  homo, 
his  natural  ability,  the  spirit  with  which  he  applies 
himself  to  his  assigned  school  duties,  his  immediate 
surroundings  in  Andover  —  in  fact  everything  that 


will  enable  the  faculty  to  deal  with  the  individ 
with  the  most  intelligent  judgment  possible.  Wh 
the  case  of  an  individual  is  before  the  faculty 
discussion  or  action,  the  division  officer  is  expecti 
to  report  the  results  of  his  investigations  that 
faculty  may  act  accordingly.    If  a  boy  displays 
tendency  to  neglect  his  work,  or  finds  his  wo 
beyond  his  ability,  the  division  officer  has  the  oppc 
tunity  to  counsel  and  advise,  often  in  time  to  preve 
discouragement  and  failure. 

By  this  plan  it  is  hoped  to  overcome,  in  a  me 
ure  at  least,  some  of  the  criticisms  oftenest  direct 
against  the  large  schools  where,  of  necessity,  in 
vidual  attention  is  not  excessive.    The  restricted 
erty  allowed  to  students  at  Andover  to  permit  th 
to  develop  power  and  strength   of  character 
in  no  sense  be  curtailed.    But  to  that  developm 
will  be  added  helpful  direction  and  guidance. 

COURSE  IN  PUBLIC  SPEAKING 

Beginning  with  the  winter  term,  an  elective  cou 
in  public  speaking  will  be  offered  to  students  in 
Academy.     The  course  will  be  conducted  by 
Stackpole  and  Mr.  Sanborn  of  the  faculty.  B 
who  plan  to  compete  in  the  Means,  Draper, 
Potter  prize  contests  will  find  the  course  of  gr 
value.    The  nature  and  scope  of  the  work  will 
governed  in  part  by  the  size  of  the  class  and 
amount  of  time  permitted  to  such  a  course  by 
crowded  curriculum  of  the  school. 

ACADEMY  TRUSTEES 

The  first  annual  meeting  of  the  Trustees  of  P 
lips  Academy  was  held  in  Boston,  Tuesday  aft 
noon,  October  15th.    The  following  members  of 
board  were  present:   President  George  Harris 
Amherst  College;  the  Rev.  Alexander  McKen 
Cambridge;  Mr.  George  B.  Knapp,  Boston;  P 
James  Hardy  Ropes  and  Prof.  Clifford  H.  Mo 
Cambridge;  Prof.  Clarence  Morgan  of  McGill  I 
versity,  Toronto,  Canada;  U.  S.  District  Attor 
Henry  L.  Stimson,  New  York  City;  Mr.  Alfred 
Ripley,  Andover;  Mr.  Elias  B.  Bishop,  Newton; 
Principal  Alfred  E.  Stearns  and  Treasurer  Jame 
Sawyer  of  the  Academy. 

Officers  for  the  year  were  elected  as  follows:  P 
ident,  George  Harris;  treasurer,  James  C.  Saw; 
clerk,  Alfred  E.  Stearns.  The  following  men  -v 
elected  to  constitute  the  executive  committee  for 
year:  Messrs.  Alfred  L.  Ripley,  George  B.  Kn 
James  Hardy  Ropes,  Clifford  H.  Moore,  Jame: 
Sawyer,  Elias  B.  Bishop,  and  Alfred  E.  Stearns. 

ANDOVER  SEMINARY  TRUSTEES 

A  meeting  of  the  newly  incorporated  boarc 
trustees  of  the  Andover  Theological  Seminary  N 
held  in  Boston,  October  rst.  The  members  of  I 
board  are:  President  George  Harris  of  Ami  si 
College;  the  Rev.  Nehemiah  Boynton,  D.D.,  Br  fc 
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lyn,  N.  Y.;  the  Rev.  Harry  P.  Dewey,  Minneapolis, 
Minn.;  the  Rev.  Charles  L.  Noyes,  Somerville;  Mr. 
i  Arthur  G.  Stanwood,  Boston;  the  Rev.  Geo.  Gordon, 
Boston;  -Prof.  H.  M.  Gardner  of  Smith  College; 
Mr.  George  P.  Morris,  Boston;  Mr.  Alfred  E. 
Stearns,  the  Rev.  Charles  O.  Day,  D.D.,  and  James 
C.  Sawyer,  of  the  Seminary. 


THE  HARTWELL  SCHOLARSHIP 

Mr.  and  Mrs.  F.  N.  Hartwell,  Louisville,  Ky., 
have  established  the  Herman  Verhoeff  Hartwell 
Scholarship  of  $1000  in  memory  of  their  son,  Her- 
man Verhoeff  Hartwell,  P.  S.  ex-'o7,  who  died  in 
New  Haven,  Conn.,  last  summer,  of  typhoid  fever. 
Recent  graduates  of  the  school  will  recall  wifh  af- 
fection young  Hartwell,  who  had  made  many  warm 
friends  during  his  connection  with  the  school.  The 
newly  founded  scholarship  will  serve  as  a  most  suit- 
able reminder  of  one  who  cherished  a  deep  love  for 
the  Academy  and  whose  loyalty  to  its  best  interests 
was  unusually  strong  and  genuine. 

DEATH  OF  MRS.  FORBES 

The  sudden  death,  during  the  past  summer,  of 
Georgiana  Snow  Forbes,  wife  of  Professor  Charles 
H.  Forbes  of  the  Academy  faculty,  removed  from 
Andover  Hill  one  who  by  her  beautiful  character  and 
charming  hospitality  had  endeared  herself  to  scores 
of  old  Andover  boys.  Mrs.  Forbes  had  made  for 
herself  a  large  and  unique  place  in' the  Andover  life. 
Instructors,  boys,  and  townspeople  had  felt  alike 
her  sympathy  and  thoughtful  interest  in  them,  while 
the  rare  sweetness  of  her  character  endeared  her  to 
all.  Professor  Forbes  has  the  sympathy  of  Andover 
boys  everywhere  in  his  great  sorrow.  - 


SCHOOL  NEWS 


LITERARY 


HONORARY  SOCIETY 

The  Gamma  chapter  of  the  Alpha  Delta  Tau,  an 
honorary  scholarship  society  of  secondary  schools 
with  the  purpose  of  giving  the  same  recognition  to 
high  scholarship  in  secondary  schools  as  the  Phi 
Beta  Kappa  Society  gives  in  colleges,  was  estab- 
lished at  the  Academy  during  the  spring  term. 

The  standard  for  admission  at  Andover  is  an  aver- 
age mark  for  the  Senior  year  of  B  with  no  grade 
lower  than  C. 

The  following  members  of  the  Class  of  1907  were 
elected  to  the  society: 
William  Griswold  Beach,  Auburn,  N.  Y. 
Robert  Palen  Bonnie,  Louisville,  Ky. 
Cabot  Daniels,  Chicago,  111. 
Henry  Gemmer,  Hackensack,  N.  J. 


Joseph  Marion  Goss,  Centerville,  la. 
Charles  Virgil  Hickox,  Jr.,  Springfield,  111. 
Carroll  Clark  Hincks,  Andover. 
Frederic  Carr  Jewett,  Andover. 
John  Reed  Kilpatrick,  New  York  City. 
Laurence  Stillman  Morrison,  Redlands,  Cal. 
Roger  Hoyt  Moses,  Washington,  D.  C. 
Theodore  Kendall  Thurston,  Portland,  Me. 

SCHOLARSHIP  HONORS— SPRING  TERM 

The  following  students  were  awarded  scholarship, 
honors  for  the  spring  term  of  1907: — 
Honors  of  the  first  grade: 

Cabot  Daniels,  Chicago,  111. 

Gaylord  Merritt  Gates,  Andover. 

Carroll  Clark  Hincks,  Andover. 

Charles  Carleton  Kimball,  Andover. 

Luther  Savage  Phillips,  Northeast  Harbor,  Me. 

Charles  Phinney  Rodenbach,  Naugatuck,  Conn. 

Bates  Torrey,  Jr.,  South  Weymouth. 

George  Safford  Torrey,  Providence,  R.  I. 
Honors  of  the  second  grade: 

William  Griswold  Beach,  Auburn,  N.  Y. 

James  Alexander  Creighton,  Thomaston,  Me. 

Chester  Thompson  Ewell,  Westboro. 

Marston  Clough  Flanders,  Vineyard  Haven. 

Robert  Abbe  Gardner,  Hinsdale,  111. 

Lawrence  Cushing  Goodhue,  Andover. 

Joseph  Marion  Goss,  Centerville,  la. 

Charles  Virgil  Hickox,  Jr.,  Springfield,  111. 

Frederic  Carr  Jewett,  Andover. 

George  Casper  Logan,  Ridgway,  Pa. 

Jay  Morrison,  Missoula,  Mont. 

Roger  Hoyt  Moses,  Washington,  D.  C. 

Carl  Armand  Pfau,  Roslindale. 

William  Parker  Seeley,  Bridgeport,  Conn. 

Fucheng  Seetoo,  Canton,  China. 

Theodore  Kendall  Thurston,  Portland,  Me. 

Robert  Dix  Tristram,  Norwalk,  Conn. 

Yih-Sing  Wong,  Shanghai,  China. 

ENTRANCE  EXAMINATION  HONORS 

The  following  Andover  men  received  "with  credit" 
marks  in  the  Harvard  entrance  examinations  held 
last  June: 

Elementary  Latin — Hugh  Wise  Bradley,  Rockville, 
Conn.;  Charles  Carleton  Kimball,  Andover. 

Elementary  Physics — William  Roberts  Ingersoll, 
New  York  City;  William  Griswold  Beach,  Auburn, 
N.  Y.;  Cabot  Daniels,  Chicago,  111.;  Newton  Hinck- 
ley Foster,  Winthrop  Beach;  Lawrence  Cushing 
Goodhue,  Andover;  Abbot  Stevens,  North  Andover. 

Elementary  Greek — William  Griswold  Beach,  Au- 
burn, N.  Y.  , 

Advancerl  Greek — Cabot  Daniels,  Chicago,  111. 

Elementary  History  —  William  Griswold  Beach, 
Auburn,  N.  Y.;  Cabot  Daniels,  Chicago,  111.;  Chester 
Thompson  Ewell,  Westboro. 
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Advanced  Latin — Chester  Thompson  Ewell,  West- 
boro. 

Elementary  German —  Charles   Carleton  Kimball, 

Andover. 

Elementary  Algebra — Harold  Bartlett  Johnson, 
Cattaraugus,  N.  Y.;  Jay  Morrison,  Missoula,  Mon- 
tana; Winship  Walton,  Wakefield. 

Plane  Geometry — Jay  Morrison,  Missoula,  Mon- 
tana. 

Solid  Geometry — Jay  Morrison,  Missoula,  Mon- 
tana. 

The  Yale-Andover  Prizes — two  first  prizes  of  fif- 
teen dollars  each  and  two  second  prizes  of  ten 
dollars  each — for  those  Seniors  who  passed  with  the 
highest  average  a  minimum  of  eight  subjects  in  the 
June  entrance  examinations  for  Yale  College  and 
the  Sheffield  Scientific  School,  have  been  awarded,  in 
the  Scientific  Department,  as  follows:  to  Arthur 
Franklin  Lynch,  Rowayton,  Conn.,  first  prize;  to 
Francis  Eugene  Patton,  Reading,  Pa.,  second  prize. 
In  the  Classical  Department,  no  award  was  made 
since  the  winners  of  the  prizes  entered  college  in  the 
fall  and  were  consequently  ineligible  for  the  prizes. 
If  Frederick  Walton  Hyde,  Jr.,  ex-'o8,  St.  Albans, 
Vt,  had  returned  to  the  Academy  this  year,  he  would 
have  been  awarded  the  first  prize. 

HONORS  AT  COLLEGE 

The  following  Andover  men  received  Junior  ap- 
pointments at  Yale  this  year: — 

Philosophical  Orations  —  Charles  Vanderveer 
Graham,  Leonard  Bacon  Parks,  John  Bates  Perrin. 

Orations — Harold  Ransom  Edwards. 

Dissertations — Harold  Stanley  Bates,  James  Ben- 
ton Grant,  Jr.,  Melvin  Harvey  Walker. 

First  Disputes — Harry  Meixell,  Jr.,  Allen  Farrand 
Kitchel. 

Second  Disputes  —  Trevor  Arnold  Cushman, 
Horace  Winston  Stokes. 

First  Colloquies — Henry  Noyes  Otis,  Boetius 
Henry  Sullivan. 

Second  Colloquies — Charles  Wadsworth  Howard, 
George  Dimmick  Kittredge,  Alfred  Lee  Loomis. 

At  the  annual  award  of  Academic  Distinctions  in 
Harvard  University,  Thaxter  Eaton,  P.  A.  '04;  Paul 
N.  Garland,  P.  A.  ex-'o5;  Lorimer  Gerome  Ogden, 
P.  A.  '06;  and  Barton  Wheelwright,  P.  S.  '06,  were 
awarded  Harvard  College  Scholarships. 

SCHOLARSHIP  HONORS— FALL  TERM 

The  following  students  were  awarded  scholarship 
honors  for  the  fall  term  of  1907: — 
Honors  of  the  first  grade: 

William  Richard  Barbour,  Ridgway,  Pa. 

Sidney  George  Bradford,  Edge  Moor,  Del. 

Alexander  Bern  Bruce,  Lawrence. 

Philip  Poor  Cole,  Andover. 

James  Alexander  Creighton,  Thomaston,  Me. 


Herbert  Freeman  Fraser,  Mansfield,  O. 
Edgar  Wells  Freeman,  Plainfield,  N.  J. 
Alexander  Louis  Jackson,  Englewood,  N.  J. 
Charles  Carleton  Kimball,  Andover. 
John  Joseph  Mcintosh,  Andover. 
Washington  Piatt,  Baltimore,  Md. 
Walter  Henry  Snell,  Brockton. 
Bates  Torrey,  Jr.,  South  Weymouth. 
George  Safford  Torrey,  Providence,  R.  I. 
Honors  of  the  second  grade: 
John  Radford  Abbot,  Andover. 
Howard  Fulton  Barrows,  Newton  Centre. 
Wilfred  Warren  Barrows,  Newton  Centre. 
Robert  Abbe  Gardner,  Hinsdale,  111. 
Gaylord  Merritt  Gates,  Andover. 
John  William  Gemmer,  Hackensack,  N.  J. 
Stanley  Easton  Gifford,  Dedham. 
Austin  William  King,  Danville,  111. 
William  Laubach  Nute,  St.  Louis,  Mo. 
Steuart  Lansing  Pittman,  Flushing,  N.  Y. 
Sheldon  Hitchcock  Tolles,  Jr.,  Cleveland,  O. 
Lincoln  Cummings  Torrey,  Bedford. 
Edward  Bancroft  Twombly,  Summit,  N.  J. 

MEANS  PRIZE  SPEAKING 

The  competition  for  the  Means  Prizes  for  OrigirJ 
Declamations  is  to  be  held  this  year  at  the  end 
the  winter  term  instead  of  in  the  spring  term.  T 
list  of  subjects  follows: 

1.  The  Legend  of  Jason. 

2.  The  Growing  Regard  for  Human  Life. 

3.  Is  the  Fraternity  a  Benefit  in  School  Life?  I 

4.  Incidents  from  the  History  of  Phillips  Acal 
emy. 

5.  Robin  Hood  and  His  Men.  (Times.) 

6.  The  Development  of  Bureaus  and  Comml 
sions  of  the  Federal  Government. 

7.  Henry  M.  Stanley. 

8.  The  Spread  of  Democratic  Ideas  in  the  Worl 

9.  Picturesqueness  of  a  Great  American  City.  I 
10.    Oliver  Wendell  Holmes. 

PUBLICATIONS 

A  change  has  been  made  in  the  award  of  41 
McLanahan  Prizes  for  articles  published  in  ll 
MIRROR.  Instead  of  prizes  for  the  different  class! 
a  first  prize  of  ten  dollars  and  a  second  prize  of  f I 
dollars  are  to  be  awarded  at  the  end  of  each  tel 
for  the  best  stories  published  during  the  term.  I 
the  end  of  the  year  a  prize  of  five  dollars  will  I 
awarded  for  the  best  poem  published  during  the  yel 
The  instructors  in  English  in  the  Academy  are  I 
judges  of  the  competition. 

For  the  fall  term  the  first  prize  was  awarded! 
Alfred  Louis  Baury,  Jr.,  '09,  Brookline;  the  seccl 
prize,  to  Marston  Clough  Flanders,  '09,  Viney;J 
Haven. 

Fifty  per  cent,  of  the  net  profits  derived  from  I 
School  Calendar  are  this  year  to  be  devoted  to  | 
purchase  of  books  for  the  Academy  Library. 
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LECTURES 

A  course  of  three  illustrated  lectures  was  given 
luring  the  fall  term  by  Prof.  George  N.  Cross,  '72,  of 
Haverhill.  The  subjects  were:  "Scotland,  the  Land 
)f  Lochs  and  Braes";  "Paris,  a  World  Capital";  and 
'The  Lily  of  the  Arno." 

The  Department  of  Archaeology  announces  the 
ollowing  lectures,  to  be  delivered  in  the  lecture  hall 
>f  the  Archaeology  Building  at  7.30  o'clock: 

Oct.  31st.  Evolution  and  the  Ascent  of  Man.  II- 
ustrated.   Warren  K.  Moorehead. 

Nov.  21st.  Prehistoric  Man  in  Europe.  Illus- 
rated.    Charles  Peabody. 

j  Dec.  sth.  Prehistoric  Man  in  America.  Illus- 
rated.   Warren  K.  Moorehead. 

Jan.  9th,  1908.  The  Plains  Indians.  Illustrated. 
Varren  K.  Moorehead. 

Jan.  23rd.  Mound  Building  Tribes.  Illustrated. 
Varren  K.  Moorehead. 

Feb.  6th.  Prehistoric  and  Primitive  Art.  Illus- 
rated.   Charles  Peabody. 

Feb.  20th.    The  Cliff  Dwellers.    Illustrated.  War- 
en  K.  Moorehead.  • 
March  5th.    Central  and  South  American  Archae- 
logy.    Illustrated.    Charles  Peabody. 
"j  March   9th.    The    Pueblo    Culture.  Illustrated. 
Varren  K.  Moorehead. 

April  2nd.  The  American  Indian  in  History  and 
lis  Destiny.   Warren  K.  Moorehead. 

FORUM 

The  officers  of  Forum  for  the  fall  term  were: 
President — R.  E.  Firmin,  '08,  Medford. 
Vice-president — G.  C.  Logan,  '08,  Ridgway,  Pa. 
Secretary — A.  W.   Greely,  Jr.,  '09,  Washington,- 
).  C. 

Treasurer — M.  C.  Hunt,  '09,  Steinway,  N.  Y. 

The  annual  Forum  reception  to  new  students  was 
eld  in  Forum  Hall  on  the  evening  of  September 
7th.  Dr.  Day,  President  of  the  Andover  Theological 
eminary  and  Principal  Stearns,  '90,  were  the 
peakers  of  the  evening. 


PHILO 

The  officers  of  Philo  for  the  fall  term  were: 
President— F.  F.  G.  Donaldson,  '08,  Medina,  O. 
Vice-president — R.  E.  Coleman,  '09,  Grand  Rapids, 
dich. 

Secretary— H.  W.  Bradley,  '09,  Rockville,  Conn. 
Treasurer — E.  H.  Williams,  III,  '09,  Andover. 
?  The  annual  Philo  reception  to  new  students  was 
eld  in  Society  Hall  on  the  evening  of  September 
7th.  Mr.  Eaton,  '73,  Mr.  Hinman,  '94,  and  Principal 
teams,  '90,  all  former  members  of  Philo,  were  the 
peakers  of  the  evening. 


MUSICAL 


The  musical  clubs  have  adopted  a  constitution 


which  is  to  insure  a  uniform  organization  from  year 
to  year  and-  perpetuate  the  unwritten  customs  of 
the  clubs.  The  important  provision  is  made  that 
the  manager  of  the  clubs  "shall,  at  the  close  of  his 
office  in  May,  render  an  accurate  account  of  all  bills, 
subscriptions,  and  financial  transactions,  to  the  mem- 
bers of  the  combined  clubs,  which  account  shall  be 
previously  audited  by  that  member  of  the  faculty 
who  has  charge  of  the  clubs."' 

Mr.  Ulmer  H.  Manning  of  3oston  has  been  secured 
to  coach  the  Academy  Glee  Club  this  year.  Mr. 
Manning  has,  for  a  number  of  years,  coached  glee 
clubs,  choruses,  quartets,  and  church  choirs. 

The  annual  fall  concert  of  the  combined  musical 
clubs  was  held  in  the  Andover  Town  Hall  on  the 
evening  of  December  10th.  For  the  first  time,  the 
Dramatic  Club,  which  has  postponed  its  play  to  the 
winter  term,  did  not  participate  in  the  concert.  The 
general  quality  of  the  music  reflected  credit  on  the 
leaders,  on  the  clubs,  and  on  Messrs.  Handley  and 
Manning,  instructors  of  the  clubs. 

A  joint  concert  by  the  musical  clubs  of  Exeter  and 
of  Andover  has  been  arranged  to  take  place  in  An- 
dover during  the  latter  part  of  March.  The  plans  for 
such  a  concert  show  an  increasingly  cordial  feeling 
between  the  two  academies. 

The  membership  of  the  Andover  clubs  is  as 
follows: 

GLEE  CLUB 
R.  Stiles,  '09,  Leader 
First  Tenors — R.  F.  Decker,  '09;  A.  P.  Foss,  '09; 

F.  C.  Hall,  '09;  W.  L.  McGill,  '09;  N.  C.  Palmer, 
'09;  E.  H.  Williams  III,  '09. 

Second  Tenors — E.  W.  Burnham,  '09;  L.  W.  Fos- 
ter, '09;  R.  H.  Loughran,  '08;  K.  Reynolds,  '09; 
Q.  Reynolds,  '10. 

First  Basses — A.  L.  Baury,  Jr.,  '09;  A.  H.  Bennell, 
'10;  R.  D.  Fry,  Jr.,  '11;  A.  W.  King,  '10;  R.  E. 
Litchfield,  '09;  R.  E.  Pierce,  '10;  S.  L.  Pittman,  '08; 

G.  A.  Shannon,  '08;  R.  Stiles,  '09;  S.  H.  Tolles,  Jr., 
'08;  W.  G.  Warnock,  '08;  W.  F.  Woodward,  '10. 

Second  Basses — W.  B.  Beeson,  '09;  A.  B.  Bradley, 
'08;  G.  W.  Mitchell,  '10;  G.  W.  Mueller,  '08;  E.  B. 
Twombly,  '08. 

MANDOLIN  CLUB 
H.  S.  Day,  '08,  Leader 

First  Mandolins— S.  H.  Brooks,  '08;  H.  S.  Day, 
'08;  A.  M.  Ray,  '08;  H.  D.  Secor,  '10;  J.  R.  Shuman, 
'09;  J.  C.  Thomas,  '08;  R.  D.  Tristram,  '08. 

Second  Mandolins — S.  E.  Gifford,  '08;  O.  R.  Kuhn, 
'io;  C.  B.  Lansing,  '08;  R.  K.  Pratt,  '08;  S.  H.  Seelye, 
'09;  F.  B.  Thwing,  '08. 

Guitars— R.  A.  Gardner,  '08;  M.  F.  Jones,  '08;  S. 
L.  Pittman,  '08;  B.  H.  Rule,  '10. 

Violin— R.  Welles,  '09. 

BANJO  CLUB 
R.  B.  Kissam,  'io,  Leader 
Banjcaurines — C.  C.  Kimball,  '09;  R.  B.  Kissam, 
'10;  G.  R.  Wallace,  Jr.,  '09. 
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Banjos— S.  H.  Bowles,  '08;  D.  W.  Sherman,  '08; 
E.  B.  Twombly,  '08;  W.  L.  York,  '09. 

Guitars— H.  S.  Day,  '08;  R.  A.  Gardner,  '08;  M.  F. 
Jones,  '08;  S.  L.  Pittman,  '08;  B.  H.  Rule,  '10. 

Ammi  W.  Lancashire,  '08,  Manager  of  Musical 
Clubs. 


RELIGIOUS 


The  Society  of  Inquiry  held  a  reception  on  the 
evening  of  October  12th  to  give  all  the  members  of 
the  school  an  opportunity  to  meet  Mr.  and  Mrs. 
Stearns  and  Mr.  and  Mrs.  Stackpole. 

The  subjects  of  the  voluntary  courses  in  Bible 
Study  for  this  year,  conducted  by  the  Society  of  In- 
quiry, are  as  follows: — 

1.  The  Characters  of  the  Old  Testament. 

2.  The  Social  Significance  of  the  Teachings  of 
Jesus. 

3.  The  Life  of  Saint  Paul. 

4.  The  Life  of  Christ. 

There  is  also  a  class  for  the  study  of  missions 
under  Mr.  Hartshorn  of  the  Seminary. 

Although  Mr.  Stackpole,  the  recently  appointed 
School  Minister,  conducts  several  of  the  above 
classes,  they  are  wholly  distinct  from  the  required 
work  in  English  Bible  which  appears  this  year  for 
the  first  time  in  the  regular  school  curriculum  and 
which  is  also  in  Mr.  Stackpole's  charge.  The  re- 
quired work  is  purely  literary  in  character;  the  vol- 
untary classes  moral  and  religious. 

The  nature  of  the  meetings  of  the  Society  of  In- 
quiry has  been  changed  somewhat  to  make  possible 
free  discussions  of  moral  and  religious  questions  by 
al!  present.  As  a  rule,  the  speaker  at  the  vesper  ser- 
vice has  been  present  to  lead  the  discussions.  The 
meetings  have  proved  of  unusual  interest  to  those 
present. 

At  the  close  of  the  fall  term,  the  Society  of  Inquiry 
made  a  collection  of  reading  matter  for  the  Seamen's 
Friend  Society  in  Boston,  and  of  wearing  apparel 
for  Dr.  Grenfell's  mission  work  on  the  coast  of  Lab- 
rador. 

The  following  is  a  list  of  the  visiting  preachers  and 
speakers  at  the  Sunday  chapel  services  of  the  year: 

Sept.  22 — The  Rev.  F.  Boyd  Edwards,  Brooklyn, 
N.  Y. 

Sept.  25/ — (Vespers)  The  Rev.  John  Hopkins  Den- 
ison,  Boston. 

Oct.  20 — The  Rev.  Frank  S.  Hunnewell,  Reading. 

Nov.  10 — The  Rev.  Samuel  H.  Dana,  D.D.,  Exeter, 
N.  H. 

Nov.  30 — (Vespers)  The  Rev.  Robert  A.  MacFad- 
den,  Danvers. 

Dec.  8 — The  Rev.  Paul  Revere  Frothingham, 
Boston. 


Jan.  19 — The  Rev.  Charles  F.  Carter,  Lexington. 
Feb.   2 — (Vespers)    The   Rev.   Alexander  Mann 
D.D.,  Boston. 

Feb.  9 — The  Rev.  Edward  F.  Sanderson,  Provi 

dence,  R.  I. 

Mar.  8 — The  Rev.  Nehemiah  Boynton,  D.D.I 
Brooklyn,  N.  Y. 

Feb.  23 — The  Rev.  Prof.  Ambrose  W.  Vernon 
D.D.,  New  Haven,  Conn. 

Mar.  29 — Mr.  Robert  E.  Speer,  New  York  City. 

Apr.  12 — (Vespers)  President  William  H.  I 
Faunce,  Providence,  R.  I. 

May  10 — The  Rev.  Anson  Phelps  Stokes,  Nei 
Haven,  Conn. 

May  17 — The  Rev.  Samuel  C.  Bushnell,  Arlingtor 

Mr.  Stackpole  speaks  at  the  vesper  services  on  tw 
Sundays  of  each  month,  and  Mr.  Stearns  speaks 
least  once  each  term. 


ATHLETIC 


FOOTBALL 

The  football  season  of  1907  was  concluded  with 
most  creditable  victory  over  Exeter  on  the  latter| 
grounds  on  the  afternoon  of  November  9th.  Befo 
the  game,  Exeter  was  the  favorite  with  the  public  a! 
she  has  been  for  the  last  two  years,  but  Andove 
again  demonstrated  her  fighting  spirit  and  her  abi 
ity  to  meet  the  supreme  test  of  the  season.  Exeter 
team,  composed  largely  of  veterans,  had  played 
consistently  strong  game  throughout  the  season  an 
entered  the  final  contest  with  a  long  string  of  victc 
ries  to  its  credit.    Andover  had  only  two  old  me 
in  her  line-up,  Rosendale  at  tackle  and  Merritt,  ca 
tain,  at  quarter,  and  the  latter  had  played  but  litt 
during  the  season  owing  to  a  broken  tendon  i 
his  ankle.     Hogan,  Yale's  famous  tackle,  for  trj 
third  year  coached  the  New  Hampshire  team  a 
for  the  third  time  saw  his  team  defeated.  And 
ver,  departing  from  old  traditions,  abandoned  a  pr 
fessional  coach,  and  entrusted  her  fortunes  to  V 
Huston  Lillard  of  Dartmouth,  a  newly  appoint^ 
member  of  the  Academy  faculty.    Under  Mr.  L 
lard's  careful  direction,  the  eleven  was  coached  wi 
a  view  solely  to  the  Exeter  contest.    In  the  earli 
contests,  victories  were  not  sought  and  in  the  m 
were   not   secured,   but   each   game   was  used 
strengthen  individual  weaknesses  and  to  make  £ 
team  a  more  efficient  unit.    This  conservative  poli 
was  fully  vindicated  by  the  great  victory  on  Nove: 
ber  9th. 

Andover|s  scores  were  both  made  in  the  first  hi 
and  resulted  from  a  touchdown  by  Pierce  fr 
which  no  goal  was  kicked  and  a  beautiful  goal  fr 
placement  by  Porter  from  the  thirty-five  yard  li* 
During  the  half,  Exeter  was  clearly  outplayed,  a 
Aechtler's  splendid  punting  contributed  much  to  t 
success  of  his  team. 
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In  the  second  half,  Andover  was  coached  to  play 
safe  and  to  take  no  chances,  the  policy  that  was 
pursued  so  successfully  last  year.  As  a  result  of 
this  policy,  Exeter  had  a  much  better  opportunity  to 
try  out  all  her  offensive  plays,  and  to  the  spectators 
she  appeared  to  play  much  the  stronger  game.  Her 
execution  of  the  forward  pass  was  on  many  occa- 
sions brilliant,  and  the  running  back  of  kicks  by  her 
quarterback,  Sharon,  was  the  best  exhibition  of  in- 
dividual work  shown  on  the  field  during  the  game, 
j Andover  missed  Aechtler's  strong  punting  in  this 
half,  an  injury  to  his  knees  compelling  him  to 
stop  punting.  A  blocked  kick  on  Andover's  ten- 
yard  line  gave  Exeter  the  ball,  and  a  touchdown  by 
Curtis  soon  followed.  A  goal  was  kicked.  For  the 
remainder  of  the  half,  neither  side  threatened  the 


other's  goal;  and  the  game  finally  ended  with  the 
score  Andover  9,  Exeter  6. 

If  anything,  a  larger  crowd  than  usual  witnessed 
the  contest.  The  day  was  perfect,  and  the  scenes  at- 
tending the  game  and  following  it  were  so  typical 
of  these  great  contests  and  so  well  known  to  all 
Andover  and  Exeter  men  as.  to  need  no  further 
comment  here. 

Below  is  given  the  list  of  players  and  officials,  and 
the  record  of  the  entire  season.  It  will  be  noted 
that  in  the  Exeter  contest  Andover  played  only 
eleven  men. 


ANDOVER 

Coates,  le 

Rosendale,  It 

Pierce,  lg 

Large,  c 
J  McDevitt,  rg 

Jackson,  rt 
:t!,Ely,  re 
iHMerritt  (capt), 
a;i  Murchie,  lhb 
r,Aechtler,  rhb 

Porter,  fb 


qb 


EXETER  • 

re,  Bakei 
rt,  Power  (capt.) 
rg,  Kruschwitz,  Martin 
c,  Downing 
lg,  Wilson,  Cooney 
It,  Thomas 
le,  M'urray,  Dunn 
qb,  Sharon,  Loftus 
rhb,  Ross,  White 
lhb,  Burns 
fb,  Lewis,  Curtis,  Mackey 


Score — Andover,    9;    Exeter,    6.     Touchdowns — 
Pierce,   Curtis.     Goal   from   touchdown — Downing. 
Goal   from   field — Porter.     Umpire — Paul  Dashiell, 
Lehigh  and  Annapolis.  Referee — E.  N.  Wrightington, 
,  Harvard.     Field   judge — Gresham   Poe,  Princeton. 

Timekeeper  and  head  linesman — Carl  Marshall,  Har- 
1  vard.  Linesmen — Moore  of  Andover,  and  Hershey 
i  •  of  Exeter.    Time  of  halves — 35  minutes. 

THE  RECORD  OF  THE  SEASON 

i  Andover,  11  Lynn  A.  A.,  o 

•;  Andover,    o  Harvard  Second,  o 

,  Andover,  15  Cushing  Academy,  o 

Andover,    4  Brown  Second,  O 

;|  Andover,    o  Yale  Freshmen,  18 

:!  Andover,  12  Worcester  Academy,  o 

3  Andover,    0  U.  of  P.  Freshmen,  18 

Andover,    2  Yale  Freshmen,  10 

J  Andover,   9  Exeter,  6 

CLASS  FOOTBALL 

The  Seniors  won  the  class  football  championship 
by  defeating  the  Junior  Middlers  by  a  score  of  8 
to  5  on  November  20th.  By  this  victory  the  mem- 
bers of  the  1908  eleven  won  the  right  to  wear  their 


numerals.  The  class  contests  were  closer  and  more 
exciting  this  year  than  ever  before.  Each  team 
was  required  to  play  two  games  with  each  of  the 
other  three  classes,  and  the  championship  was  not 
settled  until  the  final  contest. 

CATES  COACHES  THE  NAVY 

The  two  recent  victories  of  the  Navy  football 
teams  over  the  Army  may  be  attributed  in  large 
measure  to  the  coaching  of  John  M.  Cates,  P.  A. 
'03,  When  Cates  took  charge  of  the  sailors  two 
years  ago,  the  navy  had  a  discouraging  record  of 
defeats  at  the  hands  of  the  cadets.  Under  Cates's 
direction,  a  winning  team  was  developed,  and  the 
tide  was  turned.  When  the  recent  football  season 
opened,  the  Navy  supporters  would  hear  of  no  one 
else  but  Cates  for  coach,  and  Cates  was  finally  per- 
suaded to  secure  leave  of  absence  from  his  business 
position  and  to  take  charge  of  the  Annapolis  team 
again.  A  second  victory  was  the  result.  Those  who 
witnessed  the  Army-Navy  game  are  agreed  that  in 
the  work  of  the  Navy  team  there  was  constantly 
in  evidence  the  spirit  of  dash  and  hard  play  that 
were  so  characteristic  of  Cates's  work  during  his 
football  days  at  Andover. 

FALL  TRACK  MEET 

The  annual  fall  inter-class  meet  was  held  on 
October  12th,  and  was  won  by  1909.  The  same  class 
also  captured  the  relay  race.  The  meet  brought 
out  many  new  men  and  showed  that  there  is  an 
abundance  of  good  track  material  in  the  school 
this  year. 

REQUIRED  ATHLETICS 

In  addition  to  the  class  football  teams,  a  number 
of  other  elevens  played  regular  schedules  as  a 
part  of  the  required  work  of  the  Physical  Depart- 
ment. Probably  the  most  interesting,  and  certainly 
the  most  amusing,  contests  were  furnished  by  the 
"Midgets",  the  light  weight  aggregation  of  the 
school. 

Tennis,  track  work,  and  cross-country  running 
furnished  opportunities  for  required  physical  work 
for  those  who  did  not  elect  football. 

The  cross-country  squad,  under  the  direction  of 
Mr.  Poynter  and  Mr.  Keep,  numbered  at  times  over 
one  hundred  men.  The  best  men  from  this  squad 
competed  in  the  various  prize  cross-country  con- 
tests, both  handicap  and  scratch.  The  cup  offered 
by  the  faculty  was  won,  after  a  most  interesting  and 
exciting  race,  by  M.  J.  Hayes,  '09,  in  fast  time.  The 
class  cross-country  race  was  won  by  1909. 

NEW  HOCKEY  RINK 

Under  the  supervision  of  Dr.  Page,  the  Physical 
Director  of  the  Academy,  two  rinks  have  been  built 
on  the  old  campus  for  the  use  of  the  hockey  team. 
These  rinks  are  built  on  the  plan  adopted  at  Cam- 
bridge by  the  Harvard  Hockey  Association.  The 
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foundation  is  made  of  ashes  and  sawdust,  over  which 
water  is  poured  and  frozen.  Around  this  foundation, 
board  sides  are  erected,  rising  several  feet  above  the 
skating  surface.  By  constant  sprinkling,  it  is  hoped 
to  preserve  a  constantly  smooth  surface  for  the  use 
of  the  skaters.  The  experiment  is  being  watched 
with  considerable  interest. 

REPORT  OF  THE  GRADUATE  TREASURER 

The  report  of  F.  A.  Goodhue,  '02,  Graduate  Treas- 
urer of  the  Athletic  Association,  on  the  finances  of 
the  school  athletics  for  'o6-'o7  is  printed  below. 
The  total  receipts  amounted  fo  $12,259.44,  ar>d  the 
total  expenses  to  $11,057.40.  Since  the  Andover- 
Exeter  football  game  was  played  in  Andover  last 
year,  the  Football  Association  leads  in  the  amount 
of  money  taken  in;  the  Baseball  Association  and  the 
Track  Association  come  next.  The  Basketball  As- 
sociation was  the  only  organization  that  lost  money 
during  the  season. 

$1500  of  the  profits  of  the  season  have  been  used 
to  cancel,  in  part,  the  indebtedness  of  the  Associa- 
tion on  Brothers'  Field. 

RECEIPTS 

General  Expense  Account,  $  615.02 

Football,  5,548.80 
Baseball,  2,829.47 
Lawn  Tennis,  214.30 
Hockey,  215.27 
Basketball,  211.83 
Track,  2,624.75 


EXPENSES 
General  Expense  Account, 
Suspense, 
Football, 
Baseball, 
Lawn  Tennis, 
Hockey, 
Basketball, 
Track, 


>I2,259.44 

5  i,777-8i 
295.90 
4,062.37 
2,173-51 
175  07 
21330 
249.90 
2,109.54 

?i  1,057.40 


GENERAL 


Two  receptions  were  given  to  Andover  students 
who  remained  in  town  over  Thanksgiving  Day:- one 
on  Wednesday  evening  by  Mr.  and  Mrs.  Stackpole; 
the  other  on  Thursday  evening  by  Mr.  and  Mrs. 
Stearns. 

Miss  Cummings,  clerk  in  the  Department  of  Arch- 
aeology, has  been  appointed  librarian.  She  will  take 
up  the  cataloguing  of  the  books  and  complete  it  ac- 
cording to  the  system  of  the  Congressional  Library. 

Last  April,  Dr.  Charles  Peabody,  Honorary  Head 
of  the  Department  of  Archaeology,  went  to  France 
to  inspect  prehistoric  caves  and  caverns.  While 
abroad,  Dr.  Peabody  was  elected  vice-oresident  of  a 
congress  at  Cologne. 

The  Student  Council  has  been  organized  for  the 
year  with  the  following  members: — 


From  the  Senior  Class:  S.  H.  Brooks,  St.  Paul, 
Minn.;  H.  S.  Day,  Catskill,  N.  Y.;  R.  T.  Isett,  Phila- 
delphia, Pa.;  DeWitt  Knox,  Salt  Lake  City,  Utah;  J. 
A.  Reilly,  Brockton;  G.  F.  Richmond,  Jr.,  Dunkirk, 
N.  Y.;  G.  A.  Shannon,  Seattle,  Wash. 

From  the  Middle  Class:  E.  W.  Jackson,  New  York 
City;  N.  C.  Palmer,  Chicago,  111.;  E.  A.  Rosendale, 
Peoria,  111.;  J.  Sawyer,  New  Rochelle,  N.  Y.;  H.  B. 
Wilson,  New  York  City. 

From  the  Junior  Middle  Class:  J.  S.  Burns,  Mem- 
phis, Tenn.;  J.  E.  Greenough,  Missoula,  Mont.;  O. 
H.  Sheldon,  Kansas  City,  Mo. 

The  officers  are:  President,  G.  F.  Richmond;  sec- 
retary, E.  A.  Rosendale. 

ALUMNI  NOTES 


AN  INTERESTING  LETTER 

We  print  below,  with  permission,  a  letter  from 
Mr.  Charles  P.  Taft,  P.  A.  '60,  to  Mr.  Henry  A.  Kit- 
tredge,  P.  A.  '65.  The  writer  is  a  brother  of  the 
present  Secretary  of  War,  and  with  his  brother 
Peter,  who  has  since  died,  studied  at  Phillips  Acad- 
emy when  Dr.  Taylor  was  in  charge  of  the  school. 

June  8,  1907. 

"Mr.  Henry  Austin  Kittredge, 
"My  dear  sir: — 
'  "I  read  with  great  interest  your  letter  in  regard 
to  my  brother  Peter,  with  whom  you  were  most  in- 
timate at  Andover  Academy. 

"When  he  applied  to  Uncle  Sam  for  admission  to 
the  senior  class,  the  old  fellow,  in  his  usual  gruff 
manner,  said  that  he  would  try  him  but  he  did  not 
think  he  could  keep  up.  Of  course  that  statement 
nettled  Peter,  and  the  result  was  that  he  determined 
to  "make  good".  Uncle  Sam  did  not  like  the  idea 
of  a  young  fellow's  going  into  the  senior  class  and 
taking  high  honors,  but  Peter  learned  a  great  deal 
at  Andover  and  came  off  with  the  salutatory.  As 
you  were  correctly  informed,  he  took  the  valedic- 
tory in  Yale  with  very  high  honor.  Shortly  after 
he  graduated  from  college  he  had  a  severe  case  of 
typhoid  fever,  from  which  he  never  wholly  recov- 
ered. However,  he  went  through  the  Law  School, 
went  abroad  for  a  short  time,  and  then  began  a  suc- 
cessful career  as  a  lawyer.  He  was  thorough  in 
his  work  and,  during  the  short  time  he  practised, 
acquired  decided  reputation.  He  carried  through 
the  courts  one  of  the  most  intricate  partition  cases 
ever  brought  in  Hamilton  County.  He  married 
Miss  Hulbert  and  had  one  child,  who  graduated 
from  Yale  and  is  now  with  me  as  editor,  on  the 
"Times-Star".  He  looks  exactly  like  his  father  and 
is  doing  good  work. 

"1  do  not  think  my  brother  ever  recovered  com- 
pletely from  the  typhoid  fever.  You  know  his  vora- 
cious appetite  for  work  followed  him  in  his  legal 
career,  so  that  he  really  did  not  get  the  requisite 
amount  of  exercise.  He  finally  developed  a  case  of 
consumption  and  was  carried  off  by  that  disease. 
If  he  had  lived,  he  would  have  made  a  great  repu- 
tation as  a  learned  lawyer.  There  was  no  young 
man  of  his  age  at  the  bar  here  in  Cincinnati  who 
could  compare  with  him  in  capacity  or  thoroughness 
of  work.  Bishop  Vincent,  who  was  a  classmate  of 
Peter's  at  Yale,  pronounced  a  most  beautiful  eulogy 
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"I  at  his  funeral  exercises.  He  evidently  spoke  from 
la.  the  heart. 

j  "I  want  to  thank  you  for  writing  me,  because  it 
,,'  brings  to  memory  my  own  experiences  at  Andover, 
!i  where  I  graduated  in  the  Class  of  '60.  It  also  brings 
up  remembrances  of  my  brother,  who,  I  know,  was 
rk  one  of  the  finest  characters  that  ever  went  through 
le  Anclover  or  Yale. 

Very  sincerely  yours, 

CHARLES  P.  TAFT." 

J'  CLASS  OF  '77  DINNER 

Not  satisfied  with  the  successful  meeting  in  An- 

0  dover  last  Commencement  (fully  reported  in  the 
August  BULLETIN,  and  sent  to  all  known  '77  ad- 
dresses), the  Class  of  P.  A.  '77  adjourned  its  busi- 
ness meeting  on  that  occasion  to  some  Boston 
hotel  for  a  dinner  and  further  business  in  the  fall. 

Accordingly,  fifteen  men,  thirteen  of  the  Class  and 
two  associates,  and   their  three  guests,  Principal 
Alfred  E.  Stearns,  '90,  and  the  two  former  teachers 
11  of  the  Class,  Messrs.  D.  Y.  Comstock  and  M.  S.  Mc- 
Curdy,  making  a  company  of  eighteen  in  all,  sat 
ie  down  to  a  well  spread  board,  at  Young's,  on  the 
er  evening  appointed.     Some  were  absent  who  were 
i-  present  in  June;  some  were  present  who  were  absent 
in  June. 

Here,  as  at  the  June  meeting,  the  interest  was 
such  and  the  desire  of  those  present  to  do  some- 
thing for  the  Academy  so  manifest  that  adjourn- 

^  ment  was  finally  understood  to  be  "to  the  call  of 
:he  President",  and  not  later  than  Commencement, 

10  rao8.    Already,  some  have  promised  to  meet  then. 

1  \nd,  by  the  way,  to  help  make  the  next  meeting  an 
|j  :ven  greater  success,  will  not  every  man  of  '77  who 
;()  las  not  done  so,  fill  out  and  return  the  data  blank 
,a  promptly?  If  it  has  been  mislaid,  send  to  D.  T. 
id  Torrey,  Providence,  R.  I.,  for  another  blank. 

»j  Since  the  meeting,  Mr.  T.  T.  Thurston,  Editor  of 
;  :he  "Providence  Tribune"  of  Providence,  R.  I., 
:oast-master  at  the  dinner,  and  chosen  President  of 
jf  :he  Class,  at  the  business  meeting,  till  June,  1912,  has 
J  appointed  a  committee  on  concerted  class  effort,  in 
J  lid  of  the  Academy.  Mr.  Howard  P.  Haines  of 
in  Maiden,  P.  A.  '77,  Harvard  College  '81,  is  named  for, 
d,  ind  will  accept,  the  chairmanship.  The  committee 
t  will  be  completed  and  plans  reported  at  an  early 

;  lay. 

i 

{  As  for  the  dinner,  "  'twas  good  to  be  there".  The 
it  ?uests  were  the  feature  of  the  evening. 

The  fellows  gathered  in  a  small  cozy  parlor,  ad- 
iacent  to  the  dining-room,  a  little  before  six  o'clock, 
i;  Much  merriment  was  furnished  by  the  effort  of  Mr. 
•  Comstock,  successful  in  one  or  two  cases,  to  pass 
.,  limself  off  as  a  bona  fide  member  of  the  Class,  "Mr. 
t  lones",  or  "Mr.  Jenkins",  don't  you  know?"  Mr. 
t  Haines  exhibited  a  large  number  of  class  and  school 
\  ohotographs  of  the  old  boys,  and  Mr.  Tyzzer  fur- 
I  lished  souvenir  buttons  and  ribbon  badges,  blue  and 
if  white,  with  gilt  lettering,  giving  the  years  1877-1907, 
j  ind  the  Senior  Classical  motto,  "Kaios  Nicomen", 


from  an  old  "block",  which  turned  up,  just  in  time, 
in  his  possession. 

Besides  the  guests,  Dr.  Arthur  C.  Jelly,  P.  A.  '78, 
and  associated  in  Harvard  '81,  with  our  '77  Harvard 
boys,  joined  us  on  invitation,  as  did  also  Mr.  John 
Noble,  now  a  student  in  Harvard  and  the  son  of  Mr. 
Henry  N.  Noble,  classmate,  of  Essex,  N.  Y.  The 
other  thirteen  were  Abbott,  C.  F.  Adams,  Chase, 
Haines,  Knowlton,  Myrick,  A.  F.  Odlin,  J.  E.  Odlin, 
Stearns,  Thurston,  Torrey,  Tyzzer,  and  Webster. 

A  little  after  seven  o'clock  the  dinner  was  dis- 
cussed; coffee  and  cigars  passed  round.  Then 
Thurston,  the  very  same  T.  T.  T.,  as  we  used  to  call 
him,  opened  the  after  dinner  speeches,  by  a  hearty 
reference  to  the  old  school  that  "did  more  for  us 
all",  he  believed,  than  even  college.  He  next  hap- 
pily introduced  the  Principal,  as  "the  man  at  the 
helm  to-day",  with  whom  the  interests  of  the  school 
and  its  future  are  entirely  safe. 

Mr.  Stearns  spoke  of  the  new  Andover  as  com- 
pared with  the  old;  its  needs  and  opportunities; 
and  the  share  the  Alumni  were  taking,  had  taken, 
and  might  take,  in  helping  Phillips  reach  her  ideal 
of  not  only  preparing  men  for  any  and  every  college 
in  the  land  well  but  in  developing  the  truly  demo- 
cratic Andover  spirit  and  character  in  every  one  of 
her  sons.  He  showed  us  clearly  that  the  Academy 
is  not  only  making  great  progress,  but  is  also  deter- 
mined to  continue  to  grow  in  all  that  makes  true 
excellence;  he  made  us  feel  a  stronger  desire  to 
help  him  and  the  school  gain  these  results.  He 
spoke  in  warmest  terms  of  praise  of  the  present 
faculty  with  its  recent  additions. 

Mr.  McCurdy  brought  the  same  qrenial  and  wel- 
come presence  to  the  dinner,  that  he  has  always 
carried  in  the  class  room.  It  seems  that  he  is  now 
distinguished  as  the  man,  of  all  its  teachers,  who 
has  given  the  most  years  of  service  to  Phillips.  His 
stories  and  references  to  the  old  times  made  them 
live  again  that  night.  He  referred,  with  especial 
tenderness  and  regard,  to  George  Bliss  Rogers,  P. 
S.  '77,  afterward  university  "oar"  at  Yale,  and  now 
deceased,  as  a  man  whose  lovable  spirit,  fine  ability, 
and  physical  prowess  alike  endeared  him  to  all  who 
knew  him. 

Mr.  Comstock  delighted-  his  old  pupils  by  a  suc- 
cession of  amusing  stories  of  his  P.  A.  experiences 
and  of  the  boys  as  he  met  them  in  after  life,  out  in 
the  world.  Full  of  interesting  reminiscences,  his 
speech  was  not  without  the  serious  note  of  the  life, 
not  old  but  mature,  which  has  come  to  feel  too 
deeply  to  put  it  into  words  something  of  what  the 
past  and  the  present  and  "the  shadowy  future"  mean 
and  must  mean  for  us  all. 

It  was  a  delight  to  find  him  so  perfectly  well  and, 
by  his  own  statement,  entirely  recovered  from  his 
unhappy  experience  in  Jamaica.  For  many  days, 
the  sound  of  his  voice  and  the  light  of  his  eye  will 
linger  happily  with  us. 

To  those  who  could  not  attend,  it  will  also  be  of 


IO 
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interest  to  know  that  Judge  Arthur  F.  Odlin,  P.  A. 
'77,  recently  has  returned  from  six  years'  govern- 
ment service  in  his  chosen  profession  in  the  Phil- 
ippine Islands,  having  previously  held  an  important 
position  in  Porto  Rico.  Judge  Odlin  gave  a  most 
interesting,  though  brief,  account  of  what  has  been 
done  for  the  benefit  of  the  Filipinos  in  the  schools 
and  in  the  reformed  currency,  both  of  which  are 
now  thoroughly  established.  He  deprecated  the  de- 
lay of  Congress  in  granting,  as  to  Hawaii  and  Porto 
Rico,  a  freer  entrance  into  trade  with  the  United 
States.  Mr.  N.  S.  Myrick  of  Boston  regretted  that 
his  stay  in  Andover  could  not  have  been  longer,  and 
told  us  how  often  he  had  longed  and  dreamed,  as  a 
refreshing  thought,  when  wrestling  with  other 
people's  troubles,  as  only  a  lawyer  has  to  do,  of 
some  happy  time  when  fate  or  fortune  would  permit 
him,  alone  or  with  others,  to  equip  and  endow  Phil- 
lips Andover  Academy  in  fitting  proportions  both 
to  her  needs,  and  to  the  debt  she  has  laid  upon  her 
loyal  sons. 

After  the  secretary's  report  of  progress  in  looking 
up  our  missing  men,  and  his  reference  to  the  tele- 
grams and  letters  of  regret  from  those  who  could 
not  come,  the  dinner  broke  up;  and  the  business 
meeting  followed,  with  the  results  that  Mr.  T.  T. 
Thurston  was  elected  Class  President  for  a  term  of 
five  years,  and  an  informal  agreement  was  reached 
to  organize  a  P.  A.  Committee  as  above  reported. 

Adjourned  to  the  call  of  the  President,  not  later 
than  June,  1908. 

Acting  scribe,  D.  T.  Torrey,  in  absence  of  W.  P. 
Regan. 

•77  ANNIVERSARY  FUND 

The  committee  on  concerted  class  effort  to  raise 
a  Thirtieth  Anniversary  Fund  for  the  benefit  of  the 
Academy  has  now  been  completed  as  follows:  How- 
ard P.  Haines,  241  Mt.  Ave.,  Maiden;  Thatcher  T. 
Thurston,  care  of  "Providence  Tribune",  Provi- 
dence, R.  I.;  William  P.  Regan,  296  Essex  St.,  Law- 
rence; William  A.  Knowlton,  77  Summer  St.,  Bos- 
ton; William  S.  Gavitt,  Lyons,  N.  Y. 

CLASS  OF  '92 

The  following  letter,  copies  of  which  are  being 
mailed  to  all  members  of  the  Class  whose  addresses 
are  known,  shows  how  one  loyal  class  is  doing  much 
for  itself  and  for  the  school.  We  commend  to  all 
other  classes  the  spirit  and  enthusiasm  shown  by 
the  officers  of  the  Class  of  '92. 

December,  1907. 

"Dear  Classmates: 

"You  have  already  received  a  copy  of  the  latest 
issue  of  the  Phillips  BULLETIN,  which  will  suffice, 
for  the  present,  as  a  report  concerning  our  quin- 
decennial  reunion.  I  will  simply  call  your  attention 
to  one  or  two  items  of  business  transacted  at  that 
time  by  the  men  present.  (Page  5  of  the  August 
BULLETIN.) 


"Plans  were  laid  for  the  vicennial  reunion  in  1912, 
at  which  time  we  desire  to  see  at  least  a  hundred 
men  back  on  Andover  Hill.  In  the  meantime,  we 
must  keep  together  and  must  fan  to  a  blaze  the  en- 
thusiasm already  enkindled.  This  will  demand 
frequent  correspondence  and  will  involve  expense, 
necessitating  a  treasury  behind  us. 

"Dues  were,  therefore,  assessed  at  one  dollar  for 
every  year  since  graduation;  that  is,  we  want  twenty 
dollars  from  every  member  of  the  Class  before  June, 
1912.    Fifteen  dollars  is  now  due. 

"As  many  as  can  are  requested  to  remit  the  money 
immediately.  Those  who  find  this  impossible  can 
send  five  dollars  now  and  the  same  sum  in  annual 
installments  till  the  whole  is  paid.  Others  still,  un- 
able to  pay  the  entire  amount  and  unwilling  to 
burden  themselves  with  pledges,  will  pay  the  dues 
for  the  current  year  ($1.00)  and  "let  the  dead  past 
bury  its  dead".  Many  of  the  last  class,  however, 
will  mean  a  "fizzle"  for  the  vicennial.  It  is  up  to 
each  to  do  the  best  he  can. 

"The  report  on  the  class  book  is  as  follows.  Of  the 
193  men  who  have  belonged  at  some  time  to  the 
Class,  there  are  11  whose  addresses  are  unknown. 
Of  the  remainder,  85  have  shown  great  interest  in 
the  proposition,  70  of  them  proving  their  interest  by 
sending  the  letter,  or  the  money,  or  both.  What 
have  you  done?    What  will  you  do? 

"We  want  the  letters  at  once,  for  no  other  general 
call  will  be  issued.  The  charge  is  two  dollars,  pay- 
able in  advance  or  on  delivery,  but  send  the  letter 
if  you  have  not  the  money.  Three  hundred  words 
are  allowed  each  member.  Letters  have  been  al- 
ready received  from  all  parts  of  the  world.  Do  not 
put  a  spoke  in  the  wheel  by  your  delay. 

"Use  the  enclosed  envelope  that  we  may  know 
where  you  stand  upon  these  two  propositions  of 
class  dues  and  class  book. 

Cordially  yours, 

G.  ERNEST  MERRIAM." 

Lost  addresses:  Brandon,  H.  J.;  Closson,  L.  M.; 
Foster,  A.;  Halbert,  D.  M.;  Hill,  G.  O.;  Hitchcock,, 
F.  L.,  Fargo,  N.  D.;  Oberne,  J.  E.;  Plumer,  G.  A.; 
Robinson,  A.  G;  Russell,  W.  D. 

CLASS  OF  '99  REUNION 

On  February  8th,  1907,  we  addressed  a  letter  to 
twelve  or  fifteen  members  of  the  Class  of  '99,  askin 
their  opinions  as  to  the  advisability  of  holding  a  re- 
union at  Andover  in  June,  1909 — the  tenth  anniver- 
sary of  the  graduation  of  the  Class.  The  r<  plies  to 
these  letters  were  so  encouraging  that  on  April  1st 
we  mailed  a  letter  to  every  member  of  the  Class  of 
'99  at  the  address  given  in  the  Address  List  of  Living 
Alumni,  outlining  our  plans  and  inclosing  a  statistic 
blank  and  a  pledge  to  a  Class  Fund  to  be  raised  and 
presented  to  the  Academy  at  a  dinner  in  June.. 
1909.  The  first  man  to  respond  with  statistic  blanl 
and  pledge  was  Sol  Metzger,  who  wrote  an  enthu 
siastic  letter  praising  the  scheme. 
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,1      We  have  now  received  letters  and  statistic  blanks 
,t  from  sixty-three  (63)  men.    The  general  character 
j.  of  the  replies  has  been  enthusiastic  in  the  extreme, 
[j  and  of  the  fellows  we  have  heard  from  to  date  only 
Belding,  Haas,  Hamlin,  Nicholas,  Perrin,  and  Russell 
say  definitely  that  they  will  not  be  present.  Russell, 
ir  who  lives  in  Seattle,  will  attend  h;s  sexennial  at  Yale 
r  in  1908  and  thinks  he  cannot  make  a  trip  across  the 
continent  two  years  in  succession,  while  Hamlin  and 
Perrin  say  it  is  very  difficult  to  get  away  from  their 
work  in  the  month  of  June.    Black,  Burkam,  Day, 
„  Fitch,  Jelke,  Johnston,  Ostby,  and  Wilson,  on  ac- 
,1  count  of  business,  are  doubtful,  but  say  they  will  try 
j.  hard  to  attend;  Gould  says  he  is. too  far  away,  but 
he  will  try  to  be  present.    All  others  say  they  will 
,.  be  present. 

it  To  date  we  have  $644.00  pledged  to  the  Class 
r  Fund.  Several  of  the  fellows,  instead  of  making  a 
0  pledge  covering  the  three  years,  sent  check  this  year 

and  ask  to  be  reminded  again  next  year,  when  they 
e  promise  to  send  another  check,  so  that,  as  a  matter 
(  of  fact,  this  amount  does  not  comprehend  the  actual 

amount  pledged.  The  pledges  vary  in  size  from 
n  $6.00  to  $50.00 — the  greater  number  being  for  $25.00 

and  $30.00.  That  part  of  the  pledges  which  has  been 
.   paid  in  cash  is  on  savings  deposit  drawing  interest 

at  4  per  cent. 

)|      Four  men  who  were  with  the  Class  in  the  Senior 
.  year  have  passed  away.     Hawks  died   March  25, 
;   1900,  while  a  member  of  the  Freshman  Class  at  Yale, 
;  after  an  operation  for  appendicitis.   Hurley,  who  was 
.  compelled  to  leave  Andover  in  March,  1899,  on  ac- 
it  count  of  ill  health,  died  the  following  November  at 
Corning,  N.  Y.    Starbuck,  while  a  member  of  the 
„  Class  of  1903  at  Harvard,  was  drowned  in  the  Shaw- 
J  sheen.    T.  C.  Thompson  was  drowned  February  15, 
1903,  in  the  Okaw  River  near  Posey,  111.,  by  the  cap- 
sizing of  his  boat  while  duck  hunting. 

Matrimony  seems  to  have  made  serious  inroads 
upon  the  Class,  for  twenty-one  fellows  have  taken 
unto  themselves  wives  —  Donahue  being  the  first 
to  forsake  bachelorhood.  Eight  of  these  are 
fathers, — seven  boys  have  been  born  to  members  of 
the  Class,  while  Klock  is  the  proud  father  of  the  only 
girl.  Again  Donahue  is  at  the  front  as  the  proud 
holder  of  the  honor  of  being  the  father  of  the  Class 
Boy.  The  following  is  a  list  of  the  members  of  the 
Class  who  are  married,  arranged  in  order  of  the 
dates  of  their  marriages: 

Donahue,  married  July  31,  1901;  boy  born  July  8, 
1902. 

Brainard,  married  June  17,  1903. 
Klock,  married  Oct.  14,  1903;  girl  born  Dec.  15, 
1904. 

Cass,  married  Oct.  21,1903;  wife  died  Oct.  1,  1907. 
Stiles,  married  Apr.  11,  1904;  boy  born  Feb.  12, 
1905. 

Dreisbach,  married  June  24,  1904. 
Kimball,  married  July  3,  1904;  boy  born  May  9, 
'907- 


Nicholas,  married  Feb.  24,  1905;  boy  born  Nov. 
26,  1906. 

Bruff,  married  Apr.  25,  1905;  boy  born  Jan.  11, 
1906. 

Townsend,  married  Sept.  16,  1905. 
Levering,  married  Nov.  8,  1905;  boy  born  Jan.  5, 
1907. 

Ogden,  married  Nov.  1,  1906. 
Ostby,  married  Nov.  7,  1906. 

Scully,  married  Dec.  26,  1906;  boy  born  Oct.  17, 
1907. 

Fitch,  married  Jan.  22,  1907. 
Haas,  married  April  1,  1907. 
O'Neil,  married  April  3,  1907. 
Robertson,  A.  W.,  married  Apr.  24,  1907. 
Johnston,  married  June  1,  1907. 
Jelke,  married  June  19,  1907. 
Meyer,  married  July  1,  1907. 

We  know  that  our  letters  have  not  reached  all  of 
the  members  of  the  Class,  for  we  have  heard  from  a 
number  of  the  men  who  say  they  never  received  our 
letters  addressed  to  them.  We  have  mailed  at  least 
two  letters  to  every  man  who  was  ever  connected 
with  '99,  and  in  most  instances  we  have  written  three 
times  and,  in  a  large  number  of  cases,  four  times;  so 
if  this  meets  the  eye  of  any  man  who  has  not  heard 
from  us,  let  him  not  feel  slighted  but  let  him  drop 
us  a  line  immediately,  giving  us  his  present  address, 
as  we  desire  to  get  into  communication  with  every 
fellow  who  was  ever  identified  with  '99. 

Letters  addressed  to  the  following  fellows  have 
been  returned  to  us:  Burnett,  Brayton,  Foley,  God- 
dard,  Hill,  T.  E.,  Hicks,  Mathes,  Nash,  Pierson,  Rose, 
Spear,  and  Wagar. 

We  have  no  addresses  for  the  following:  Burbank, 
Brown,  T.  M.  H.,  Cannon,  Codding,  Druehl,  Gold- 
smith, Hellman,  Lucas,  Melczer,  Moorhead,  Nathan, 
Newell,  Orlady,  Perkins,  Potter,  Sayward,  Schultz, 
Snow,  VanWickle,  Wilhelmi.  Anyone  knowing  the 
address  of  any  of  the  above  men  will  confer  a  favor 
by  communicating  it  to  Walter  S.  Sugden,  Sisters- 
ville,  W.  Va.,  at  once. 

It  is  the  ambition  of  the  Committee  to  organize 
the  largest  and  most  successful  reunion  ever  held  by 
any  class  at  Andover,  and  we  trust  that  every  mem- 
ber of  the  Class  will  share  this  ambition  and  co-op- 
erate with  us  in  this  desire. 

These  are  some  of  our  wants.  We  want  a  sta- 
tistic blank  from  every  fellow  who  was  ever  identi- 
fied with  the  Class  of  '99  at  Andover;  we  want 
eighty  fellows  to  promise  to  attend  the  dinner  and 
reunion  in  June,  1909;  we  want  to  raise  a  Class  Fund 
of  $1000.00  at  least;  we  want  to  put  all  past  class 
reunions  in  the  shade  in  numbers,  in  enthusiasm, 
and  in  the  size  of  Class  Fund;  we  want  the  '99  re- 
union to  be  the  most  notable  one  in  the  annals  of 
Andover;  we  want  the  '99  reunion  to  set  a  high 
water  mark — one  so  high  that  it  will  be  the  ambi- 
tion of  all  future  reunions  to  equal  it;  WE  WANT 
THE  MEN  TO  BEGIN  NOW  to  plan  and  arrange 
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their  work  to  come  back  to  Andover  in  June,  1909, 
(indeed  many  of  the  fellows  have  already  written  us 
they  are  doing  so). 

We  urge  every  member  of  the  Class  to  make  our 
wants  his  own  individual  wants  and  to  constitute 
himself  a  committee  of  one  for  the  purpose  of  mak- 
ing it  possible  for  '99  to  realize  and  accomplish  these 
things. 

We  ask  every  member  of  the  Class  who  has  not 
yet  sent  in  his  statistic  blank  to  do  so  immediately, 
and  we  ask  all  men  to  notify  us  immediately  of  any 
marriages,  births,  or  deaths  not  recorded  on  blanks 
sent  in,  for  our  plans  include  the  publication  of  a 
book  on  the  order  of  the  Class  Book,  containing  a 
short  sketch  of  every  member  of  the  Class,  to  be  dis- 
tributed at  the  dinner  in  1909. 

Our  tentative  plans  include  a  dinner  to  be  held  in 
Boston  at  a  date  to  be  fixed  later,  a  trip  up  to  Ando- 
ver the  next  day,  and  a  lunch  at  Pomps  or  Sunset 
Rock  in  the  afternoon  of  that  day. 

As  set  out  in  our  letter  of  April  1st,  no  fellow  who 
is  delinquent  in  make-ups  need  fear  going  back  or 
hesitate  on  that  account,  for  we  have  made  special 
arrangements  relieving  all  '99  men  of  such  delin- 
quencies. 

The  following  is  a  list  of  the  present  addresses 
and  business  of  the  men  we  have  heard  from: 

Albright,  mining  engineer  with  Ontario  Power 
Co.,  Niagara  Falls,  Ont. 

Archbald,  mining  engineer,  Franklin  Gold  Mining 
Co.,  Creighton,  Ga. 

Belding,  treasurer  and  manager  of  Everett  E. 
Belding  Co.,  Springfield. 

Black,  attorney,  Union  Trust  Building,  Cincinnati, 

O. 

Bradley,  automobiles,  221  Central  Avenue,  Dover, 
N.  H. 

Brainaro,  manufacturing,  Lawrence.  Phillips  Inn, 
Andover. 

Bruff,  Union  Metallic  Cartridge  Co.,  Bridgeport, 
Conn. 

Burkam,  attorney,  Rialto  Building,  St.  Louis,  Mo. 
Bushong,  attorney,  526  Washington  Street,  Read- 
ing, Pa. 

Cass,  with  Essex  Company,  Lawrence.  17  Res- 
ervoir Terrace,  Lawrence. 

Clark,  K.  D.,  Harbison-Walker  Refactories  Co., 
Touraine  Hotel,  Buffalo,  N.  Y. 

Clark,  W.  W.,  with  National  Car  Wheel  Co.,  Sayre, 
Pa. 

Day,  physician,  Brookline  Free  Hospital  for 
Women,  Brookline. 

Dennison,  broker,  535  State  Street,  Boston. 

Donahue,  dealer  in  paints  and  oils,  398  Main 
Street,  Catskill,  N.  Y. 

Dreisbach,  mill  supplies,  Macan  Jr.  Co.,  South  2nd 
Street,  Easton,  Pa. 

Eastman,  B.  S.,  wholesale  and  retail  hardware, 
Eastman,  Teller  Co.,  Boise,  Idaho. 

Ewell,  attorney,  31  Nassau  Street,  New  York  City. 


Fitch,  attorney,  32  Nassau  Street,  New  York  City. 

Fowler,  mfg.  collars  and  cuffs,  90  Ridge  Street, 
Glens  Falls,  N.  Y. 

Fox,  attorney,  42  William  Street,  New  York  City. 

Gould,  president  Gould  Elevator  Co.,  607  Corn 
Exchange,  Minneapolis,  Minn. 

Haas,  attorney,  259  Fifth  Avenue,  New  York  City. 

Hamlin,  manager  of  creameries,  120  South  State 
Street,  Elgin,  111. 

Hatch,  attorney,  49  Wall  Street,  New  York  City. 

Hill,  F.  A.,  electrical  engineer,  Lynn  Gen.  Elec.  Co., 
86  Park  Street,  Lynn. 

Holt,  railroad  transportation,  Woodstock,  Conn. 

Howard,  physician,  64  West  56th  Street,  New 
York  City. 

Hull,  attorney,  No.  30  Berkshire  Life  B'ld'g.,  Pitts- 
field. 

Jelke,  manufacturing,  187  North  Union  Street, 
Chicago,  111. 

Johnston,  attorney,  4  West  9th  Street,  Wilming- 
ton, Del. 

Kimball,  attorney,  Thistle  Building,  Sistersville, 
W.  Va. 

Klock,  managing  real  estate,  200  West  Water 
Street,  Syracuse,  N.  Y. 

Levering,  president  Indian  Refining  Co.,  62  Cedar 
Street,  New  York  City. 

Leonard,  attorney,  135  Broadway,  New  York  City. 

Littlefield,  attorney,  96  Broadway,  New  York  City. 

McClintock,  attorney,  1507  Park  Building,  Pitts- 
burg, Pa. 

Mahoney,  master  Packard  Grammar  School,  16 
Logan  Street,  Lawrence. 

Metzger,  literary  work,  3641  Locust  Street,  Phila- 
delphia, Pa. 

Meyer,  physician,  282  Front  Street,  Chicopee. 

Nevin,  banking,  Peoples'  National  Bank,  Wood 
Street,  Pittsburg,  Pa. 

Nicholas,  managing  real  estate,  201  Hayden-Clin- 
ton  Bldg.,  Columbus,  O. 

Ogden,  real  estate  and  insurance,  41  Park  Row, 
New  York  City. 

O'Neil,  broker,  316  Fourth  Avenue,  Pittsburg,  Pa. 

Ostby,  manufacturing  jeweller,  118  Richmond 
Street,  Providence,  R.  I. 

Perrin,  planter  and  manager  of  plantation,  Meri- 
gold,  Miss. 

Pierce,  manufacturing  jeweller,  No.  118  Richmond 
Street,  Providence,  R.  I. 

Robertson,  banking,  Winnebago  Nat'l  Bank,  Rock- 
ford,  111. 

Rowell,  attorney,  Rialto  Building,  St.  Louis,  Mo. 
Ruhl,    manufacturing,    381    North    Main  Street, 
Rockford,  111. 

Russell,  stocks  and  bonds,  Burke  Building,  Seattle, 

Wash. 

Ryman,  manufacturing  and  wholesale  lumber, 
112  South  Franklin  Street,  Wilkes-Barre,  Pa. 

Scully,  attorney,  427  Masonic  Building,  Peoria, 
111. 
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Stern,  attorney,  Rushmore,  Bisbee,  Rogers  & 
Stern,  40  Wall  Street,  New  York  City. 

Stevens,  attorney,  62  North  Main  Street,  Con- 
cord, N.  H. 

Stiles,  lumber  business,  223  Ellison  Street,  Pater- 
son,  N.  J. 

Sugden,  attorney,  Thistle  Building,  Sistersville, 
W.  Va. 

Townsend,  Importers  and  Traders  Nat'l  Bank, 
306  West  80th  Street,  New  York  City. 

Wallace,  asst.  supt.  of  Ansonia  Brass  &  Copper 
Co.,  Ansonia,  Conn. 

Whiting,  manager  of  Ford  Auger  Bit  Company, 
246  Oak  Street,  Holyoke. 

Williams,  manufacturing,  150  Hamilton  Avenue, 
New  York  City. 

Wilson,  G.  H.,  railroading,  C.  B.  &  Q.,  436  Vine 
Street,  Cincinnati,  O. 

WALTER  S.  SUGDEN,  Treas., 

Sistersville,  W.  Va. 

COMMUNICATION:  A  SUGGESTION 

At  both  Harvard  and  Yale  it  has  been  the  custom 
for  several  years  for  the  class  celebrating  its  twenty- 
fifth  anniversary  to  raise  a  fund  for  the  benefit  of  its 
alma  mater.  These  amounts,  though  not  large  from 
any  one  class,  make  large  aggregates,  and  these  col- 
leges are  benefited  accordingly. 

Why  should  not  the  same  policy  be  adopted  by  the 
alumni  of  Phillips  Academy?  Suppose,  for  instance, 
that  every  class  on  its  thirtieth  or  twenty-fifth  anni- 
versary, without  interrupting  individual  alumni  gifts 
as  now  made,  should  raise  ten  thousand  dollars  for 
the  Academy,  the  result  in  a  few  years  would  be  to 
change  the  annual  deficit  into  a  surplus;  to  make 
it  possible  to  reduce  the  tuition,  now  too  high;  to 
attract  and  retain  the  best  teachers  by  more  liberal 
salaries;  to  increase  the  number  of  scholarships; 
and  to  advance  the  interests  of  the  school  in  many 
ways. 

One  of  the  chief  means  to  such  a  result  is  the 
strong  class  organization  which  should  be  formed 
in  school  and  afterwards  maintained.  It  is  hoped 
that  this  idea  will  appeal  to  the  alumni  and  that 
active  steps  may  be  taken  by  the  classes  along  these 
lines.  ALUMNUS. 

NORTHWESTERN  ALUMNI  ASSOCIATION 

Steps  are  now  being  taken  for  the  formation  of  an 
Alumni  Association  of  the  Northwest.  Phillips  An- 
dover  receives  a  large  number  of  her  students  from 
St.  Paul,  Minneapolis,  Duluth,  and  the  neighboring 
cities.  Plans  are  being  made  for  a  banquet,  to  be 
held  early  this  winter,  when  definite  arrangements 
will  be  made  for  the  organization  of  the  association. 
Mr.  Stearns  has  been  invited  to  be  present,  and  speak 
on  the  school  and  its  plans  for  the  future.  The  un- 
usual success  of  similar  organizations,  principally 
in  New  York,  Washington,  and  Chicago,  has  in- 


fluenced to  a  great  extent  the  formation  of  this 
Alumni  Association. 


At  a   meeting  of   the   Harvard  -  Andover  Club, 
October  17th,  the  following  officers  were  elected: 
President— R.  K.  Fletcher,  '08. 
Vice-president — R.  C.  Brown,  '10. 
Secretary — C.  L.  Lanigan,  '10. 
Treasurer — F.  P.  Ferguson,  '10. 


It  is  requested  that  death  notices  and  wedding  announce- 
ments be  sent  to  Phillips  Bulletin,  Andover,  Mass.,  in 
order  that  these  records  be  complete  and  accurate. 


January  i  to  December  31,  1907 

Edited  by  George  T.  Eaton,  P. A.  '73 


DEATHS 

1833 — Theophilus  Clinton  Frye,  died  at  Lawrence,  18 
Oct. 

1833 — Benjamin  Flint  Jenkins,  died  at  Lawrence,  24 
March. 

1842 —  Moses  Tyler  Stevens,  died  at  North  Andover,  25 
March. 

1843 —  Richard  Hall,  died  at  St.  Paul,  Minn.,  1  April. 

1843 — Quincy  L.  Reed,  died  at  South  Weymouth,  9 
April. 

1843 —  Phineas  Richardson,  died  at  Dracut,  29  Decem- 
ber. 

1844 —  Robert  Bell,  died  at  Andover,  11  December. 

1844 — Francis  Homes,  died  at  Hancock,  N.  H.,  13  Jan. 

1844 — Darius  Richardson,  died  at  Andover,  9  Feb. 

1846 — Edward  Cornelius  David,  died  at  Cheyenne,  Wyo., 
June. 

1846— Chester  D.  Holmes,  died  at  Roxbury,  27  August. 

1846 —  James  Byers  Smith,  died  at  Lawrence,  18  August. 

1847 —  Charles  Lathrop  Ayer,  died  at  Windsor,  Conn.,  2 
June. 

1847 — Benjamin  Winslow  Harris,  died  at  East  Bridge- 
water,  7  Feb. 

1849 — George  Russell  Dwelley,  died  at  "Arlington 
Heights,  13  April. 

1849 — William  LeBaron  Jenney,  died  at  Los  Angeles, 
Cal.,  15  June. 

1849 —  William  Henry  Ward,  died  at  Pepperell,  28  Nov. 

1850 —  Richard  Merrill  Abbott,  died  at  Hammonton,  N. 
J.,  2  March. 

1850 —  Joseph  Warren  Smith,  died  at  Andover,  14  Nov. 

1851 —  George  Frost  Baker,  died  at  Andover,  23  Aug. 

1851 —  Isaac  Edward  Clark,  died  at  Washington,  D.  C, 
7  Jan. 

1852 —  Abraham  Burbank  Coffin,  died  at  Winchester,  9 
March. 

1853 —  Sylvester  Lovejoy,  died  at  Boston,  3  June. 

1853 — Edward  Payson  Stetson,  died  at  Walpole,  21  May. 
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1854 — Henry  Lyman    Clapp,    died  at    Valetta,    Malta,         1878 — Burton  Monroe  Firman,  died  at  Dorchester,  8 

May.  Aug. 

1854— Daniel  Woodbury  Tenney,  died  at  Methuen,  8         1879— George  Wentworth  Newton,  died  at  Chicago,  III 

April.  9  Feb. 

rSss-Jonas  Edward  Monroe,  14  Feb.  l882-John  Alvord  Hinsdale,  died  11  April. 

1856-Jeduthan  Varnum  Abbott,  died  at  Boston,  4  Oct.         l888_Chauncey  Davis  Short,  died  3  May. 

l856-J0hn  Marshall  Brown,  died  at  Portland,  Me.,  20         l88g_Robert  Kerr  Dickerman,  died  at  Salem,  4  Sept. 
July. 

1856— Daniel  Henry  Chamberlain,  died  at  Charlottes-         1889— Henry    Crosby   Stetson,  died  at   Cambridge,  16 


ville,  Va.,  13  April. 


April. 


1903 — James  Silvey  Babcock,  died  at  Brooklyn,  N.  Yi 
1  Feb. 


1856 —  William  Couch  Egleston,  died  at  New  York,  N.  1891 — Louis  Anton  Ernest  Ahlers,  died  at  Colorado 
Y.,  26  March.  Springs,  Col.,  10  July, 

1857 —  Amasa  Clarke,  died  at  Brookline,  26  Oct.  1893 — Frank  William  Conant,  died  at  Gatun,  Panama, 

3  Dec 

1857 —  George    Francis  Fabyan,  died  at  Brookline,  18 
Jan.  1895 — Robert  Jeffrey  Grant,  died  at  Syracuse,  N.  Y, 

22  Tunc 

1858 —  James  Coffin  Jordan,  died  at  Scarboro,  Me.,  16  J 

May.  l8g6 — Hugh  Taylor  Birch,  jr.,  died  at  Chicago,  111. 

1858 — Elisha  Stiles  Lyman,  died  at  Albuquerque,  N.  M.,  r>  u    ..  r>         en-         j  -  j     ..  t->  r~  1 

. ,  0                               -  1897 — Robert  Barry  Sullivan,  died  at  Denver,  Col.,  10 

9  Nov.  Oct 

1858 —  George    Thacher    Sears,    died    at  Somerville, 
April. 

1859 —  Addison  Pinneo  Foster,   died  at   New   Paltz,  N. 
Y.,  18  June.  1907 — Herman  Verhoeff  Hartwell,  died  at  New  Haven, 

1859 — George  Sawyer  Poole,  died  at  Somerville,  26  May.  Conn.,  2  ept. 

jc-rj^iij-j^i-          t         o  I911 — Charles  Mussey  Shaw,  died  at  New  York,  N.  Y, 

1861 — Edmund  Sanford  Clark,  died  at  Framingham,  28  jg  qc{ 

May. 

1861 —  Jared  Lawrence  Rathbone,  died  at  San  Francisco,  MARRIAGES 

Cal.,  2  May. 

1862 —  Charles  Greenfield  Hussey,  died  at  Andover,  13  1856 — Joseph  Leonard  Daniels  and  Minerva  Tennej 
Feb.  Ellis,  at  Baltimore,  Md.,  24  March. 

1862— Horace  Henry  Tyer,  died  at  Pigeon  Cove,  4  Oct.  1875— Henry  Herbert  Donaldson  and  Emma  Brace,  ai 

1864—  Frank    Drake  Hobbs,    died    at    Chicago,  111.,  12  New  York,  N.  Y.,  6  April. 
Feb.  l88o — Frank  Oliver  Ayres  and  Vira  Quaid,  at  Newburgh 

1S65 — Albion  Francis  Holt,  died  at  Colorado  Springs,  N.  Y.,  4  Dec. 

Col.,  6  March.  l887 — Carrol  Neide  Brown  and  Agnes  Hood  Hutton,  « 

1865—  William  Henry  Lee,  died  at  Evanston,  111.,   18  Briersfield,  Scotland,  5  April. 
Jan.  i887 — Arthur    Beebe    Chapin    and    Marion  Sigournej 

1867— Samuel  Look  Avery,  died  at  Louisville,  Ky.,  27  Murless,  at  Rockville,  Conn.,  18  Dec. 

Feb.  1887 — Carrol  Preston  Davis  and  Matilda  Clarkson,  a 

1867 —  William  Cumston  Fessenden,  died  at  Beaver  Falls,  Pittsburg,  Pa.,  24  April. 
Pa.  1887 — Frederic  Collin  Walcott  and  Mary  Hussey  Guthrie, 

1868—  George  Henry  Stanley,  died  at  Pawtucket,  R.  I.,  at  Pittsburg,  Pa.,  3  April, 
30  July.  l887 — Farnham  Yardley  and  Harriet  Mullett  Jenkins,  a 

1869—  Joseph  Everett  Garland,  died  at  Gloucester,  16  Orange,  N.  J.,  2  April. 
Dec.  l888 — james  Wilson  Osborne  and  Cordelia  DeLong,  a 

1869— Franklin  Samuel  Hatch,  died  at  Brookline,   24  Superior,  Wis.,  23  Feb, 

Dec-  1889 — Edwin  Bell  Weston  and  Lena  Ellison  at  Ran 

1869 —  George  Edwards  Vernon,  died  at  Newport,  R.  I.,  dolph,  Vt.,  8  Aug. 
23  June.  l8oi — Thomas  King  Hanna  and  Ida  Leonora  Donaldsoi 

1870—  John  Franklin  Harris,  died  at  Spokane,  Wash.,  at  New  York,  N.  Y.,  15  May, 
16  FeD-  1891 — Fred  Stevens  Smith  and  Helen  Louise  Josselyn,  a 

1871— John  Patton,  died  at  Grand  Rapids,  Mich.,  24  North  Andover,  22  Jan. 

May-  1891 — Hartley    Wales    Thayer    and    Linda  Washbur 

1872—  Charles  Albert  Dickinson,  died  at  Corono,  Cal.,  Seaver,  at  West  Newton,  29  June. 

9  Jan-  1892 — Henry  Selden  Johnston  and  Ethel  Montgomer 

1874 — George  Warren  Stearns,  died  at  Walpole,  10  Aug.  Page,  at  Maiden,  19  Sept. 

1877— Edward  John  Whiting  Morse,  died  at  Boston,  2  1893— Bayard  Barnes  and  Helen  Davenport  Benedict,  ij 

Jan.  New  Haven,  Conn.,  9  Jan. 
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,893 — Cornelius  Porter  Kitchel  and  Edith  Ray,  at  Brook- 
lyn, N.  Y.,  17  Oct. 

1803 — James  Putnam  Sawyer  and  Helen  Bradford  Webb, 
at  Hoosick  Falls,  N.  Y.,  26  Oct. 

^93 — Nathan  Ayer  Smyth  and  Kathleen  Bulkley,  at 
Norfolk,  Conn.,  28  Sept. 

1894 — Burr  Clark  Chamberlin  and  Grace  Whitney 
Knowlton,  at  Brooklyn,  N.  Y.,  14  Nov. 

1894 — Lawrence  Brewster  Hamlin  and  Edith  Evans,  at 
Elgin,  111.,  12  Oct. 

1894 — Josiah  Judson  Hazen  and  Gertrude  Moffitt,  at 
New  York,  N.  Y.,  14  March. 

1894 — George  Walker  Hinman  and  Miriam  Clarke,  at 
North  Reading,  29  June. 

1894 —  Frederick  Wardell  Whittemore  and  Polly  Far- 
num  Butterfield,  at  Andover,  29  June. 

1895 —  Wentworth  Lewis  Harrington  and  Lilian  Gordon, 
at  Brooklyn,  N.  Y.,  18  June. 

1896 —  Melvin  Page  Burnham  and  Adaline  Lydia  Martin, 
at  New  York,  N.  Y. 

1896 — Frederic  Palmer,  jr.,  and  Helen  Wallace,  at  New 
York,  N.  Y.,  19  June. 

1896 — James  Austin  Richards  and  Hazel  Temple  Read, 
at  Bridgeton,  Me.,  4  Sept. 

1896 — Arthur  Stanley  Roberts  and  Ilonka  Szelnar,  at 
Budapest,  Hungary,  6  July. 

1896 —  Frederick  Henry  Steenstra  and  Elsie  VanTine 
Roberts,  at  Corning,  N.  Y.,  26  Sept. 

1897 —  Henry  Stuart  Hotchkiss  and  Elizabeth  Wyndham 
Washington,  at  Wessyngton,  Tenn.,  9  Oct. 

1897 — Wilfred  Clary  Lane  and  Lila  Darling  Woodbury, 
at  Burlington,  Vt.,  2  Oct. 

1897 —  Convers  Buckingham  Woolsey  and  Effie  Bush 
Smith,  at  Dunster,  Somerset,  England,  6  May. 

1898 —  George  Abbott  Marland  and  Martha  B.  Greene, 
at  Columbus,  Ga.,  14  March. 

1898 —  David  Dana  Woodbury  and  Edith  Garland,  at 
Gloucester,  17  Sept. 

1899 —  Morton  Cross  Fitch  and  Florence  Emily  Foster, 
at  Brooklyn,  N.  Y.,  22  Jan. 

1899 — John  George  Haas,  jr.,  and  Margaret  Mary  Mc- 
Devitt,  at  Lancaster,  Pa.,  1  April. 

1899 — William  Poyntell  Johnston  and  Caroline  Pyle,  at 
Wilmington,  Del.,  1  June. 

1899 — Ralph  Hill  Melczer  and  Grace  Estelle  Palmer,  at 
New  York,  N.  Y.,  29  Oct. 

1899 — Carl  Emil  Meyer  and  Anna  Marie  Ludwig,  at 
Chicopee,  1  July. 

1899 —  George  Wilson  Tuttle  and  Jane  Pearl  Burnham, 
at  Los  Angeles,  Cal.,  15  April. 

J 900 — Emerson  Woods  Baker  and  Charleen  B.  Johnson, 
at  Fitchburg,  15  June. 

1900 —  Carl  King  and  Emily  Beekman  Dunning,  at  Brook- 
line,  14  May. 

1900 — Charles  Earl  Moore  and  Edna  Irene  Bluhm,  at 
Chicago,  111.,  2  Jan. 

1900 — Edward  Stetson  Paine  and  Florence  M.  Bragg, 
at  Bangor,  Me.,  12  Sept.  , 

1900 — Thomas  Day  Thacher  and  Eunice  Booth  Burrall, 
at  Waterbury,  Conn.,  9  Nov. 


1901 — Charles  Jarvis  Chapman  and  Marguerite  Rumery, 
at  Portland,  Me.,  18  May. 

1901—  William  Clarence  Matthews  and  Penelope  Belle 
Lloyd,  at  Hayneville,  Ala.,  6  July. 

1902 —  Gustave  Maurice  Hecksher  and  F.  Louise  Van- 
derhoef,  at  New  York,  N.  Y.,  7  Feb. 

1903 —  Saxon  Berry  Gavitt  and  Eleanor  More  Green,  at 
Syracuse,  N.  Y.,  17  April. 

1903 — Carleton  Huiskamp  and  Laura  McVay,  at  Seattle, 
Wash.,  30  Oct. 

1903 —  Samuel  Finley  Brown  Morse  and  Anne  Thomp- 
son, at  Poughkeepsie,  N.  Y.,  29  June. 

1904 —  Andrew  Watson  Armour  and  Elsa  Parker,  at 
Chicago,  111.,  20  Nov. 

1904 —  Gerald  Joseph  D'Arcy  and  Edith  Maxwell  Chick, 
at  Dorchester,  30  Oct. 

1 9°S — George  Douglas  Lawson,  jr.,  and  Marie  Turner, 
at  Fishkill-on-the-Hudson,  N.  Y.,  10  June. 

1905 —  Byron  Wales  Woodbury  and  Eva  Gifford,  at  North 
Beverly,  7  Aug. 

PERSONALS 

1833 — Theophilus  Clinton  Frye  was  born  in  New  York 
City,  August  25,  1819,  the  son  of  James  Frye  and  Elsie 
Dubois  Houston  Frye.  He  was  employed  by  Davis  &  Ft-r- 
ber  in  North  Andover  as  a  machinist,  as  an  engineer  at 
the  Amoskeag  and  Stark  Mills  in  Manchester,  N.  H.,  as 
chief  engineer  of  the  Middlesex  Mills  in  Lowell.  For  16 
years  he  was  with  the  Atlantic  Mills  in  Lawrence.  During 
all  his  later  years  he  was  engaged  in  biographical  work, 
especially  a  genealogy  of  the  descendants  of  John  Frye 
of  Andover.    He  died  in  Lawrence,  October  18,  1907. 

1846 — Chester  D.  Holmes  died  in  Roxbury,  August  27, 
1907,  at  the  age  of  76  years. 

1846 — James  B.  Smith  was  born  in  Andover,  October  1, 
1828.  At  one  time  he  was  president  of  the  Smith  &  Dove 
Manufacturing  Co.  Served  one  year  as  a  private  in  Co. 
A.,  33rd  Regiment,  Mass.  Infantry,  in  the  civil  war.  In 
1892 — 1893  Mr.  Smith  served  in  the  State  legislature.  He 
died  in  Lawrence,  August  18,  1907. 

1849 —  William  Henry  Ward  studied  at  the  Bridgewater 
Normal  School,  taught  in  Manchester,  N.  H.,  and  for  ten 
years  was  a  teacher  in  the  public  schools  of  Boston.  He 
was  a  Civil  War  veteran  and  became  a  contractor  in  the 
city  of  Lowell.  He  built  a  large  number  of  bridges  in  New 
England  and  New  York,  including  those  over  the  Charles 
river  at  Newton,  Needham,  and  Dedham,  the  Boston  & 
Maine  bridge  at  Haverhill  and  the  pier  of  the  Harvard 
bridge  between  Boston  and  Cambridge.  He  also  erected 
the  monument  at  Bennington,  Vt.,  dedicated  in  1891.  He 
was  instantly  killed,  November  28,  1907,  at  Pepperell,  by  a 
derrick  boom. 

1850 —  Joseph  Warren  Smith  was  born  November  14, 
1831,  and  died  upon  his  birthday  November  14,  1907,  in 
Andover.  His  business  life  was  the  Smith  &  Dove  Manu- 
facturing Co.,  and  he  was  also  a  director  in  the  Boston  & 
Maine  R.  R.,  the  Boston,  Revere  Beach  and  Lynn  R.  R., 
and  in  several  banks.  He  was  president  of  the  board  of 
trustees  of  the  Memorial  Hall  Library  of  Andover.  Mr. 
Smith  travelled  widely  and  with  an  open  vision  and  was 
singularly  happy  in  sharing  his  experiences  with  others, 
both  on  the  printed  page  and  in  graphic  conversation  and 
story  telling.  His  interest  in  the  sailors  and  life  savers 
along  the  Atlantic  coast  was  profound  and  life  long  and 
his  interest  wa3  evidenced  by  his  work  for  them. 
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1 85 1 — George  Frost  Baker  was  born  in  Andover  in  1830 
and  lived  there  his  whole  life,  well-known  and  respected. 
He  died  in  Andover,  August  23,  1907. 

^56—Jeduthan  Varnum  Abbott  was  born  in  Andover, 
June  7,  1836,  and  during  the  civil  war  served  in  Co.  A., 
33rd  Regiment,  Mass,  Infantry.  At  the  time  of  his  death 
he  was  commander  of  Post  144  G.  A.  R.  His  home  was  in 
Dedham  where  he  had  served  as  chairman  of  the  board  of 
overseers-  of  the  poor.  He  was  vice-president  of  the 
Dedham  Historical  Society  and  prominent  in  other  ways. 
He  died  of  apoplexy  in  Boston  while  attending  as  dele- 
gate a  councillor  convention  October  4,  1907- 

J857 — Amasa  Clarke  was  born  in  Andover,  January  14, 
1844,  and  died  in  Brookline,  October  26,  1907-  During  the 
civil  war  he  was  a  member  of  the  44th  Mass.  Regiment. 
He  was  treasurer  of  the  Winthrop  Mills  Co.,  Winthrop, 
Me.,  and  of  the  Clinton  Mills,  Norwich,  Conn.  Mr.  Clarke 
was' a  wealthy  and  influential  citizen  of  Brookline. 

1862— Benjamin  A.  Fowler  is  president  of  the  Salt 
River  Valley  Users  Association  of  Phoenix,  Arizona.  He 
is  also  president  of  the  Associated  Charities  of  Phoenix. 

1862— Horace  Henry  Tyer  was  born  in  New  Brunswick, 
N.  J.,  in  1844.  He  entered  his  father's  1  usiness  in  Ando- 
ver, that  of  the  manufacture  of  rubber,  and  at  his  father's 
death  became  the  head  of  the  Tyer  Rubber  Co.  He  was 
also  a  director  in  the  National  Bank,  a  trustee  of  Pun- 
chard,  for  many  years  a  trustee  of  Abbot  Academy,  presi- 
dent of  the  Andover  Press.  He  died  October  4,  1907,  at 
Pigeon  Cove. 

,  866— Stephen  S.  Taft,  of  Springfield,  has  been  elected 
district  attorney  for  the  Berkshire— Hampden  district. 

1 867— Rev.  J.  W.  Hird  is  preaching  at  Pawlet,  Vt. 

!  873— Henry  V.  Condict  is  a  lawyer  at  15  Exchange 
Place,  Jersey  City,  N.  J. 

.  1874— Prof.  Waldo  S.  Pratt,  of  Hartford  Theological 
Seminary,  has  written  "The  History  of  Music,"  which  the 
house  of  Schirmer  has  recently  issued. 

jZ74  George  Warren  Stearns  was  born  in  Windham, 

Conn.,  December  24,  1856.  He  entered  Amherst  College, 
winning  the  Porter  Entrance  prize  for  the  best  prepared 
student,  and  graduated  with  the  class  of  1878.  He  grad- 
uated from  Andover  Seminary  in  1881.  His  pastorates 
were  in  Patten,  Me.,  Hadley,  Acton,  Middleboro  and  Lanes- 
ville.  He  died  in  Walpole,  August  10,  1907.  Mr.  Stearns 
was  a  graceful  writer,  fond  oS  the  classics,  a  helper  of  all 
his  associates. 

j878 — Burton  Monroe  Firman  graduated  from  Harvard 
in  1882  and  engaged  in  newspaper  work  on  the  Spring- 
field Republican,  the  Boston  Advertiser,  the  Providence 
Telegram,  became  managing  editor  of  the  Boston  Post  and 
for  the  last  three  years  has  been  in  the  banking  business. 
He  died  in  Dorchester,  August  8,  1907- 

j88s — Rev.  Charles  N.  Gleason  of  Bethel,  Me.,  has  ac- 
cepted his  call  to  the  pastorate  at  Henniker,  N.  H. 

j888 — Alfred  B.  Chace  has  been  re-elected  district  attor- 
ney for  Columbia  County,  N.  Y. 

!888 — James  W.  Osborne  has  been  appointed  by  the 
Governor  of  Minnesota,  Judge  of  the  Municipal  Court  of 
Ely,  Minn. 

^89 — Robert  Kerr  Dickerman,  of  Brookline,  died  at  the 
Fletcher  Sanitarium,  Salem,  September  4,  1907. 

1891— Rev.  H.  L.  W.  Snell  is  rector  of  St.  James  Church, 
Birmingham,  Mich. 

1893— Robert  C.  Gilmore  is  president  of  the  Trade  Maga- 
zine Association,  59  Park  Place,  N.  Y. 


1894 —  Pierre  R.  Porter  is  a  member  of  the  law  firm  of 
Porter  and  Proctor,  Ninth  Street  and  Grand  Avenue,  Kan- 
sas City,  Mo. 

1895 —  William  H.  Field  has  been  appointed  General 
Advertising  Manager  of  the  Frank  A.  Munsey  Company 
publications. 

1895 — Robert  Jeffrey  Grant,  Sheffield  '97,  died  June  22, 
1907,  at  the  Hospital  of  the  Good  Shepherd  in  Syracuse, 
N.  Y. 

1895 — Seth  Enoch  Moody  graduated  from  Dartmouth  in 
'98,  taught  for  three  years  in  Brazil,  received  the  degree 
of  Ph.D.  from  Yale  in  1906,  and  is  instructor  in  Analy- 
tical Chemistry  in  the  University  of  Wisconsin,  Madison, 
Wis. 

1895 — Miles  S.  Sherrill  has  been  promoted  to  be  assis- 
tant professor  of  Theoretical  Chemistry  at  the  Mass.  In- 
stitute of  Tecnnology. 

1897 — Claude  J.  Oliphant  has  been  made  manager  of 
the  Publicity  Department  of  Longmans,  Green  &  Co.,  New 
York  City. 

1897 — After  six  years  as  a  teacher  in  the  Philippines, 
Reginald  F.  Smith  has  returned  to  his  home  in  Lowell. 

1897 — Robert  Barry  Sullivan  was  born  in  Central  City, 
Col.,  June  29,  1878,  graduated  at  Sheffield  in  1900,  died 
of  appendicitis  October  10,  1907,  at  Denver,  Col.  He  was 
secretary  and  treasurer  of  the  Denver  Gas  and  Electric 
Co.,  treasurer  of  Improved  Equipment  Co.,  secretary  of 
Holly  Sugar  Co.,  director  in  Capital  Life  Insurance  Co, 
in  the  Denver  Stock  Yards  Bank,  in  the  Portland  Cement 
Co.,  and  other  corporations. 

1899 — Charles  O.  Day,  jr.,  is  house  surgeon  at  the  Free 
Hospital  for  Women,  Brookline. 

1902 —  Edward  E.  Beals  has  recently  written  "The  Law 
of  Financial  Success"  which  the  Fiduciary  Press  of  Chicago 
publish.    Mr.  Beals  is  vice-president  and  treasurer  of  the 

company. 

1903 —  Henry  F.  Burns  is  assistant  secretary  of  the  Y. 
M.  C.  A.  at  Syracuse,  N.  Y. 

1904 —  Irving  H.  Gallyon  is  secretary  and  manager  of 
The  Fiduciary  Press,  Tacoma  Building,  Chicago,  111. 

1904 —  Foster  S.  Naething  of  Yale  is  president  of  the 

Intercollegiate  Swimming  Association. 

Ig04 — Fred  H.  Schmidt  is  teaching  English  and  History 
at  the  Hitchcock  Military  Academy,  San  Rafael,  Cal. 

1905 —  Francis  H.  Burr,  Harvard  1909,  has  been  elected 
captain  of  the  Harvard  football  eleven  for  the  coming  year/ 

1005 — Edward  A.  Dillon,  Princeton  1909,  has  been: 
elected  captain  of  the  'Varsity  football  team  for  1908. 

lgo6 — Charles  L.  Lanigan  has  been  elected  vice-presi-. 
dent  of  the  sophomore  class  at  Harvard. 

IQ07 — Herman  V.  Hartwell,  while  studying  in  Ne^jj 
Haven,  Conn.,  in  preparation  to  enter  Sheffield  Scientfic 
School,  was  stricken  with  typhoid  fever  and  died  in  that 

city,  September  2,  1907. 

igo8 — George  A.  Cowee  is  president  of  the  freshman< 
class  at  M.  I.  T. 
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THEOLOGICAL  SEMINARY  TO  MOVE 
TO  CAMBRIDGE 

Reprinted  from  the  Boston  Herald,  March  14. 

The  question  of  the  future  of  Andover  Theological 
Seminary  has  been  settled.  By  a  formal  vote  of  the 
rustees,  on  March  12,  it  was  decided  that  the  Sem- 
nary  be  removed  to-  Cambridge,  and  there,  as  an 
nstitution  separate  from,  but  affiliated  with,  Har- 
vard University  with  its  Divinity  School,  take  up 
he  work  of  educating  clergymen  in  an  environment 
.nd  under  conditions  which  the  trustees  believe  will 
,-nable  the  Seminary  again  to  appeal  to  students,  and 
,vhich  will  restore  to  it  its  former  prestige. 

This  action  represents  the  mind  and  purpose  of  a 
»oard  of  trustees  created  by  the  Legislature  last 
/ear  to  have  sole  charge  of  the  Seminary.  Prior  to 
hat,  both  the  Seminary  and  the  Academy  were  gov- 
:rned  in  one  corporation  and  by  the  same  set  of 
nen. 

This  action  of  the  Legislature,  on  petition  of  the 
rustees  of  the  old  corporation,  was  in  part  the  result 
»f  agitation  by  the  alumni,  who  insisted  that  one 
actor  in  restoring  interest  and  confidence  in  the 
seminary  would  be  to  put  it  in  the  hands  of  men 
^specially  charged  with  responsibilities  to  it. 

On  the  new  board,  as  on  the  old,  there  are  Presi- 
lent  Harris  of  Amherst  College,  Principal  Stearns 
>f  the  Academy,  Mr.  Alfred  L.  Ripley  of  Andover, 
ind  the  Rev.  Charles  L.  Noyes.  But  to  fresh  con- 
ideration  of  the  problem,  with  the  creation  of  the 
lew  board,  came  leaders  among  the  denominational 
:lergy,  men  like  the  Rev.  George  A.  Gordon  of  the 
lid  South  Church,  the  Rev.  Nehemiah  Boynton  of 
3rooklyn,  the  Rev.  H.  P.  Dew'ey,  now  of  Minne- 
apolis, and  several  laymen,  including  the  late  A.  G. 
itanwood  of  Boston,  Professor  H.  M.  Gardiner  of 
imith  College,  George  P.  Morris  of  Boston,  and 
"rank  Gaylord  Cook  of  Cambridge. 

During  the  past  six  months,  these  trustees  have 
lealt  with  the  problem  in  the  light  of  earlier  at- 
empts  to  remove  to  Cambridge,  and  also  in  the 
i«ht  of  the   known   preference   of  many   of  the 


alumni.  They  were  finally  led  to  favor  change  of 
site  for  reasons  which,  by  law,  have  became  part  of 
the  record  of  their  action,  and  are  given  herewith: 

Reasons  for  Removal 

First — The  difficulties  of  Andover  Theological 
Seminary  in  its  present  location:  the  steady  falling 
off  in  attendance,  amounting  at  the  present  time  to 
the  practical  desertion  of  the  Seminary  by  students 
for  the  ministry;  the  consequent  unproductive  use, 
and  so  far  waste,  of  funds  and  endowments;  the 
failure,  therefore,  to  fulfil  the  true  design  of  the  in- 
stitution by  "increasing  the  number  of  learned  and 
able  defenders  of  the  gospel  of  Christ,  as  well  as  of 
orthodox,  pious  and  zealous  ministers  of  the  New 
Testament";  the  narrow  field  of  usefulness  offered 
to  the  professors,  which  renders  unattractive  the 
chairs  of  instruction  in  the  Seminary;  the  location 
of  the  Seminary  in  a  village,  near  no  metropolitan 
centre,  and  hence  cut  off  from  opportunities  for  ex- 
perience in  religious  work  of  a  city,  which  have  a 
compelling  attraction  for  students  fitting  themselves 
for  the  ministry  of  the  present  day;  the  inability  of 
the  Seminary,  with  its  resources,  unallied  with  any 
other  institution,  to  furnish  the  various  courses 
needed. 

Second — The  advantages  of  Cambridge  as  a  loca- 
tion for  Andover  Theological  Seminary  make  it  the 
place  which  the  trustees  judge  to  be  best  calculated 
for  carrying  into  effectual  execution  the  intention  of 
the  founders.  Removal  to  that  city  comes  within 
the  express  permission  of  the  charter,  that  the  trus- 
tees of  the  Seminary  "shall  have  power  to  remove 
it  and  establish  it  in  such  place  within  the  state"  as 
they  deem  best.  In  Cambridge,  the  Seminary  will 
remain  in  the  same  general  geographical  area,  and 
be  so  placed  as  to  retain  its  old  field  and  constit- 
uency, its  local  ties,  influence,  and  associations. 

Cambridge  lies  in  the  region  where  the  lines  of 
our  denominational  history  and  influence  converge, 
and  nowhere  is  there  a  larger  number  of  students 
from  families  and  churohes  the  Seminary  was  de- 
signed to  serve  than  in  Harvard  University. 
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Terms  of  Alliance 

Third — The  advantages  of  alliance  on  favorable 
terms  with  Harvard  University.  The  terms  of  alli- 
ance involve  no  change  in  the  charter,  constitution, 
organization,  or  independent  status  of  the  Seminary. 

Harvard  University  offers  a  number  of  courses  in 
theology,  open  to  Andover  students,  of  the  kind 
and  quality  which  Andover  would  desire  to  provide, 
some  of  them  given  by  men  already  associated  with 
Andover  through  their  antecedents  of  training  or 
service,  or  at  least  of  the  same  communion  and 
theological  belief. 

In  its  allied  departments,  Harvard  University  is 
unsurpassed  by  any  institution  in  the  country  in  the 
number  of  courses  of  interest  and  value  to  candi- 
dates for  the  ministry,  all  of  which  the  Seminary 
may  employ  at  discretion. 

The  acceptance  by  Harvard  for  her  degrees,  of 
courses  given  by  Andover  professors,  will  open  these 
courses  not  only  to  divinity  students  but  also  to  the 
student  body  of  a  great  university,  and  thereby  will 
enlarge  the  field  of  usefulness  of  the  professors,  and 
make  more  attractive  and  rewarding  to  the  best  men, 
the  Andover  chairs  of  instruction. 

Establishing  Andover  Theological  Seminary,  with 
its  influence  and  facilities,  at  Cambridge,  will 
strengthen  the  religious  forces  and  enhance  the 
credit  and  efficiency  of  theological  instruction  in  a 
great  university  centre. 

The  effect  of  this  would  be  to  render  the  calling 
of  the  ministry  more  honorable  and  attractive  in  the 
eyes  of  educated  young  men  and  draw  a  larger  pro- 
portion of  them  into  the  profession.  And  thereby, 
indirectly,  as  well  as  by  the  opportunity  of  giving 
instruction  to  more  students  in  its  classes,  the  Sem- 
inary will  be  enabled  to  increase  the  number  of 
learned  and  able  ministers  of  the  gospel. 

Under  the  charter,  the  trustees  were  empowered, 
under  certain  conditions,  to  move  the  Seminary  from 
Andover,  but  not  without  the  state.  This  effectually 
blocked  the  schemes  of  western  Congregationalists 
who  would  have  pressed  a  transfer  and  affiliation 
with  seminaries  in  Chicago  or  on  the  Pacific  coast. 

Having  decided  on  Cambridge  as  a  seat  of  resi- 
dence for  the  transplanted  school,  the  question  of 
relation  to  Harvard  University  naturally  arose,  es- 
pecially in  view  of  an  earlier  negotiation  between 
the  Harvard  officials  and  the  board  of  trustees  of  the 
Academy  and  the  Seminary.  Resumption  of  negotia- 
tions by  the  present  board  of  Andover  trustees 
found  representatives  on  each  side  in  a  mood  to 
procure  a  measure  of  co-operation  and  avoidance  of 
duplication  of  functions,  without  loss  of  autonomy 
and  self-control  on  the  part  of  Andover  Seminary, 
and  with  Harvard  extending  to  Andover  students 
rights  and  privileges  which  belong  to  students  in  its 
own  Divinity  School. 


The  following  statement,  issued  by  the  Seminary 
faculty,  shows  the  nature  of  the  affiliation  with  Har- 
vard University  and  the  unusual  opportunities  of- 
fered by  Andover  Seminary,  under  the  new  arrange- 
ment, to  candidates  for  the  Congregational  ministry. 

Andover  Theological  Seminary 

AFFILIATED  WITH 

HARVARD  UNIVERSITY  ' 


Andover  Seminary  begins  the  second  century  of 
her  existence  by  removing  to  Cambridge  and  enter- 
ing into  an  alliance  with  Harvard  University,  under 
the  terms  of  which  the  resources  of  each  institution, 
including  courses  of  instruction  and  library  facil- 
ities, become  available  for  the  students  of  the  other, 
yet  each  remains  autonomous  so  far  as  organization 
and  government  are  concerned,  and  each  maintains 
its  separate  Faculty. 

Besides  enjoying  the  rich  educational  advantages 
of  the  University  in  Cambridge,  Andover  students 
will  find  themselves  brought  into  close  contact  in 
Boston  and  the  surrounding  cities  with  the  best  re- 
ligious life  and  work  of  New  England,  not  only 
through  the  Congregational  churches  and  their  be- 
nevolent societies,  both  home  and  foreign,  but  also 
through  other  churches  and  organizations  of  almost 
every  variety  and  name.  From  the  pulpits  of  these 
cities  students  may  hear  representative  preachers  of 
different  denominations;  from  the  lecture  platform 
they  may  listen  to  the  popular  discussion  of  scien- 
tific and  literary  themes;  through  the  resources  of 
art  and  music,  so  generously  provided,  they  may 
enjoy  the  wholesome  relaxations  of  cultivated  life. 
But  at  the  same  time  the  student  may  witness  some- 
thing of  life's  darker  side  and  discover  abundant 
evidences  of  the  world's  need,  thus  quickening  his 
sympathies  and  stimulating  his  ambition  for  a  career 
of  faithful  service.  The  schemes  for  social  better- 
ment and  the  other  philanthropic  activities  of  a  great 
metropolis,  all  close  at  hand,  form  an  instructive 
and  inviting  field  of  observation,  and  furnish  incen- 
tives to  the  observer  to  adapt  and  apply  his  Chris- 
tianity to  the  needs  of  the  day. 

ADMISSION 

Andover  Seminary  opens  her  doors  to  all  Protes- 
tants without  discrimination.  Every  applicant  for 
admission  must  present  a  certificate  of  church  mem- 
bership, a  certificate  of  graduation  from  a  college 
which  has  a  course  of  study  approved  by  the  Fac- 
ulty, and  letters  of  recommendation  from  at  least 
two  responsible  individuals.  Students  from  other 
seminaries  which  have  corresponding  requirements 
for  admission  and  similar  courses  of  study,  may  be 
admitted  to  advanced  standing  on  presenting  letters 
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of  honorable  dismissal  and  recommendation  from 
those  seminaries.  Applicants  should  present  all 
their  credentials  promptly  at  the  beginning  of  the 
Seminary  year. 

« 

INSTRUCTION  AND  DEGREES 

The  Seminary  continues  as  heretofore  ,to  offer  in- 
struction through  her  own  Faculty  in  the  funda- 
mental subjects  of  the  Old  Testament,  the  New  Tes- 
tament, Church  History,  Systematic  Theology,  and 
Homiletics.  The  University  affiliation  opens  to  An- 
dover  students  a  variety  of  additional  courses  in 
every  department  of  Theology,  and  also  in  the  allied 
fields  of  the  History  of  Religions,  Ethics,  Philos- 
ophy, Sociology,  Economics,  and  General  History, 
making  a  combination  of  opportunities  unsurpassed 
elsewhere  in  the  land.  A  description  of  the  courses 
offered  by  Andover  and  Harvard  teachers  will  be 
found  in  the  Seminary  Catalogue,  to  be  issued 
shortly. 

Students  may  receive  the  whole  of  their  theolog- 
ical education  at  the  hands  of  the  Andover  Faculty 
as  at  present,  or  they  may,  without  additional  ex- 
pense, take  part  of  their  courses  with  Harvard 
teachers.  As  candidates  for  the  Andover  degree  of 
Bachelor  of  Divinity,  they  may  so  adjust  their 
courses  as  to  receive  at  graduation  the  same  degree 
from  Harvard  also.  Andover  students,  while  in 
residence  at  the  Seminary,  may  also  be  candidates 
for  the  Harvard  degrees  of  Master  of  Arts  and 
Doctor  of  Philosophy,  under  conditions  similar  to 
those  now  in  force  with  reference  to  students  in  the 
Harvard  Divinity  School.  Detailed  information  re- 
specting the  conditions  upon  which  the  various  de- 
grees are  conferred  may  be  found  in  the  Seminary 
Catalogue. 

FEES  AND  EXPENSES  ' 

The  annual  fee  for  tuition  is  $150.  and  this  amount 
is  charged  to  every  student  who  wishes  to  have  the 
year  counted  as  a  year  of  residence  for  any  degree. 
For  resident  graduates  and  special  students  taking 
less  than  three  and  a  half  courses,  the  fee  may  vary 
according  to  the  number  of  courses  taken.  The  pay- 
ment of  the  fee  entitles  the  student  to  admission  to 
Andover  and  Harvard  courses  alike. 

The  cost  of  living  in  Cambridge  may  be  estimated 
as  follows, 

Tuition   $150. 

Room-rent     ....  50. 

Board,  38  weeks,  at  $3. 50  133. 

Fuel  and  light      ...  15. 

Total       ....  $348. 

To  this  should  be  added  a  sum  sufficient  to  pay 
for  laundry  work,  books,  and  other  personal  ex- 
penses. 


SCHOLARSHIPS 

Students  in  residence  at  the  Seminary,  and  doing 
full  work,  are  eligible  for  scholarship  aid  under  the 
following  plan. 

1.  Scholarships  of  $250.  each  may  be  awarded  to 
students  whose  circumstances  require  it,  provided 
their  college  or  Seminary  standing  does  not  fall 
below  an  average  of  seventy-five  per  cent. 

2.  Scholarships  of  $300.  each  may  be  awarded  to 
students  who,  during  the  preceding  half-year,  have 
attained  the  grade  of  A  (90  per  cent.)  in  at  least 
two  courses,  and  who  have  not  fallen  below  the 
grade  of  B  (78.  per  cent.)  in  any  course. 

3.  Scholarships  of  $350.  each  may  be  awarded  to 
students  of  the  Middle  and  Senior  classes  who,  dur- 
ing the  preceding  half-year,  have  attained  the  grade 
of  A  in  three  courses,  and  who  have  not  fallen  below 
the  grade  of  B  in  any  course. 

4.  A  student  may  be  promoted  from  one  scholar- 
ship group  to  the  next  higher  at  the  middle  or  end 
of  any  year,  provided  he  has  met  the  requirements 
stated  above.  But  if  a  student  fails  to  maintain  the 
rank  required  for  holding  the  scholarship  awarded 
to  him,  he  may  be  transferred  to  the  next  lower 
scholarship  group,  or  deprived  of  scholarship  aid 
entirely. 

FELLOWSHIPS 


1.  Two  "Andover  Fellowships"  of  $400.  each  are 
offered  for  the  year  ioo8-'oq  to  graduates  of  this  or 
other  seminaries,  who  have  attained  high  rank  as 
undergraduates,  and  who  satisfy  the  Faculty  of  their 
fitness  to  pursue  advanced  theological  study  of  a 
high  order. 

2.  The  "Winkley  Fellowship",  yielding  $600.  a 
year,  was  founded  in  order  to  afford  young  men 
of  especial  promise  the  opportunity  to  pursue  ad- 
vanced study  in  this  country  or  in  Europe.  It  may 
be  held  for  one  or  for  two  years.  Candidates  must 
have  completed  a  three  years'  course  of  theological 
study,  of  which  at  least  the  last  two  years  have  been 
in  this  Seminary,  and  they  must  not  only  have  at- 
tained a  high  degree  of  excellence  in  the  studies  of 
the  course,  but  also  have  displayed  aptitude  for 
original  research.  Incumbents  pursue  their  studies 
under  the  direction  of  the  Faculty,  reporting  semi- 
annually. 

3.  The  "Seminary  Fellowship",  also  of  $600.,  was 
established  by  the  Trustees  in  1885,  to  be  held  upon 
the  same  conditions  and  for  the  same  length  of  time 
as  the  Winkley  Fellowship. 

RELIGIOUS  AND  PHILANTHROPIC  WORK 

Students  are  not  only  encouraged  to  observe  and 
study  the  practical  work  of  the  churches,  Sunday 
schools,  social  settlements,  and  charitable  organiza- 
tions of  the  neighborhood,  but  are  also  directed  by 
the  Seminary  to  points  of  service  where  they  may 
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share  in  one  or  another  of  these  forms  of  activity, 
so  far  as  this  can  be  done  without  interference  with 
the  studies  of  their  Seminary  course.  By  this  means 
the  Seminary  aims  to  keep  her  students  in  touch 
with  the  work  to  which  they  are  naturally  looking 
forward.  In  recognition  of  the  services  thus  ren- 
dered, students  may  receive  from  the  Seminary 
grants  of  money,  in  amounts  not  exceeding  $50. 
annually. 

For  Catalogues  and  further  information,  address 
The  Secretary  of  the  Faculty, 

Andover,  Massachusetts. 

TEMPORARY  INFIRMARY 

During  the  winter  term,  the  track-house,  which  has 
been  practically  useless  since  the  building  of  the 
Borden  Gymnasium,  was  remodeled  and  equipped 
for  a  school  infirmary.  An  infirmary  has  been  as- 
sured to  the  school;  but  since  the  legacy  has  not 
yet  become  available,  it  seemed  necessary  to  use  the 
track-house  temporarily. 

The  need  of  an  infirmary  has  been  more  pressing 
in  late  years  than  formerly,  owing  to  the  fact  that 
more  students  are  rooming  in  dormitories  than  was 
the  case  a  few  years  ago.  When  more  students 
roomed  in  private  houses,  there  were  more  women 
to  take  care  of  them  in  case  of  sickness,  and  food 
could  be  easily  supplied.  The  case  is  different  in  the 
dormitories.  The  Dining  Hall,  also,  diminished  the 
number  of  private  eating  houses  and  made  it  harder 
to  furnish  the  sick  with  proper  food. 

Though  small,  the  track-house  has  been  made  into 
a  comfortable  and  well-appointed  infirmary.  On  the 
ground  floor,  at  the  right  of  the  main  door,  is  the 
kitchen,  containing  in  one  corner  a  small  steam- 
heating  furnace  and  in  the  other  a  large  range.  The 
closet  is  well  supplied  with  kitchen  utensils.  Oppo- 
site the  front  door  is  a  retiring  room  for  the  attend- 
ants, and  at  the  extreme  left  is  a  bedroom  for  a 
nurse.  A  room  behind  the  latter  has  not  yet 
been  furnished,  but  it  will  probably  be  fitted  up 
for  the  accommodation  of  another  nurse.  Both 
these  rooms  are  wainscoted.  At  the  left  of  the 
front  door  is  a  bright,  sunny  dining-room,  in  which 
the  patients  who  are  convalescing  may  eat  meals 
and  at  the  same  time  enjoy  an  extended  view. 
Upstairs,  there  are  two  wards  and  a  bath-room. 
Each  ward  contains  five  beds.  The  second  story 
hall  is  large  enough  so  that  an  extra  bed  may  be  set 
up  for  the  accommodation  of  another  patient,  if 
necessary.  The  dining-room  may  also  be  trans- 
formed into  a  ward  if  the  number  of  patients  should 
necessitate  such  a  change.  The  halls,  wards,  din- 
ing-room, and  bath-room  are  finished  in  a  soft  olive 
green,  which  gives  a  restful  and  quiet  effect  to  the 
eye.  Patients  will  be  furnished  with  the  conven- 
iences of  the  infirmary  at  cost,  and  may  be  attended 
by  their  own  town  physician. 


EDITORIAL 


THE  MOVING  OF  THE  SEMINARY 

We  have  purposely  devoted  much  space  in 
this  issue  to  the  decision  of  the  trustees  of  the 
Theological  Seminary,  recently  announced,  to 
move  that  institution  to  Cambridge.  The  signifi- 
cance of  this  step,  both  to  the  Seminary  and  to 
the  Academy,  cannot  be  overestimated.  And  it 
is  of  the  utmost  importance  that  the  alumni  and 
the  friends  of  the  Academy  should  clearly  under- 
stand the  situation.  It  is  doubtful  whether  any 
event  in  the  history  of  the  two  Andover  institu- 
tions has  been  of  more  importance  or  fraught 
with  greater  possibilities  to  both  institutions  than 
this  step  which  the  Seminary  trustees  have  now 
definitely  decided  to  take. 

The  relations  existing  between  the  Academy 
and  the  Seminary  have  always  been  somewhat 
unusual  and  capable  of  •  being  easily  misunder- 
stood. Though  the  Seminary  was  a  distinct 
outgrowth  of  the  Academy  and  until  the  past 
year  has  been  managed  by  the  same  board  of 
trustees,  its  property,  both  real  and  personal,  has 
always  been  entirely  distinct  from  that  of  the 
Academy. 

The  departure  of  the  Seminary  from  Andover, 
of  necessity  throws  the  entire  real  estate  holdings 
of  that  institution  into  the  market.  This  property 
is  not  to  be  "turned  over  to  Phillips  Academy", 
as  has  frequently  been  reported.  By  tradition 
and  history,  Phillips  Academy  should  naturally 
be  regarded  by  the  Seminary  trustees  as  a  pre- 
ferred purchaser.  But  from  the  obligations  of 
their  trust,  the  Seminary  trustees  are  in  duty 
bound  to  dispose  of  this  property  primarily  .in 
the  interests  of  the  institution  committed  to  their 
charge.  If,  then,  the  Academy  does  not  buy  the 
property,  some  other "  purchaser  or  purchasers 
must  be  found. 

Those  who  are  familiar  with  the  property 
holdings  of  the  two  institutions  will  at  once 
appreciate  the  absolute  necessity  of  securing  fori 
the  Academy  the  real  estate  holdings  of  the 
Seminary.  Practically  the  entire  top  of  what  is 
known  as  "Andover  Hill"  is  owned  by  the  two 
institutions  in  question.  But,  more  than  this,  the 
property  holdings  of  both  are  so  interwoven  that 
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it  would  be  little  short  of  suicidal  for  the 
Academy  to  allow  these  holdings  to  pass  into 
the  hands  of  any  outside  parties.  On  the  other 
hand,  the  possession  of  the  property  by  the 
Academy  would  add  much-needed  recitation  and 
dormitory  facilities  to  its  plant  and  would  insure 
possibilities  of  expansion  and  development  un- 
surpassed by  any  secondary  school  in  this  country 
and  splendidly  in  keeping  with  the  long  and  illus- 
trious history  of  the  Academy. 

The  duty  and  the  responsibility  developing 
upon  the  trustees  of  Phillips  Academy  are  plain. 
The  Seminary  property  must  be  secured  for  the 


Academy,  both  for  protection  and  development. 
To  make  this  possible,  a  large  sum  of  money 
must  be  raised---just  how  much  the  trustees 
have  yet  to  determine.  In  the  near  future,  a 
vigorous  campaign  will  be  started  to  accomplish 
this  end.  To  insure  success  in  this  undertaking, 
the  loyal  co-operation  and  the  support  of  the 
alumni  of  the  school  are  primarily  essential.  In 
this  hour  of  her  need  and ,  of  her  great  oppor- 
tunity as  well,  Phillips  Academy  turns  to  her 
sons  and  her  friends  for  help,  with  confidence 
that  they  will  guard  her  from  possible  danger 
and  will  render  her  future  safe  and  assured. 


AN  DOVER   THEOLOGICAL  SEMINARY 

From  left  to  right— Phillips  Hall,  Bartlet  Chapel,  Bartlet  Hall.     These  buildings  will   be  vacated  when  the  Seminary  moves  to  Cambrii 
Bartlet  Hall  has  for  the  past  two  years  been  rented  by  the  Academy  for  dormitory  purposes. 


SCHOOL  NEWS 
LITERARY 

SCHOLARSHIP  HONORS— WINTER  TERM 

The  following  students  were  .awarded  scholarship 
honors  for  the  winter  term  of  1908: — 
Honors  of  the  first  grade: 

Alexander  Bern  Bruce,  '11,  Lawrence. 

Herbert  Freeman  Fraser,  '08,  Mansfield,  O. 

Gaylord  Merritt  Gates,  '10,  Andover. 

Alexander  Louis  Jackson,  '11,  Englewood,  N.  J. 


Charles  Carleton  Kimball,  '09,  Andover. 
John  Joseph  Mcintosh,  'n,  Andover. 
Washington  Piatt,  '08,  Baltimore,  Md. 
Walter  Henry  Snell,  '09,  Brockton. 
George  Parks  Stanley,  '10,  Portland,  Me. 
Bates  Torrey,  Jr.,  '08,  South  Weymouth. 
Honors  of  the  second  grade: 
John  Radford  Abbot,  '10,  Andover. 
William  Richard  Barbour,  '08,  Ridgway,  Pa. 
Howard  Fulton  Barrows,  '09,  Newton  Centre. 
John  Lincoln  Barry,  3d,  '08,  Hyde  Park. 
Sidney  George  Bradford,  '08,  Edge  Moor,  Del. 
Edgar  Wells  Freeman,  '08,  Plainfield,  N.  J. 
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THE  STONE  CHAPEL 
Used  jointly  by  the  Seminary  and  the  Academy. 


Richard  Irwin,  '09,  Tokio,  Japan. 
Wilbur  Woodfill  Jenkins,  '10,  Terre  Haute,  Ind. 
Luther  Loomis  Killam,  '10,  New  Haven,  Conn. 
Austin  William  King,  '10,  Danville,  111. 
William  Laubach  Nute,  '10,  St.  Louis,  Mo. 
Luther   Savage   Phillips,  '10,   Northeast  Harbor, 
Me. 

Ralph  King  Pratt,  '08,  Nunda,  N.  Y. 

John  Batcheller  Savage,  '08,  Cambridge. 

Homer  Daniel  Swihart,  '10,  Coshocton,  O. 

Edward  Bancroft  Twombly,  '08,  Summit,  N.  J. 

Edward  Jerome  Webster,  '09,  Andover. 

Robert  Welles,  '09,  Paris,  France. 

Willyme  Forbes  Woodward,  '09,  Denver,  Colo. 

MEANS   PRIZE  SPEAKING 

The  forty-first  annual  speaking  of  original  com- 
positions for  the  Means  Prizes  was  held  in  the 
Stone  Chapel  on  the  evening  of  March  17.  The  pro- 
gram is  given  below: 

1.  The  Growing  Regard  for  Human  Life.  Elmer 
Robinson,  '10,  Pawtucket,  R.  I. 

2.  Henry  M.  Stanley,  the  Man.  Oscar  Leander 
Chell,  'ro,  Everett. 

3.  The  Picturesqueness  of  a  Great  American 
City.  Sheldon  Hitchcock  Tolles,  Jr.,  '08,  Cleveland, 
O. 

4.  The  Legend  of  Jason.  Earl  Albert  Rosendale, 
'09,  Peoria,  111. 

5.  The  Spread  of  Democratic  Ideas  in  the 
World.    Sherman  Hoar  Bowles,  '08,  Springfield. 

6.  Incidents  from  the  History  of  Phillips  Acad- 
emy.   Francis  Butler  Thwing,  '08,  Cleveland,  O. 

7.  The  Growing  Regard  for  Human  Life.  Louis 
Frederick  Henze,  '09,  Flushing,  N.  Y. 


BRECHIN  HALL 
The  Seminary  Library. 


8.  The  Legend  of  Jason.  William  Richard  Bar- 
bour, '08,  Ridgway,  Pa. 

9.  The  Picturesqueness  of  a  Great  American 
City.    Allan  Shelden,  '09,  Detroit,  Mich. 

10.  Is  the  Fraternity  a  Benefit  in  School  Life? 
Edward  Jerome  Webster,  '09,  Andover. 

The  first  prize,  twenty  dollars,  was  awarded  to 
Edward  Jerome  Webster;  the  second  prize,  twelve 
dollars,  to  William  Richard  Barbour;  the  third  prize, 
eight  dollars,  to  Sherman  Hoar  Bowles.  The  awards 
were  made  by  a  committee  consisting  of  the  Rev. 
John  L.  Keedy,  Mr.  Wallace  E.  Mason,  and  the  Rev. 
H.  Usher  Munro  —  all  of  North  Andover.  Mr. 
Mason  announced  the  decision  of  the  judges  and 
presented  the  prizes. 

The.  Academy  Orchestra  played  while  the  judges 
were  coming  to  their  decisions. 

PHILO 

The  officers  of  Philo  for  the  winter  term  were: 
President — ■  R.   E.   Coleman,  '09,   Grand  Rapids, 
Mich. 

Vice-president — S.  H.  Tolles,  Jr.,  '08,  Cleveland,  Of 
Secretary — F.  T.  Bennett,  '09,  New  Haven,  Conn. 
Treasurer — F.  L.  Klingbeil,  '09,  Lorain,  O. 

FORUM 

The  officers  of  Forum  for  the  winter  term  were: 
President — A.   W,   Greely,  Jr.,  '09,  Washington, 

D.  C. 

Vice-president — W.  H.  Woolverton,  Jr.,  '09,  New 
York  City. 

Secretary — J.  W.  Gemmer,  '10,  Hackensack,  N.  J. 
Treasurer — John  A.  McBride,  Jr.,  '11,  Rocheste 

N.  Y. 
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PHILO-FORUM  DEBATE 

By  superiority  in  form  and  in  argument,  Philo  won 
the  sixteenth  annual  Philo-Forum  Debate,  in  the 
Stone  Chapel,  on  the  evening  of  March  20.  The 
question  for  debate  was:  Resolved,  That  the  Des 
Moines  plan  of  City  Government  should  be  adopted 
for  the  City  of  Boston.  Philo  argued  for  the  affir- 
mative; Forum,  for  the  negative.  Of  these  annual 
contests,  Forum  has  won  ten;  Philo,  six. 

Philo  was  represented  by  William  Nelson  Allen, 
'08,  Brooklyn,  N.  Y.;  Washington  Piatt,  '08,  Balti- 
more, Md.;  Sherman  Hoar  Bowles,  '08,  Springfield. 
The  Forum  men  were:  Adolphus  Washington 
Greely,  '09,  Washington,  D.  C. ;  William  Richard 
Barbour,  '08,  Ridgway,  Pa.;  George  Casper  Logan, 
'08,  Ridgway,  Pa.  The  members  of  the  teams  spoke 
in  the  order  named.  Allen  and  Greely  spoke  in  re- 
buttal. 

The  presiding  officer  for  Philo  was  Robert  Earl 
Coleman,  '09,  Grand  Rapids,  Mich.;  for  Forum,  Wil- 
liam Henderson  Woolverton,  Jr.,  '09,  New  York 
City. 

The  judges  were:  Judge  Charles  U.  Bell,  Judge  J. 
J.  Mahoney,  Colver  J.  Stone,  Esq., — all  of  Andover. 

Philo  won  the  decision  by  arguing  that  the  pres- 
ent plan  of  city  government  is  wrong  in  theory  and, 
in  practice,  unsuccessful;  that  the  modern  city  re- 
sembles a  business  corporation;  and  that  the  Des 
Moines  plan  offers  the  best  government  with  the 
fewest  opportunities  for  corruption.  Forum  tried 
to  prove  that  men  and  not  systems  determine 
whether  a  city  shall  be  governed  well  or  ill;  that 
the  Des  Moines  plan  is  undemocratic;  and  that  it 
is  not  suitable  for  a  city  as  large  as  Boston.  In  re- 
buttal, the  leaders  reviewed  their  arguments  well. 

Exeter  proposed  the  following  subject  for  the 
Andover-Exeter  debate — Resolved,  That  the  inter- 
ests of  the  lumber  industry  in  the  United  States 
require  that  the  federal  government  shall  purchase 
and  manage  a  forest  reserve  in  the  White  Moun- 
tains in  New  Hampshire.  Andover  has  chosen  to 
defend  the  affirmative  side  of  the  question.  The  de- 
bate will  be  held  at  Exeter  in  the  spring  term.  The 
trials  for  the  Andover  team  will  be  held  on  April 
14- 

PUBLICATIONS 

The  McLanahan  Prizes  for  articles  published  in 
the  Mirror  were  awarded,  for  the  winter  term,  as 
follows:  first  prize,  ten  dollars,  to  James  Carl 
Thomas,  '08,  Las  Vegas,  Nev.,  for  his  story,  "The 
Barmaid  at  Rayne's",  in  the  March  issue;  second 
prize,  five  dollars,  to  Allan  Shelden,  '09,  Detroit, 
Mich.,  for  his  story,  "The  Black  Fox",  in  the  Janu- 
ary issue. 

LECTURES 

Mr.  Moorehead  and  Dr.  Peabody  have  completed 
the  following  series  of  lectures: 


Oct.  31st.  Evolution  and  the  Ascent  of  Man.  Il- 
lustrated.   Warren  K.  Moorehead. 

Nov.  21st.  Prehistoric  Man  in  Europe.  Illus- 
trated.   Charles  Peabody. 

Dec.  5th.  Prehistoric  Man  in  America.  Illus- 
trated.   Warren  K.  Moorehead. 

Jan.  9th,  1908.  The  Plains  Indians.  Illustrated. 
Warren  K.  Moorehead. 

Jan.  23rd.  Mound  Building  Tribes.  Illustrated. 
Warren  K.  Moorehead. 

Feb.  6th.  Prehistoric  and  Primitive  Art.  Illus- 
trated.   Charles  Peabody. 

Feb.  20th.  The  Cliff  Dwellers.  Illustrated.  War- 
ren K.  Moorehead. 

March  5th.  Central  and  South  American  Archae- 
ology.   Illustrated.    Charles  Peabody. 

March  9th.  The  Pueblo  Culture.  Illustrated. 
Warren  K.  Moorehead. 

April  2nd.  The  American  Indian  in  History  and 
His  Destiny.    Warren  K.  Moorehead. 

During  the  term,  Phillips  Academy  students  were 
invited  to  hear  an  address  by  Dr.  H.  B.  Frissell,  '69, 
Principal  of  Hampton  Institute,  in  Davis  Hall,  Ab- 
bot Academy.  They  were  also  given  an  opportunity 
to  attend  musical  recitals,  and  a  lecture  on  Whittier 
by  Thomas  Wentworth  Higginson. 

On  February  17,  Professor  Edward  C.  Moore, 
D.D.,  of  Harvard  University,  began  a  course  of  six 
lectures  on  "The  Christian  Movement  in  China  and 
Problems  in  Twentieth  Century  Missions".  These 
lectures,  though  primarily  intended  for  students 
of  the  Theological  Seminary,  were  open  to  the 
public.  They  came  on  Monday  afternoons  at  3.30, 
in  Bartlet  Chapel. 

Dr.  E.  F.  Henderson,  author  of  "A  Short  History 
of  Germany",  "Side  Lights  on  English  History", 
and  other  works,  gave  an  illustrated  lecture  on  "The 
Storming  of  the  Bastille",  in  the  Stone  Chapel,  on 
the  evening  of  March  23. 


MUSICAL 


The  musical  clubs  gave  a  concert  at  Rogers  Hall 
School  in  Lowell  on  the  evening  of  February  I. 
Dancing  followed  the  concert.  On  the  evening  of 
March  7,  they  made  a  trip  to  Miss  Chamberlyne's 
School  in  Boston.  This  concert  was  also  preceded 
by  a  reception  and  followed  by  a  dance. 

The  first  Andover-Exeter  concert  was  held  in  the 
Andover  Town  Hall  on  the  evening  of  March  21. 
The  concert  was  a  very  successful  one  in  every 
respect.  The  music  was  well-rendered;  the  atten- 
dance was  large.  Throughout  the  concert,  the  ap- 
plause was  generous  and  hearty. 

As  soon  as  the  Exeter  clubs  arrived  in  Andover, 
each   member   of  the   Andover  clubs   received  an 
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Exeter  man  as  his  guest  for  the  afternoon  and  the 
evening.  In  this  way  entertainment  was  easily  pro- 
vided for  the  visitors,  and  visitors  and  hosts  were 
given  an  opportunity  to  become  acquainted  before 
the  concert. 

The  Andover  clubs  have  elected  the  following 
leaders  for  next  year:  Mandolin  Club,  Raymond  M. 
Demere,  09,  Savannah,  Ga.;  Banjo  Club,  Reginald 
B.  Kissam,  '10,  Bay  Shore,  N.  Y.J  Glee  Club, 
Kenneth  Reynolds,  '09,  Montclair,  N.  J. 


RELIGIOUS 


The  officers  of  the  Society  of  Inquiry  for  the  win- 
ter term  were: 

President — E.  J.  Webster,  '09,  Andover. 
Vice-president — F.  F.  G.  Donaldson,  '08,  Medina, 

O. 

Secretary — A.  W.  Greely,  Jr.,  '09,  Washington,  D.C. 
Treasurer — F.  B.  Thwing,  '08,  Cleveland,  O. 

The  following  is  a  list  of  the  speakers  at  the  Sun- 
day chapel  services  of  the  winter  term: 

Jan.   12.     Vespers.     Mr.  Stackpole. 

Jan.  19.  Both  Services.  The  Rev.  Charles  F. 
Carter,  Lexington. 

Jan.  26.    Vespers.    Mr.  Stackpole. 

Feb.  2.  Vespers.  The  Rev.  Alexander  Mann, 
D.D.,  Trinity  Church  (Episcopal),  Boston. 

Feb.  9.  Both  Services.  The  Rev.  Edward  F. 
Sanderson,  Providence. 

Feb.  16.    Vespers.    Mr.  Stackpole. 

Feb.  24.  Both  Services.  Professor  James  Hardy 
Ropes  of  Harvard  University. 

Mar.  1.    Vespers.    Mr.  Stackpole. 

Mar.  8.  Both  Services.  The  Rev.  Nehemiah 
Boynton,  D.D.,  Brooklyn. 

Mar.  15.    Vespers.  Principal  Stearns. 

Mar.  22.    Vespers.    Mr.  Stackpole. 

Mar.  29.  Both  Services.  Mr.  Robert  E.  Speer, 
New  York. 

AH  the  speakers  of  the  winter  term  except  Pro- 
fessor Ropes  addressed  the  Society  of  Inquiry.  The 
other  speakers,  besides  Mr.  Stackpole,  were  the  Rev. 
G.  G.  Brown  of  Ceylon  and  Mr.  W.  Huston  Lillard 
of  the  faculty. 

Freedom  of  discussion  has  been  much  stimulated 
at  the  meetings  of  the  Society  of  Inquiry  by  a  sys- 
tem of  written  questions.  The  questions  are  passed 
to  the  principal  speaker  of  the  meeting,  who  answers 
them  and  then  discusses  them  with  the  audience. 

The  Society  of  Inquiry  is  trying  to  raise  fifteen 
dollars  to  send  to  the  Rev.  G.  G.  Brown  of  Ceylon. 
The  money  is  to  be  used  to  pay  the  salary  of  a  na- 
tive teacher  in  one  of  Mr.  Brown's  mission  schools. 


Another  collection  of  clothing  is  soon  to  be  made 
by  the  Society  of  Inquiry  for  Dr.  Grenfell's  work  in 
Labrador.  Several  students  in  the  Academy  are 
planning  to  spend  the  summer  in  helping  Dr.  Gren- 
fell  with  his  mission  work. 

The  Rev.  Mr.  Puddefoot  of  South  Framingham 
conducted  the  chapel  exercises  on  the  morning  of 
February  13.  He  also  related  some  of  his  experi- 
ences in  home  missionary  work. 

Dr.  H.  B.  Frissell,  '69,  Principal  of  Hampton  In- 
stitute, addressed  the  students  of  the  Academy  at 
the  chapel  exercises  on  the  morning  of  February  14. 
He  spoke  of  the  work  the  Institute  is  doing  for  the 
negroes  of  the  South,  and  for  the  Indians.  The 
Hampton  Quartet  sang  before  and  after  Dr. 
Frissell's  address. 

After  the  singing  and  the  speaking,  the  sum  of 
sixty  dollars  was  collected  for  the  Andover  Scholar- 
ship at  Hampton  Institute. 

S.  H.  Tolles,  Jr.,  '09,  and  D.  N.  Tweedy,  '09,  spent 
February  29  and  March.  1  at  Groton  School,  attend- 
ing the  first  annual  conference  for  the  investigation 
and  the  furtherance  of  missionary  work  in  the  pre- 
paratory schools  of  the  United  States. 


SOCIAL 


The  Ladies'  Benevolent  Society  of  the  Seminary 
Church  gave  a  reception  on  the  evening  of  February 
14,  in  Bartlet  Chapel,  to  the  two  senior  classes  at 
Abbot  Academy  and  the  Phillips  Academy  church 
choir.  A  large  number  of  the  congregation  of  the 
Seminary  Church  attended.  The  evening  was  spent 
in  games  appropriate  to  the  day. 

The  Senior  Class  gave  a  reception  on  the  after- 
noon of  February  21,  in  the  upper  rooms  of  the 
Archaeology  Building,  to  all  who  were  going  to  at- 
tend the  Middlers'  Dance  in  the  evening. 

The  patronesses  received  at  the  head  of  the  stair- 
way. The  guests  assembled  in  the  lecture-room, 
where  the  Mandolin  and  Banjo  Clubs  rendered  sev- 
eral enjoyable  selections  during  the  afternoon.  Re- 
freshments were  served  in  the  reading-room. 

The  Reception  Committee  was  as  follows:  Russell 
Stiles,  New  York  City,  chairman;  Springer  Har- 
baugh  Brooks,  St.  Paul,  Minn.;  Harold  Spencer  Day, 
Catskill,  N.  Y.;  William  Francis  Flagg,  New  York 
City;  Henry  Newton  Merritt,  Grand  View,  N.  Y. 

The  patronesses  were:  Mrs.  A.  E.  Stearns;  Mrs. 
M.  S.  McCurdy;  Mrs.  J.  L.  Phillips;  Mrs.  W.  K. 
Moorehead;  Airs.  P.  S.  Page;  Mrs.  R.  P.  Keep;  Mrs. 
W.  Huston  Lillard;  Mrs.  M.  W.  Stackpole;  Miss 
Emily  A.  Means;  Mrs.  F.  A.  Goodhue;  Mrs.  B.  H. 
Hayes. 
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The  fifth  Middlers'  Dance  was  held  in  the  Borden 
Gymnasium  on  the  evening  of  February  21.  The 
Dance  Committee  had  decorated  the  Gymnasium 
with  fir  trees  and  branches,  garlands  of  leaves,  and 
banners.  The  streamers  of  colored  paper  that  were 
thrown  around  after  the  supper  dance  added  much 
to  the  picturesqueness  of  the  scene. 

Almost  two  hundred  guests  were  present  from 
different  parts  of  the  country.  The  music  was  fur- 
nished by  the  Waltham  Watch  Company  Band  Or- 
chestra.   Page  of  Lowell  was  the  caterer. 

The  Dance  Committee  consisted  of  the  following 
men:  Robert  Larkin  Brooks,  Cambridge,  chairman; 
Donald  Carr  Dougherty,  Steubenville,  O.;  Paul 
Malone,  Buffalo,  N.  Y.;  N.  Chapin  Palmer,  Chicago, 
111.;  Harry  Burgoyne  Wilson,  New  York  City. 

The  patronesses  were:  Mrs.  A.  E.  Stearns;  Mrs. 
M.  S.  McCurdy;  Mrs.  J.  L.  Phillips;  Mrs.  W.  K. 
Moorehead;  Mrs.  P.  S.  Page;  Mrs.  R.  P.  Keep;  Miss 
Emily  A.  Means;  Mrs.  F.  A.  Goodhue;  Mrs.  M.  A. 
Baldwin;  Mrs.  B.  H.  Hayes. 

On  the  evening  of  March  14,  the  annual  Commons 
"Stag  Dance"  was  given  in  the  Borden  Gymnasium, 
which  had  been  appropriately  decorated.  The  dance 
was  the  most  enjoyable  ever  held  by  the  Commons 
men. 

Mr.  Stearns  and  Mr.  Stackpole  led  the  march. 
Dr.  Page,  Mr.  Peet,  Mr.  G.  F.  French,  and  Mr.  L. 
F.  Swift  were  also  present.  At  the  conclusion  of 
the  ninth  dance,  Hinton  served  refreshments.  After 
the  refreshments,  dancing  continued  till  eleven. 


ATHLETIC 


BASKETBALL 

The  basketball  team  closed  a  successful  season  on 
March  7.  Of  the  fifteen  games  played,  Andover 
won  eight  and  lost  seven.  The  following  men 
played  on  the  team:  G.  F.  Richmond,  '08,  captain; 
V.  H.  Belford,  '08;  S.  Brown,  '08;  J.  E.  Finnessy,  '08; 
R.  E.  Litchfield,  '09;  W.  H.  Snell,  '09;  H.  D.  Swi- 
hart,  '10.  R.  T.  Isett,  '08,  managed  the  team.  W. 
H.  Snell  has  been  elected  captain  for  next  year. 

The  record  of  the  season: 

Dec.  14 — Andover,  51;  Manchester,  12. 

Jan.  11 — Andover,  13;  Wesleyan,  60. 

Jan.  18 — Andover,  23;  Manhattan,  11. 

Jan.  22 — Andover,  20;  Brown  191 1,  34. 

Jan.  25 — Andover,  15;  Williams  191 1,  23. 

Jan.  29 — Andover,  63;  Berwick  Academy,  9. 

Feb.  1 — Andover,  30;  Holy  Cross,  21. 

Feb.  5 — Andover,  39;  Norwich,  10. 

Feb.  8 — Andover,  22;  Brown,  29. 

Feb.  12 — Andover,  28;  Cushing,  16. 

Feb.  15 — Andover,  36;  Connecticut  A.  C,  11. 

Feb.  19 — Andover,  18;  Harvard,  19. 


Feb.  29 — Andover,  21;  Dean,  41. 

Mar.  4 — Andover,  23;  Harvard  1911,  25! 

Mar.  7 — Andover,  40;  Lowell  Textile  School,  21. 

1910  won  the  inter-class  basketball  championship. 
O.  H.  Sheldon,  captain,  C.  Martin,  J.  S.  Reilly,  R. 
H.  Hendel,  R.  Ii.  Coulter,  J.  S.  Aechtler,  D.  G. 
Raymond,  and  M.  S.  Coffin  were  awarded  their  class 
numerals  for  winning  the  championship. 

HOCKEY 

The  hockey  team  played  eight  games  during  the 
season.  The  following  men  played  on  the  team: 
H.  N.  Merritt,  '08,  captain;  O.  R.  Dunn,  '08;  H.  H. 
McLean,  '09;  J.  S.  Kimball,  '08;  K.  Reynolds,  '09;  F. 
S.  Waterman,  Jr.,  '09;  LeRoy  Martin,  '09;  C.  Martin, 
'10;  S.  H.  Brooks,  '08.  H.  B.  Wilson,  '09,  managed 
the  team.  F.  S.  Waterman,  Jr.,  has  been  elected 
captain  for  next  year. 

The  record  of  the  season: 

Jan.  11 — Andover,  1;  M.  I.  T.,  7. 

Jan.  15 — Andover,  1;  Harvard  191 1,  7. 

Jan.  18 — Andover,  8;  Andover  (town),  0. 

Jan.  21 — Andover,  1;  Vermont,  o. 

Feb.  5 — Andover,  0;  Harvard,  6. 

Feb.  8 — Andover,  2;- Springfield  T.  S.,  4. 

Feb.  12 — Andover,  1;  Arlington  High  School,  1. 

Feb.  22 — Andover,  o;  Brae  Burn,  3. 

TRACK 

Three  Andover  men  were  entered  in  the  annual 
indoor  handicap  meet  of  the  Boston  Athletic  Associ- 
ation, February  1.  In  the  40-yard  dash,  R.  G.  Hop- 
wood,  '10,  got  into  the  final  heat  but  did  not  win  a 
place.  D.  Knox,  '08,  could  not  overcome  his  handi- 
cap of  nine  yards  in  the  600-yard  run  and  failed  to 
win  a  place.  In  the  mile  run,  M.  C.  Dowling,  '09, 
retained  second  place  until  the  final  lap,  when  he 
stopped,  thinking  that  he  had  completed  the  course. 

In  the  annual  indoor  interscholastic  meet  of  the 
Boston  Athletic  Association,  February  29,  Andover 
lost  the  relay  race  with  Exeter  by  eight  yards.  An- 
dover tied  with  Worcester  Academy  for  fourth  place 
in  the  meet  with  nine  points;  the  Providence  Tech- 
nical High  School  won  third  place  with  nine  and  a 
half  points;  Exeter  won  second  place  with  twenty- 
two  and  a  half  points;  Volkmann's  School  was  first 
with  thirty-three  points. 

R.  S.  Porter,  '11,  in  the  high  jump,  M.  C.  Dowling, 
'09,  in  the  1000-yard  run,  M.  J.  Hayes,  '09,  in  the  mile 
run,  were  the  point  winners  for  Andover.  The  relay 
team  that  ran  against  Exeter  was  composed  of  R. 
G.  Hopwood,  '10,  D.  Butler,  '09,  D.  Knox,  '08,  cap- 
tain, and  D.  Johnson,  '09. 

1909  won  the  annual  inter-class  meet,  March  25, 
on  the  board  track. 
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BASEBALL 

The  following  baseball  schedule  has  been  ar- 
ranged for  the  season  of  1908.  Dartmouth  and 
Princeton  will  not  play  Andover  this  year  because 
their  schedules  have  been  shortened.  Two  games, 
one  with  the  University  of  Rochester  and  the  other 
with  the  University  of  Pennsylvania  Freshmen,  have 
been  added. 

April  11 — Boston  College. 

April  15 — St.  Anselm  College. 

April  18 — Lowell  New  England  League  at  Lowell. 

April  22 — Lowell  New  England  League. 

April  23 — University  of  Vermont. 

April  27 — Bates. 

April  29 — Newburyport  A.  C. 

May  2 — Yale  Freshmen. 

May  6 — Harvard  Freshmen. 

May  9 — Yale  at  New  Haven. 

May  13 — Villanova. 

May  15 — University  of  Rochester. 

May  16 — Princeton  Freshmen. 

May  20 — Harvard  at  Cambridge. 

May  23 — University  of  Pennsylvania  Freshmen. 

May  27 — Springfield  Training  School.  s 

May  29 — Brown  Freshmen. 

May  30 — Harvard  College. 

June  1— Manhattan  College. 

June  6 — Exeter. 


Professor  Forbes,  President  of  the  Classical 
Association  of  New  England,  Mr.  Allen,  and  Mr. 
Phillips,  of  the  faculty,  attended  a  meeting  of  the 
Association  held  in  Boston,  in  February.  The  pur- 
pose of  the  meeting  was  to  form  a  sub-association 
in  eastern  Massachusetts.  Professor  Forbes  made 
the  opening  address  and  presided. 

At  the  third  annual  meeting  of  the  Classical  As- 
sociation of  New  England,  held  at  Smith  College, 
April  3  and  4,  Professor  Forbes  presided  at  the  ses- 
sions and  responded  to  the  words  of  welcome  by 
Professor  Henry  N.  Tyler  of  Smith  College.  Pro- 
fessor Benner  and  Mr.  Poynter,  of  the  faculty,  also 
attended  the  meeting. 

The  Andover  Guild  formally  opened  its  new  gym- 
nasium to  the  public  on  the  evening  of  February  IE 
The  gymnasium  classes  are  under  the  supervision  of 
L.  A.  Betteridge,  '08.  At  the  opening  exercises,  the 
Academy  Glee  Club  gave  a  concert.  During  the 
term,  several  students  of  the  Academy  coached 
Guild  teams  and  gave  instruction  in  gymnastics  to 
Guild  classes. 


ALUMNI  NEWS 


PHILLIPS  ANDOVER  ALUMNI  FUND 


GENERAL 


The  following  is  a  list  of  students  who  entered 
the  Academy  during  the  winter  term:— - 

Harold  West  Berry,  Missoula,  Mont,  Class  C. 

Karrick  Moulton  Castle,  Stamford,  Conn.,  Class 
III. 

Edwin  Bradford  Darling,  Troy,  N.  Y.,  Class  C. 
John  Harbeson  Fitzgerald,  Maysville,  Ky.,  Class 

D. 

Richard  Irwin,  Tokio,  Japan,  Class  B. 

The  Senior  Class  has  elected  the  following  officers 
for  Class  Day: — 

Chairman  of  the  Class  Day  Committee,  Harold 
Spencer  Day,  Catskill,  N.  Y. 

Statistician,  Robert  Abbe  Gardner,  Hinsdale,  111. 

Historian,  Henry  Newton  Merritt,  Grand  View, 
N.  Y. 

Poet,  James  Carl  Thomas,  Las  Vegas,  Nev. 
Orator,  Russell  Stiles,  New  York  City. 
Prophet,  Gerald  Arthur  Shannon,  Seattle,  Wash. 

Several  students  in  the  Academy  who  intend  to 
go  to  Harvard  were  present  at  the  annual  meeting 
and  dinner  of  the  Harvard-Andover  Club  at  the 
Phillips  Inn,  on  the  evening  of  February  12. 


Copies  of  the  first  annual  report  of  the  board  of 
directors  of  the  Phillips  Andover  Alumni  Fund,  have 
recently  been  mailed  to  the  Alumni.  The  signifi- 
cance of  this  report  is  too  great  to  permit  it  to  be 
ignored,  and  we  earnestly  urge  that  those  into  whose 
hands  the  report  has  fallen  will  take  the  first  op- 
portunity to  read  the  statement  made  by  this  com- 
mittee and  to  study  the  figures  which  are  given. 

The  great  value  of  small  contributions  from  in- 
dividuals is  most  clearly  set  forth.  What  an  en- 
thusiastic agent  can  accomplish  by  working  only 
among  his  classmates,  is  also  made  strikingly  ap- 
parent. Considering  the  novelty  of  the  plan  and  the 
handicaps  under  which  the  committee  has  of  neces- 
sity labored,  the  results  of  their  early  work  are  re- 
markable. We  trust  that  individual  agents  will  be 
led  to  feel  the  importance  of  the  task  assigned  them, 
and  that  they  will  accept  this  opportunity  to  serve 
the  school  and  enlarge  its  sphere  of  influence  with 
the  same  loyal  and  unselfish  spirit  that  has  charac- 
terized the.  work  of  the  central  committee.  A  gen- 
erous class  rivalry  will  furnish  the  necessary  stim- 
ulus to  guarantee  the  success  and  the  permanency 
of  this  undertaking.  Let  all  join  in  the  effort  to 
bring  this  about.  A  study  of  this  report  will  make 
an  optimist  of  the  greatest  doubter.  Copies  will  be 
gladly  furnished  on  request,  by  the  secretary, 
Thomas  Cochran,  Jr.,  320  Central  Park  West,  Ne^j 
York  City. 
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ALUMNI  ASSOCIATION  MEETINGS 

CHICAGO  CLUB  SMOKER  ' 

On  the  evening  of  Friday,  January  17,  the  Phillips 
Academy  Alumni  Association  of  Chicago,  gave  an 
informal  smoker  at  the  University  Club  in  honor  of 
Principal  Stearns,  who  was  in  Chicago  on  his  way 
to  attend  the  meeting  of  the  new  Northwestern 
Alumni  Association  to  be  held  in  Minneapolis,  the 
following  night.  Since  the  meeting  was  rather 
hastily  arranged,  not  more  than  twenty-five  men 
were  present.  The  president  of  the  Association, 
Joseph  E.  Otis,  '88,  presided.  The  meeting  was 
wholly  informal.  Mr.  Stearns  spoke  briefly  of  the 
school  of  to-day;  then  came  impromptu  remarks  and 
questions.  The  club  plans  to  hold  regular  meetings 
in  the  future. 

NORTHWESTERN  ASSOCIATION  MEETING 

A  new  Alumni  Association  was  successfully 
launched  on  Saturday  evening,  January  18,  at  the 
Minneapolis  Club,  in  Minneapolis,  Minn.  The  new 
organization  is  to  be  known  as  the  Northwestern 
Alumni  Association  of  Phillips  Academy.  About 
thirty  men  were  persent  at  the  meeting,  and  judging 
from  the  interest  and  the  enthusiasm  displayed  the 
new  association  gives  promise  of  becoming  one  of 
the  most  important  of  the  alumni  organizations  of 
the  Academy.  John  Crosby,  Jr.,  '86,  presided  at  the 
dinner.  Principal  Stearns  spoke  on  the  develop- 
ment of  the  school  during  recent  years  and  its  plans 
for  the  future.  Stereopticon  slides  were  exhibited, 
showing  old  and  new  buildings,  and  the  faces  of 
former  principals  and  distinguished  instructors. 
Pictures  of  a  few  of  the  distinct  "characters"  associ- 
ated with  the  life  of  the  Academy  were  also  thrown 
on  the  screen,  to  the  great  amusement  of  those 
present.  Reminiscences  of  school  days  were  freely 
indulged  in  by  most  of  those  in  attendance,  and  Mr. 
Stearns  was  kept  busy,  answering  questions  on  the 
present  condition  of  the  school  and  the  numerous 
changes  of  recent  years.  The  success  of  the  meeting 
was  largely  due  to  the  efforts  of  Messrs.  Crosby, 
Bovey,  and  Weyerhauser,  who  contributed  time  and 
labor  freely  in  order  that  the  new  association  might 
make  a  favorable  start.  A  committee  was  appointed 
with  power  to  appoint  officers  and  to  effect  a  per- 
manent organization  for  the  future. 

NEW  YORK  ALUMNI  MEETING 

The  annual  meeting  of  the  New  York  Alumni 
Association  of  Phillips  Academy  was  held  at  the 
University  Club,  in  New  York  City,  on  the  evening 
of  Friday,  January  24.  Owing  to  the  heavy  storm 
which  had  completely  demoralized  traffic,  and  owing 
also  to  the  annual  banquet  of  the  New  York  Bar 
Association  held  that  same  night,  the  number  in  at- 
tendance was  unusually  small,  but  the  seventy-five 


men  who  sat  down  to  the  tables  were  not  lacking  in 
enthusiasm  and  good  wholesome  Andover  spirit. 
Mr.  Frank  H.  Simmons,  '94,  had  secured  the  services 
of  his  famous  musicians,  and  it  was  evident  that 
their  voices  had  not  been  seriously  impaired  since 
school  and  college  days.  The  music  furnished  by 
this  group  during  the  evening  was  one  of  the  best 
features  of  the  meeting. 

Mr.  John  A.  Garver,  '71,  presided  at  the  head 
table.  Before  introducing  the  speakers,  he  read  the 
report  of  the  Alumni  Fund  Committee,  and  the  ex- 
cellent progress  reported  by  this  committee  called 
forth  much  enthusiasm.  The  speakers  of  the  even- 
ing were  Principal  Stearns,  Mr.  David  Y.  Comstock, 
for  many  years  an  instructor  in  Latin  in  the  Acad- 
emy, Principal  Harlan  R.  Amen  of  Exeter,  and  the 
Rev.  Nehemiah  Boynton,  '75.  Mr.  Stearns  told  of 
the  work  of  the  school  to-day.  Mr.  Amen  brought 
greetings  from  the  sister  school  at  Exeter  and  em- 
phasized the  common  work  done  and  common  ideals 
sought  by  the  two  institutions.  Mr.  Comstock,  as  a 
former  teacher,  and  Mr.  Boynton,  as  an  old  student, 
related  no  end  of  humorous  incidents  connected 
with  their  lives  at  Andover  and  kept  the  crowd  in 
a  continuous  uproar  of  merriment.  At  a  late  hour, 
the  meeting  adjourned,  though  a  number,  including 
the  musicians,  remained  till  well  into  the  early 
morning  hours,  trying  out  all  the  school  and' college 
songs  they  had  ever  sung  or  heard. 

YALE— ANDOVER  CLUB  SMOKER 

The  Yale-Andover  Club  held  its  annual  smoker 
at  the  University  Club,  in  New  Haven,  Monday 
evening,  February  10.  The  meeting  was  the  lar- 
gest and  most  enthusiastic  ever  held  by  the  Club, 
over  one  hundred  men  being  present.  Samuel 
Holliday,  '04,  presided.  Principal  Stearns  and  Pro- 
fessor H.  P.  Farr,  '92,  of  the  Yale  faculty,  were  the 
guests  of  the  evening.  A  number  of  the  members 
of  the  Club  were  called  upon  for  remarks.  Among 
those  who  spoke  were  J.  H.  Williams,  '00,  Eugene 
J.  Curtis,  '04,  James  Thornton,  '04,  and  Charles  M. 
DuPuy,  '04.  The  University  Quartet  was  present 
and  enlivened  the  festivities  with  a  wide  range  of 
songs,  darkie  melodies,  "close  harmonies",  etc. 
"Fighting  for  Old  P.  A."  and  "Andover  Rah"  were 
sung  by  the  whole  assembly  with  a  vim  an,d  were 
frequently  called  for.  Anecdotes  of  school  life,  and 
stories,  witty  and  otherwise,  often  told  at  the  ex- 
pense of  those  present,  kept  the  crowd  in  laughter 
most  of  the  time.  The  gathering  broke  up  shortly 
before  midnight  with  a  rousing  Andover  cheer. 

CLASS  OF  '98  DECENNIAL 

A  voluntary  committee  has  been  formed,  and 
every  man  ever  connected  with  '98  has  recently 
been  sent  a  letter  outlining  the  plans  for  our  De- 
cennial.    Several   men   have  already   replied  very 
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enthusiastically,  and  we  have  every  reason  to  ex- 
pect a  splendid  attendance.  It  is  hoped  that  every 
one  will  make  an  effort  to  take  part  of  his  vacation, 
June  16  and  17,  meet  his  classmates,  and  help  make 
this  the  most  successful  reunion  ever  held  by  an 
Andover  class.  Since  the  time  remaining  is  very 
short,  the  men  are  urged  to  send  in  their  replies 
at  once.  A  report  of  the  Class  since  graduation 
is  to  be  published  and  distributed  at  the  reunion;  in 
order  to  accomplish  this  it  is  necessary  that  the 
blanks  be  returned  promptly;  additions  may  be  made 
later,  if  desired. 

The  attention  of  the  Class  is  again  called  to  the 
Endowment  Fund.  '96  raised  $700;  '99  has  nearly 
as  much  pledged  already;  so  we  must  respond 
liberally  that  our  Class  may  do  its  share  in  this 
work.  Checks,  payable  to  the  order  of  the  Trustees 
of  Phillips  Academy,  may  be  sent  to  Mr.  Serviss. 

The  present  addresses  of  the  following  men  are 
desired: 

J.  A.  Brasure,  H.  N.  Burbeck-Fay,  J.  G.  Burbeck- 
Fay,  J.  L.  Callahan,  W.  L.  Cowdrey,  G.  R.  Davis, 
Jr.,  J.  L.  Dwyer,  L.  H.  Hall,  A.  Keepers,  J.  M. 
Morgan,  S.  G.  Salomon,  A.  E.  Shivell,  P.  Shivell. 

The  notice  of  final  arrangements  will  be  mailed 
as  soon  as  possible.  Any  further  information  will 
be  gladly  given  by  any  member  of  the  Committee: 

Schuyler  B.  Serviss,  1  Grays  Hall,  Cambridge. 

E.  B.  Boynton,  51  Leonard  St.,  New'York  City. 

W.  E.  Day,  805  Law  B'ld'g.,  Indianapolis,  Ind. 

Charles  H.  Schweppe,  643  Rookery,  Chicago,  111. 

'99  REUNION 

In  our  report  published  in  the  January  number 
of  the  Bulletin  we  inadvertently  omitted  to  men- 
tion the  fact  that  James  Artemas  Gould  had  been 
welcomed  into  the  ranks  of  the  benedicts.  Mr. 
Gould  was  the  twelfth  member  of  the  Class  to  be 
married,  having  been  married,  June  9th,  1906,  to 
Miss  Grace  Dunham,  of  Minneapolis,  Minn. 

We  are  also  glad  to  chronicle  the  fact  that  Mr. 
John  G.  Haas,  Jr.,  is  the  ninth  member  of  the  Class 
to  become  a  father.  His  son,  who  has  been  named 
John  G.  Haas,  3d,  was  born  at  12  o'clock  noon, 
March  18th,  1908.  Klock  still  possesses  the  only 
girl. 

Sol  Metzger,  who  has  been  engaged  in  literary 
work  in  Philadelphia,  has  gone  into  the  fruit  raising 
business  at  Lewiston,  Idaho,  where  he  has  spent 
several  summer  vacations.  Sol  writes  very  enthu- 
siastically of  the  West  and  of  the  Snake  River 
Country  where  he  is  located.  He  will  be  head  coach 
of  the  varsity  football  eleven  at  the  University  of 
Pennsylvania  this  coming  fall. 

We  regret  very  much  to  inform  the  members  of 
the  Class  of  the  untimely  death  of  Eben  Perry 
Sturges,  who  died  at  Silver  City,  New  Mexico,  in 
February,  where  he  had  gone  for  the  benefit  of  his 
health.    He  leaves  a  widow. 


We  are  very  much  gratified  that  in  these  times 
of  financial  stringency  we  are  able  to  report  to  the 
members  of  the  Class  that  the  Class  Fund  already 
amounts  to  over  $700.00. 

Blanks,  which  were  too  late  to  be  included  in  our 
January  report,  have  been  received  from  the  follow- 
ing men: 

Arnold,  attorney,  in  U.  S.  Forest  Service,  The 
Marlborough,  Washington,  D.  C. 

Atwater,  with  Shearson,  Hammill  &  Co.,  Bankers 
&  Brokers,  71  Broadway,  N.  Y. 

Evans,  banker  and  broker  of  O'Neil  &  Evans,  316 
4th  Ave.,  Pittsburg,  Pa. 

Ferris,  physician — Medical  Board  of  Lincoln  Hos- 
pital, New  York  City. 

Hellmann,  secretary  of  the  Hellmann  Brewing 
Co.,  Waterbury,  Conn. 

Houghton,  sub-editor  on  the  New  York  Tribune, 
New  York  City. 

Mills,  with  the  Hudson  River  Telephone  Co.,  Al- 
bany, N.  Y. 

Nathan,  with  The  National  Distributing  Co.,  Dis- 
tillers, 77  Beach  Street,  New  York  City. 

Newman,  attorney,  31  Liberty  Street,  New  York 
City. 

Newton,  manufacturing,  W.  H.  Newton  &  Son, 
Cortland,  N.  Y. 

Orlady,  attorney,  450  Fourth  Avenue,  Pittsburg, 
Pa. 

Paulmier,  manufacturing  agency,  903  Empire 
Building,  Pittsburg,  Pa. 

Robertson,  H.  R.,  Assistant  Instructor  in  Mining 
and  Metallurgy,  Sheffield  Scientific  School,  New 
Haven,  Conn. 

Sidley,  manager  New  England  Tel.  &  Tel.  Co., 
P.  O.  Box  7,  Rochester,  N.  H. 

Smith,  C.  B.,  travelling  salesman  with  the  Union 
Metallic  Cartridge  Co.,  315  Broadway,  New  York 
City. 

Snow,  with  Sirocco  Engineering  Co.,  138  Cedar 
Street,  New  -York  City. 

We  want  addresses  for  the  following  men:  Bur- 
nett, Burbank,  Brayton,  Cannon,  Codding,  Druehl, 
Foley,  Goldsmith,  Goddard,  Hill,  T.  E.,  Hicks, 
Lucas,  Mathes,  Moorehead,  Nash,  Newell,  Pierson, 
Perkins,  Potter,  Rose,  Spear,  Sayward,  Schultz, 
VanWickle,  Wagar,  and  Waller.  Anyone  knowing 
the  address  of  any  of  the  above  men  will  confer  ai 
favor  by  communicating  it  to  Walter  S.  Sugden, 
Treasurer,  Sistersville,  W.  Va. 

In  the  January  Bulletin  we  asked  for  a  number  of' 
addresses,  and  responses  to  this  request  were  re- 
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ceived  from  numerous  fellows  of  the  Class.  This 
was  especially  gratifying  to  us,  for  it  shows  ^evidence 
of  the  interest  taken  by  the  Class  generally.  We 
wish  especially  to  thank  all  of  the  men  who  took 
the  trouble  to  write  us,  and  we  are  glad  to  know  that 
the  foregoing  list  includes  some  of  the  names  we 
asked  for. 

We  desire  to  inform  the  Class  that  we  feel  more 
encouraged  than  ever  over  the  way  the  members  are 
taking  hold  of  the  idea  of  the  decennial  reunion. 
We  receive  many  enthusiastic  letters  from  the  dif- 
ferent men  concerning  it,  but  we  are  still  handi- 
capped by  poor  addresses,  for  we  have  heard  from 
a  number  of  men  since  mfking  the  last  report  that 
they  never  received  our  circulars,  but  had  heard  of 
the  reunion  through  other  members  who  had. 

We  urge  every  member  of  the  Class  to  do  all  in 
his  power  to  assist  us  in  raising  enthusiasm  over 
this  reunion.  You  can  do  so  by  mentioning  the 
reunion  every  time  you  see  or  write  a  'gg  man. 

We  again  ask  every  member  of  the  Class  who 
has  already  sent  in  his  statistic  blank  to  us  to  in- 
form us  immediately  of  any  facts  such  as  marriages, 
births,  or  change  of  business  or  address,  so  that  we 
may  keep  an  up-to-date  record  of  every  member  of 
the  Class.  In  the  next  number  of  the  Bulletin  we 
will  endeavor  to  furnish  the  Class  with  a  more  de- 
tailed statement  concerning  the  Class  Fund,  which  it 
is  our  earnest  desire  to  make  at  least  $1000.00. 

WALTER  S.  SUGDEN,  Treas. 

COMMUNICATION 

I  was  especially  interested  in  the  reports  of  sev- 
eral class  reunions  published  in  the  last  number  of 
the  Bulletin,  and  particularly  in  that  of  the  Class 
of  '99,  which  indicates  what  may  be  accomplished 
by  class  organization  and  effort. 

It  seems  to  'me  that  too  little  attention  has  been 
paid  to  class  organization  after  the  class  has  grad- 
uated from  Andover,  and  I  believe  that  "Alumnus", 
whose  comunication  is  published  in  the  January 
Bulletin,  has  the  right  idea  and  one  that  should  be 
carried  out. 

I  have  at  different  times  talked  with  Andover  men 
about  class  reunions,  and  the  chief  difficulty,  it 
seems,  arises  from  the  fact  that  there  is  no  perma- 
nent class  organization  after  the  class  leaves  the 
school  to  take  hold  of  the  matter,  and  it  is  left  to 
some  possible  members  of  the  class  who  have  in- 
itiative, spirit,  and  enthusiasm  enough  to  take  hold 
of  and  do  the  work  necessary  to  organize  the  move- 
ment. 

As  matters  now  stand,  there  is  no  established  rule 
or  custom  in  regard  to  holding  class  reunions,  and 
if  they  are  held  at  all  it  is  in  a  hit  or  miss  sort  of 


way.  The  annual  Alumni  Dinner  is  supposed  to  an- 
swer the  purpose,  but  it  does  not  for  the  reason  that 
the  classes  as  organizations  or  bodies  do  not  take 
advantage  of  the  time  and  place  which  this  event 
affords.  Personally  I  have  attended  two  Alumni 
Dinners  since  graduation.  At  the  first  one  I  found 
two  other  members  of  my  class  present,  but  the  last 
time  I  attended  I  was  the  sole  representative  from 
my  class  present.  Although  I  enjoyed  seeing  the 
old  place  again  and  meeting  my  old  instructors,  yet 
I  confess  that  I  would  have  enjoyed  myself  much 
more  had  I  met  a  half  dozen  or  more  of  my  old 
class.  How  much  different  would  be  that  day  to  old 
graduates  if  five  or  six  classes  were  holding  re- 
unions each  year! 

Now  it  seems  to  me  that  the  difficulty  might  be 
remedied  in  this  way.  Let  the  class  organization 
in  the  spring  term  of  the  Senior  year  be  a  permanent 
one,  and  let  the  duty  of  the  class  secretaries  be,  as 
at  Harvard  and  Yale,  to  keep  a  record  of  the  mem- 
bers of  the  class.  If  this  is  understood  then,  the 
class,  at  the  spring  election,  could  choose  men  for 
office  who  would  take  an  interest  in  performing 
these  duties.  Then  let  it  be  understood  by  the  of- 
ficers of  the  classes  that  it  will  be  a  part  of  their 
duties  to  organize  and  hold  a  class  reunion  on  the 
fifth,  tenth,  fifteenth,  and  twentieth  anniversaries  of 
graduation.  Here  is  a  most  excellent  opportunity 
for  the  Class  of  '08  to  distinguish  and  immortalize 
itself  by  being  the  first  to  introduce  this  custom. 

The  first  reunion  should  be  held  on  the  fifth  an- 
niversary for  the  reason  that  at  that  time  the  men 
of  the  class  will  have  been  out  of  college  one  year 
and  still  enthusiastic  and  untrammeled  by  pressing 
business  cares  or  family  ties.  The  Sheffield  men  of 
Yale  will  have  been  out  two  years,  and  those  who, 
after  graduation,  go  to  professional  schools  will  be 
in  schools  in  New  Haven,  Boston,  or  immediate 
vicinity;  and  so  it  will  be  convenient  for  them  to 
attend.  If  the  first  reunion  is  delayed  until  the 
tenth  year,  then  just  at  that  time  the  major  portion 
of  the  class  are  becoming  engrossed  in  business  af- 
fairs, forming  family  ties,  and  acquiring  families  of 
their  own  which  will  make  it  difficult  for  them  to  get 
away  for  the  time  necessary  to  attend.  Consequent- 
ly, the  first  reunion  should  be  held  before  the  men 
become  absorbed  in  business  or  encumbered  with 
family  ties. 

Make  it  customary  for  every  class  to  raise  a  class 
fund  to  present  to  the  school  at  each  reunion,  and 
more  interest  in  the  school  will  be  kept  alive  and 
more  money  raised  by  this  systematic  class  effort 
than  is  possible  under  the  present  method  of  raising 
money  for  the  Alumni  Fund.  Look  at  the  report  of 
'99,  published  in  the  January  Bulletin,  as  an  ex- 
ample of  what  can  be  done  by  class  organization  and 
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effort;  as  shown  by  that  report  this  class  has  al- 
ready a  Class  Fund  of  about  $650  to  present  to  the 
school  at  its  decennial  reunion  in  June,  1909,  and  I 
notice  that  this  class  expects  to  make  this  fund 
$1000  at  least. 

It  seems  to  me  that  it  is  about  time  for  '00  and  '01 
to  follow  the  example  thus  set  by  '99  and  so  help 
in  establishing  an  excellent  custom. 

How  about  '98?  Are  you  going  to  permit  '99  to 
raise  a  larger  class  fund  than  your  class? 

ALUMNUS  NO.  2. 

At  a  meeting  of  the  Andover  Club  at  Amherst 
College  on  January  10,  Professor  E.  P.  Crowell, 
Principal  A.  E.  Stearns,  Mr.  Eaton,  and  Professor 
Graves,  were  elected  honorary  members.  It  was 
also  voted  to  present  a  cup  to  the  baseball  man  in 
Andover  who  makes  the  most  runs  during  the  com- 
ing season. 

Andover  and  Exeter  graduates  at  Brown  have  or- 
ganized a  Phillips  Club.  The  officers  are:  President, 
Percy  Young,  Exeter;  Vice-president,  H.  K.  Jack- 
son, Andover;  Treasurer,  J.  C.  Hennessy,  Andover; 
Secretary,  Albert  Farnsworth,  Andover.  It  is  the 
purpose  of  the  club  to  foster  a  closer  relationship 
among  the  graduates  of  the  two  Academies. 

STUDENTS  AT  ANDOVER  BEFORE  1880 

It  would  hasten  forward  the  Biographical  Cata- 
logue of  the  Academy  and  insure  accuracy  as  well 
as  lessen  expense  if  all  students  of  Phillips  who  en- 
tered the  institution  before  1880  would  answer  the 
following  questions  and  mail  the  same  to  "Biograph- 
ical Catalogue,  Phillips  Academy,  Andover,  Mass." 
Name  in  full,  date  of  birth,  place  of  birth,  age  at  en- 
tering, time  of  leaving,  name  of  father,  maiden  name 
of  mother  in  full,  college  with  year  of  graduation, 
college  degrees,  Civil  War  or  Spanish  War  record, 
civil  or  political  offices  held,  literary  work  done, 
present  address. 


ALUMNI  NOTES 

It  is  requested  that  death  notices  and  wedding  announce- 
ments be  sent  to  The  Phillips  Bulletin,  Andover,  Mass. 
in  order  that  these  records  may  be  complete  and  accurate. 

PERSONALS 

1834 — Ephraim  Adams  was  born  in  New  Ipswich,  N.  H., 
February  5,  1818,  and  graduated  from  Dartmouth  College 
in  1839  and  from  Andover  Seminary  in  1843.  As  a  mem- 
ber of  the  historic  Andover  Iowa  band,  he  went  to  that 
territory  in  the  fall  of  1843  and  remained  there  till  his 
death  at  the  age  of  nearly  90  years.    He  served  as  pastor 


at  Mount  Pleasant,  Davenport,  Decorah,  and  Eldora.  He,^ 
was  one  of  the  original  trustees  of  Iowa  College.  Mr. 
Adams  was  one  of  fifty  students  who  withdrew  from  Phil- 
.  lips  Academy  because  they  were  denied  the  privilege  of 
joining  an  anti-slavery  society.  An  excellent  portrait  of 
Dr.  Adams  is  given  in  the  Home  Missionary  for  January, 
1908.    He  died  at  Waterloo,  la.,  November  30,  1907. 

1841 — Samuel  Emerson  was  born,  May  9,  1827,  at  Nor- 
folk, Conn.,  and  graduated  from  Yale  in  1848  and  from 
Andover  Theological  Seminary  in  1851.  He  was  a  pastor 
at  Enfield,  N.  H.,  and  at  Genesee,  Wis.,  and  for  fifty  years 
taught  in  various  places  in  Virginia.  He  died  at  Char- 
lottesville, Va.,  January  18,  1908. 

1844 — Robert  Bell,  a  member  of  G.  A.  R.,  Post  99,  who 
served  in  the  Civil  War  as  a  private  in  Company  H,  First 
Massachusetts  Heavy  Artillery,  was  born  at  Great  Falls, 
N.  H.,  and  died  in  Andover,  December  11,  1907.  Mr.  Bell 
for  many  years  was  janitor  of  the  Andover  Town  Hall. 

1847 — James  Gardiner  Vose  was  born  in  Boston,  March 
3,  1830,  graduated  from  Yale  in  1851  and  from  Andover 
Theological  Seminary  in  1854.  He  was  Professor  of 
Rhetoric  and  English  Literature  in  Amherst  College  from 
1856  to  1865,  and  from  1866  to  his  death  was  pastor  of  the 
Beneficient  Church  in  Providence,  R.  I.  For  more  than 
twenty-one  years  he  was  a  trustee  of  Phillips  Academy. 
He  died  at  his  home  in  Providence,  March  13,  1908. 

1854 — William  Badger  was  born  in  Andover,  where  his 
father,  the  Rev.  Dr.  Milton  Badger,  was  pastor  of  the 
South  Church.  A  member  of  Yale  College  for  more  than 
a  year,  he  was  graduated  from  the  College  of  Physicians 
and  Surgeons  in  New  York  City.  During  the  Civil  War, 
he  had  charge  of  the  General  Army  Hospital  on  David's 
Island  in  New  York  harbor  and  also  organized  a  state 
hospital  for  soldiers  at  Manchester,  N.  H.  He  died  at  his 
home  in  Flushing,  L.  I.,  February  13,  1908,  at  the  age  of 
seventy-four. 

1854 — Judge  Robert  R.  Bishop,  who  presided  at  the 
first  session  of  the  Supreme  Civil  Court  for  Middlesex 
County,  held  at  East  Cambridge,  was,  at  the  close  of  the 
December  term,  presented  by  the  jury  a  gold-headed  cane, 
made  from  wood  taken  from  the  frigate  Constitution. 
Judge  Bishop  was  formerly  president  of  the  Phillips  Board 
of  Trustees. 

1857 — Isaac  Morse  Abbott  was  born  in  Andover  in  1844 
and  died  in  Philadelphia,  Pa.,  January  3,  1908.  He  had 
lived  in  Lowell,  Boston,  and  for  thirty  years  in  Phila- 
delphia. 

1857 — Allen  Campbell  Barrows  graduated  from  Western 
Reserve  in  1861,  served  in  the  Civil  War,  taught  in  Phil- 
lips Academy  1864-5,  was  professor  in  Western  Reserve, 
superintendent  of  Home  Missions  in  Ohio,  pastor  at  Kent, 
O.,  Professor  of  English  Literature  in  Ohio  State  Univer- 
sity, Columbus,  O.,  and  died  at  Columbus,  January  19, 
1908. 

1857 —  David  Henry  Brown  was  born  in  Raymond,  N.  H., 
August  17,  1836,  and  served  during  the  Civil  War  in  the 
quarter-master's  department.  He  was  a  member  of  the 
firm  of  Thompson,  Brown  &  Co.,  text-book  publishers  in 
Boston.  He  was  graduated  from  Dartmouth  in  1861,  and 
died  at  his  home  in  Medford,  February  21,  1908. 

1858 —  Elisha  Stiles  Lyman  was  born  in  Montreal,  Can- 
ada, August  15,  1841,  was  graduated  from  Yale  in  '62, 
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studied  law  at  McGill  University,  and  was  admitted  to  the 
bar  in  1866.  He  preached  first  as  a  Congregationalist  and 
later  as  a  member  of  the  Plymouth  Brethren.  He  died  at 
Albuquerque,  N.  M.,  November  9,  1907. 

1860 —  Francis  Townsend  Hazlewood  was  born,  April  2, 
1839,  in  Boston,  and  graduated  from  Brown  in  1864  and 
from  Newton  Theological  Institution  in  1867.  He  served 
as  pastor  at  Ellsworth  and  Bangor,  Me.,  and  at  Lynn. 
During  the  last  years  of  his  life  he  was  Secretary  of  the 
American  Baptist  Home  Mission  Society.  For  fifteen 
years  he  was  a  member  of  the  Lynn  School  Commission. 
He  served  in  the  Tenth  Rhode  Island  Infantry  in  the 
Civil  War  and  later  was  chaplain  of  Post  5,  G.  A.  R.  He 
was  very  much  interested  in  all  that  pertained  to  Phillips 
Academy  and  served  as  president  of  the  Alumni  Associa- 
tion in  1904.    He  died  in  Lynn,  January  22,  1908. 

1861 —  Emery  Grover  has  law  offices  at  50  Bromfield 
Street,  Boston. 

1868— John  Eddy  Day  died  in  Worcester,  November  12, 
1907,  having  been  born  in  South  Killingly,  Conn.,  the  son 
of  Augustus  and  Lucy  Ann  (Short)  Day.  He  was  grad- 
uated from  Amherst  in  1871  and  from  the  Boston  Univer- 
sity Law  School  in  1876  and  was  admitted  to  the  Suffolk 
Bar.  For  twenty-five  years  he  practised  law  in  Worcester 
County  and  was  considered  an  authority  on  real  estate 
values. 

j869 — Joseph  Everett  Garland  was  graduated  from  Har- 
vard in  1873  and  from  the  Harvard  Medical  School  in 
1877.  His  practice  was  in  Gloucester,  and  he  became  an 
eminent  physician  of  Cape  Ann.  He  died  in  Gloucester, 
December  16,  1907. 

1869 —  Charles  Otis  Goodwin  was  a  practising  physician 
in  Worcester  and  left  his  home,  December  27,  1907,  leav- 
ing a  note  indicating  his  intention  of  taking  his  own  life. 
February  17,  1908,  his  body  was  discovered  in  Lake  Quin- 
sigamond,  Worcester. 

! 869— Franklin  Samuel  Hatch  was  born  in  Chelsea, 
Vt.,  August  12,  1846,  graduated  from  Amherst  in  '73,  and 
from  Hartford  Theological  Seminary  in  '76.  His  pastorates 
were  at  West  Hartford,  Conn.,  and  Monson.  For  three 
years  he  was  Secretary  of  the  Hartford  Seminary  and  for 
several  years  was  General  Secretary  of  the  Christian  En- 
deavor Association  for  India,  Burmah,  and  Ceylon.  He 
died  in  Brookline,  December  24,  1907. 

1870—  Nathan  H.  Dole  has  written  "The  Pilgrims"  is- 
sued by  the  University  Press. 

1873 —  George  Goddard  Convers  came  to  Phillips  from 
his  home  in  Zanesville,  O.,  and  leaving  Andover  entered 
upon  a  business  career.  He  rose  to  be  general  superintend- 
ent of  the  New  Jersey  Zinc  Co.,  of  Bethlehem,  Pa.  He 
was  a  violinist  of  rare  attainments.  He  died,  March  10, 
1908,  at  Naples,  Italy. 

1874 —  Treat  Campbell  was  born  at  Springfield,  111.,  Jan- 
uary 23,  1855,  the  son  of  Thomas  Hayes  and  Catherine 
Elizabeth  (McDougall)  Campbell.  He  was  graduated  from 
Yale  in  1878  and  studied  law,  and  died  in  New  York  City, 
February  12,  1908. 

1877 — Chauncey  Rose  Winslow  of  Portland,  Ore.,  and 
Miss  Alice  Louisa  Sibson  were  married,  March  2,  1908,  at 
Geneva,  Switzerland. 

1882 — William  A.  Nettleton  is  general  superintendent 
of  motive  power  of  the  Chicago,  Rock  Island  and  Pacific 


Railway  Company  with  headquarters  at  the  La  Salle 
Station,  Chicago,  111. 

1882 — The  Pilgrim  Press  of  Boston  publish  a  book 
written  by  the  Rev.  J.  Langdon  Quimby  of  Gardiner,  Me., 
entitled  "To  God  on  Account". 

1886 —  -George  Silas  West  was  born  in  Sivas,  Asiatic 
Turkey,  July  16,  1867,  his  father  being  a  missionary  phy- 
sician. He  was  graduated  in  1890  from  Princeton  and 
later  from  the  Medical  Department  of  the  University  of 
Pennsylvania.  He  had  a  successful  practice  in  Gerards- 
town,  W.  Va.,  where  he  died,  February  20,  1908. 

1887 —  Charles  Gibbs  Carter  is  practising  law  at  1508 
Park  Building,  Pittsburg,  Pa.,  and  is  general  counsel  for 
the  Carter  Oil  Co. 

1887 —  John  C.  Machale  is  a  division  superintendent 
of  the  Carter  Oil  Co.,  Sistersville,  W.  Va. 

1888 —  Andrew  J.  Balliet  is  special  assisstant  U.  S.  at- 
torney in  charge  of  navigation  matters  in  Montana,  Idaho, 
Oregon,  and  Washington. 

1889 —  The  Rev.  James  D.  Cameron  is  pastor  of  the 
Presbyterian  Church  at  Corinth,  N.  Y. 

1890 —  Edward  Franklin  Page  was  born  in  Lawrence, 
April  29,  1872,  and  died  in  Lawrence,  February  9,  1908. 

1890 —  William  Hollis  Pond,  a  graduate  of  the  Yale  Law 
School  in  1 89 1,  died  at  North  Attleboro  on  the  last  of 
March,  at  the  age  of  39  years.  He  was  a  trustee  of  the 
Attleboro  Savings  Bank  and  was  active  in  Republican 
politics. 

1 89 1 —  Laurence  T.  Bliss  is  farming  at  Midland,  La. 

1891 — The  Rev.  William  Wallace  Donovan  has  been  as- 
signed to  be  assistant  pastor  of  St.  Augustine's  in  Ando- 
ver. Father  Donovan  received  his  collegiate  and  theolog- 
ical training  at  Villanova  College. 

1 89 1 — The  Rev.  J.  Sherman  Gove,  Harvard,  Mass.,  be- 
comes pastor  at  Marlboro,  N.  H. 

1 89 1 —  Samuel  M.  Russell  is  superintendent  of  the 
Toledo,  Peoria  and  Western  Railway,  Peoria,  111. 

1892 —  Harry  C.  January  may  be  addressed  at  Ferguson, 
Mo. 

1892 —  William  H.  Wadhams  is  a  member  of  the  law 
firm  of  Baldwin,  Wadhams,  Bacon  and  Fisher,  31  Nassua 
Street,  New  York  City. 

1893 —  Frank  William  Conant  died,  December  3,  1907, 
in  the  government  hospital  at  Gatun,  Canal  Zone,  Isthmus 
of  Panama. 

'893 — Frank  Ward  Howard  and  Miss  Louise  Currier 
were  married,  February  5,  1908,  at  Lynn. 

1893 —  Nathaniel  R.  Mason  is  an  assistant  in  the  Har- 
vard Medical  School  and  also  practises  medicine  at  483 
Beacon  Street,  Boston. 

1894 —  John  M.  Woolsey  is  a  member  of  the  firm  of  Con- 
vers and  Kirlin,  admiralty  lawyers,  27  William  Street, 
New  York  City. 

1895 —  Tredwell  G.  Hopkins  is  the  editor  of  the  Practical 
Dairyman. 

1896 —  Henry  O.  Johnson,  M.D.,  is  now  located  at  Ma- 
chias,  Me. 
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1896 — John  Everett  Keach  and  Miss  Alice  B.  Barker 
were  married  at  West  Medford,  December  28,  1907. 

1896 —  John  C.  Phillips  may  be  addressed  at  North  Gros- 
venordale,  Conn. 

1897 —  Roy  H.  Gilpatrick,  M.D.,  has  opened  an  office  for 
the  practice  of  medicine  at  827  Boylston  Street,  Boston. 

1898 —  Shirley  G.  Ellis  has  a  position  in  the  sales  de- 
partment of  the  Carnegie  Steel  Co.,  in  the  Carnegie  Build- 
ing. Pittsburg,  Pa. 

1898 — Dudley  P.  Lewis  is  president  of  the  Everett  E. 
Belding  Co.,  shoe  store  supplies,  47  Lyman  Street,  Spring- 
field. 

1898 — Harry  Alfred  Peters  of  the  University  School, 
Cleveland.  O.,  and  Miss  Rosamond  {Catherine  Zuck  were 
married,  January  1,  1908,  at  Gilroy,  Cal. 

1898 — The  Rev.  Alan  M.  Taylor,  assistant  at  St.  George's 
Episcopal  Church  in  New  York,  has  become  rector  of  the 
Church  of  the  Holy  Spirit,  Mattapan. 

1898 —  George  E.  Woodbine  is  studying,  this  year,  at  Ox- 
ford University,  England. 

1899 —  F.  C.  Orlady's  address  is  6327  Howe  Street,  Pitts- 
burg, Pa. 

1899 — Ralph  H.  Melczer  may  be  addressed,  care  of  Pal- 
mer Brothers  Company,  New  London,  Conn. 

1899 — Samuel  L.  Russell  is  a  partner  in  the  investment 
firm  of  Russell  and  Dickinson,  Seattle,  Wash. 

1899 — Edward  Ryman  was  a  member  of  the  photographic 
jury  of  the  Ame\ican  Salon,  held,  last  September,  at  Pitts- 
burg, Pa. 

1899 — Harry  R.  Stern  is  a  partner  in  the  law  firm  of 
Rushmore,  Bisbee,  Rogers  and  Stern,  40  Wall  Street,  New 
York  City.-  His  home  address  is  1  West  73  Street,  New 
York  City. 

1899 — Henry  Mitchell  Wallace  and  Miss  Louise  An- 
drews were  married,  March  28,  1908,  at  Shelton,  Conn. 

1899 —  Frederick  W.  Wilhelmi  may  be  addressed  at  Clo- 
quet,  Minn. 

1900 —  Frank  Crown  Robinson  is  an  expert  chemist  with 
the  Atlantic  Refining  Company  of  Philadelphia,  Pa. 

1900 — Ralph  T.  Davis  is  with  the  Pope  Motor  Car  Co., 
Indianapolis,  Ind. 

1900 — Francis  H.  Fobes  is  Instructor  in  Latin  at  Har- 
vard University. 

1900 — George  M.  Goldsmith  is  in  the  real  estate  busi- 
ness at  El  Chote,  Mexico. 

1900 — Thomas  Bayne  Hemming  is  a  civil  engineer  em- 
ployed by  the  U.  S.  government  in  the  Canal  Zone, 
Panama. 

1900 — George  Landrus  is  in  the  sales  department  of  the 
Carnegie  Steel  Co.,  Pittsburg,  Pa. 

1900 — George  E.  Merrill,  of  Salt  Lake  City,  Utah,  has 
been  chosen  a  director  of  the  Commercial  National  Bank 
of  that  city. 

1900 — Burnside  Winslow  and  Miss  Helen-  Trowbridge 
Carrington  were  married,  January  15,  1908,  at  New  Haven, 
Conn. 


1 90 1 —  Harold  Townsend  is  with  W.  H.  Filmore  &  Co., 
in  East  Fourth  Street,  Cincinnati,  O. 

1902 —  Richard  V.  Dennison  is  drilling  oil  wells  for  the 
American  Oil  Development  Co.,  Oblong,  Crawford  County, 
111. 

1902 — Clarence  E.  Ebert  is  a  member  of  the  firm  John- 
son &  Ebert,  Landscape  Architects  and  Civil  Engineers, 
9'  Park  Street,  Room  25,  Boston. 

1902 — Theodore  Munroe  Hall  died  at  Oakland,  Cal.,  I 
January  26,  1908.  He  was  connected  with  the  Pacific  I 
States  Telephone  Co. 

1902 — Ethan  W.  Judd  is  in  the  legal  department  of  the  I 
National  Biscuit  Co.,  New  York. 

1902 — Harold  Chandos  Clare  Lyons  and  Miss  Adelaide  I 
Matthies  were  married,  June  19,  1907,  in  New  York  City.  I 

1902 — Abel  B.  Palmerton's  address  is  275  Clinton  Av-  I 
enue,  Brooklyn,  N.  Y. 

1902 —  Guy  T.  Stetson  is  assistant  receiving  teller  in  a 
bank  in  Peoria,  111. 

!903 — Austin  Warmington  Andrews  and  Miss  Emma  S.I 
Wainwright  were  married,  January  8,  1908,  at  Philadel-  I 
phia,  Pa. 

1903 —  Ori  January  1,  1908,  Abner  Howard  Burtch  be- 1 
came  junior  partner  in  the  law  firm  of  Sitterly  &  Burtch,  I 
Fonda,  N.  Y. 

1903 —  Albert  T.  Gould,  Bowdoin  '08,  recently  won  the  I 
Class  of  1868  oratorical  prize  annually  given  to  the  best 
written  and  spoken  oration  of  a  Senior. 

1904 —  Robert  Daniels  Bardwell  and  Miss  Helen  Mar-  I 
garet  Pillsbury  were  married,  March  26,  1908,  at  Pittsfield.  I 

1904 — Alan  Stotler  Evans,  James  Evans,  Jr.,  '04,  John  I 
Kuhn  Evans,  '99,  and  Chauncey  O'Neil,  '99,  have  formed  I 
the  firm  of  O'Neil  &  Evans,  Bankers  and  Brokers,  with  I 
offices  at  203-205    Commonwealth    Building,    316  Fourth 
Avenue,  Pittsburg,  Pa. 

1904 — Rudolph  G.  Leeds  is  the  owner,  editor,  and  pub- 
lisher of  the  Richmond  Palladium,  Richmond,  Ind.  He 
has  been  chosen  a  delegate  to  the  Republican  National 
Convention  to  represent  the  Sixth  District  of  Indiana. 

1904 — William  Douglas  Dick  was  born  in  Andover,  May 
23,  1883,  and  died  in  Andover,  February  28,  1908.  At  the 
time  he  was  taken  ill  he  was  employed  in  the  office  of  the 
American  Woolen  Company  in  Boston. 

1904 —  James  W.  Marshall  is  inspector  of  the  passenger 
service  of  the  Burlington  Railroad,  and  may  be  addressed 
at  Airdrie  Place  and  Sheridan  Road,  Chicago,  111. 

1905 —  William  Galbraith  Erving  was  born  in  Andover,  I 
June  3,  1888.  After  leaving  Phillips,  he  entered  a  whole-  I 
sale  shoe  house  in  Boston  and  then  a  lumber  company  in  I 
Louisiana  and,  last  of  all,  the  offices  of  a  railroad  operating  I 
in  New  Mexico  and  Texas.  He  died  in  El  Paso,  Texas.  I 
January  25,  1908. 

t 

1906 —  Richard  T.  Waters  is  with  the  Surry  Lumber  Co..  II 
Dendron,  Va. 

i9o- — Edward  W.  Kaiser  is  in  the  lumber  business  with  I 
his  father,   Eau  Claire,  Wis. 
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THE  MOVING  OF  THE  SEMINARY 

It  is  but  natural  that  the  thoughts  of  those 
vho  gathered  in  Andover  at  the  last  Commence- 
nent  anniversary  should  have  centered  about 
he  removal  of  the  Theological  Seminary  from 
\ndover  and  the  acquisition  of  the  Seminary 
)roperty  by  the  Academy.  •  Since  the  founding 
)f  Phillips  Academy  in  1778  no  one  event  in  its 
listory  has  been  of  greater  significance.  In  pri- 
vate conversation,  as  well  as  in  the  public  ad- 
lresses  of  Commencement  week,  the  future  of 
he  Academy  under  the  new  conditions  and 
arger  opportunities  was  the  central  theme.  The 
nagnitude  of  the  change,  and  the  responsibilities 
ind  opportunities  it  involves  were  impressed  up- 
>n  all.  President  Stimson  in  his  introductory 
iddress  drew  a  most  vivid  picture  of  the  situation, 
t  is  earnestly  hoped  that  every  alumnus  of  Phil- 
ips Academy  will  read  that  address  carefully 
md  thoughtfully. 

Because  the  final  step  has  been  taken  by  the 
seminary,  and  the  terms  of  the  transfer  of  prop- 
:rty  to  the  Academy  agreed  upon,  it  must  not  be 
upposed  that  the  matter  is  closed  and  the  work 
nvolved  completed.  Terms  have  been  agreed  up- 
>n,  fair  and  reasonable  to  all  concerned,  but  for 
ioth  institutions  the  hardest  problems  are  still 
:head:  for  the  Seminary,  to  prove  by  its  future 
hat  the  step  is  a  wise  one;  for  the  Academy,  to 
ccept  the  larger  opportunities  offered  it  and  to 
aise  among  its  friends  the  large  sum  of  money 
equired  by  the  purchase.  Both  institutions  in 
his  critical  hour  turn  to  their  alumni  and  friends 
or  the  support  on  which  their  future  depends. 

By  the  purchase  of  the  Seminary  property  the 
Academy  comes  into  possession  of  some  two 
tundred  acres  of  land  admirably  adapted  to 
uture  building  sites  and  playing  grounds,  a 
luch  needed  recitation  hall,  two  large  dormi- 


tories, providing  accommodations  for  eighty 
boys,  a  library  building,  and  a  number  of  most 
attractive  residences  on  Andover  Hill,  splendidly 
adapted  for  the  housing  of  students  under  fac- 
ulty supervision.  With  these  additions  Phillips 
Academy  possesses  certainly  the  most  beautiful 
and  one  of  the  best  equipped  plants  for  a  sec- 
ondary school  in  this  country — a  plant  thorough- 
ly in  keeping  with  the  long  and  illustrious  history 
of  the  school. 

During  the  coming  school  year  the  trustees 
propose  to  raise  from  two  hundred  to  two  hun- 
dred and  fifty  thousand  dollars,  the  amount  nec- 
essary to  meet  the  terms  of  the  transfer.  To  our 
alumni  chiefly  must  we  look  for  the  help  that  we 
need.  We  feel  confident  that  all  who  can  will 
desire  to  contribute  towards  an  object  that  means 
so  much  to  Phillips  Academy  today  and  that 
promises  so  much  for  her  future. 

The  newly  acquired  property  is  not  merely  an 
addition  to  the  material  equipment  of  the  school. 
Of  far  greater  significance  is  the  opportunity  it 
offers  of  carrying  out  more  completely  the  set- 
tled policy  of  the  trustees  to  bring  under  the 
direct  supervision  of  the  school  authorities  the 
students  entrusted  to  their  care.  Through  the 
facilities  offered  in  the  dormitories  and  houses 
over  one  hundred  more  boys  than  has  hitherto 
been  possible  will  be  housed  in  school  buildings 
in  charge  of  instructors.  The  changes  should 
greatly  strengthen  the  appeal  of  Phillips  Acad- 
emy to  parents  as  a  school  to  which  their  boys 
may  safely  be  sent  not  merely  for  the  last  year  or 
two  but  for  the  full  four  years  of  the  course. 
That  this  situation  has  already  begun  to  be  rec- 
ognized is  evidenced  by  the  noticeable  increase 
in  the  number  of  boys  this  year  entering  the 
lower  classes. 
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ADDRESS  OF  PRESIDENT  STIMSON  OF  THE  ALUMNI  ASSOCIATION  GIVEN 
AT  THE  ALUMNI  DINNER  OF  THE  i3oth  COMMENCEMENT 


"ANDOVER'S  DOOR  OF  OPPORTUNITY 


Fellow  Alumni: — This  Commencement  marks  a 
memorable  epoch  in  the  history  of  Andover  Hill. 
The  two  institutions  which  have  so  long  been  con- 
nected in  their  origin,  their  government  and  their 
location  are  about  to  separate.  The  Trustees  of 
Andover  Seminary  have  announced  their  decision 
to  remove  the  Seminary  to  Cambridge. 

No  one  who  is  interested  in  the  Academy  can 
confront  the  situation  without  seriousness.  The 
presence  on  this  hill  for  a  hundred  years  of  such  a. 
seat  of  learning  as  the  Seminary,  the  association 
of  its  long  line  of  distinguished  scholars  with  the 
intellectual  life  of  the  town,  have  exerted  an  influ- 
ence directly  and  indirectly  upon  the  successive 
generations  in  the  Academy,  the  value  and  import- 
ance of  which  cannot  be  overestimated.  And  while 
the  last  twenty  years  of  its  decadence  has  not  pre- 
sented a  normal  or  a  wholesome  picture  of  theo- 
logical education  for  the  immediate  contemplation 
of  the  boys  of  the  school,  the  removal  of  the  Sem- 
inary from  Andover  throws  upon  the  Trustees  and 
Alumni  of  the  Academy — upon  all  who  have  the 
future  of  the  school  at  heart — responsibilities  which 
are  new  and  manifold. 

The  physical  and  financial  problem  is  merely  the 
simplest  of  these  responsibilities — pressing  and  im- 
portant as  it  is.  Any  visitor  to  Andover,  anyone 
who  has  even  casually  seen  the  beautiful  seminary 
campus,  would  protest  at  the  thought  of  its  passing 
into  private  hands  or  being  devoted  to  any  othei 
than  an  educational  purpose.  But  only  those  who 
are  thoroughly  familiar  with  the  history  of  the 
Academy  and  who  have  faced  its  problems,  only 
those  who  have  weighed  the  constantly  increasing 
danger  to  its  character  and  its  democracy, — which 
arises  out  of  its  lack  of  dormitories,  for  example, 
can  appreciate  how  absolutely  necessary  to  the 
Academy  it  is  that  this  property  should  not  be  lost 
and  thus  realize  the  peremptory  nature  of  the  crisis. 

And  so  the  Trustees  of  the  Academy,  with  a  full 
knowledge  of  the  slenderness  of  its  resources,  but 
with  a  deep  faith  in  the  loyalty  of  the  alumni  to 
support  them,  have  negotiated  for  and  have  con- 
tracted to  buy  all  of  the  real  estate  of  the  Seminary 
on  Andover  Hill.  Terms  which  are  fair  and  honor- 
able to  both  parties  have  been  agreed  upon,  and  in 
the  absence  of  unforeseen  difficulties,  the  Academy 
will  in  the  near  future,  enter  into  possession  of  this 
invaluable  property. 


And  this  is  no  alien,  dollar-marked  acquisition! 
It  is  our  own  inheritance,  freighted  with  countless 
traditions  of  which  we  are  the  lawful  heirs.  Andover 
Seminary  has  been  bone  of  our  bone  and  flesh  of 
our  flesh.  It  was  created  as  a  means  of  carrying 
out  one  of  the  original  purposes  of  the  founders  of 
the  Academy.  For  a  hundred  years  it  has  been 
performing  that  function  at  our  side  as  a  part  of 
our  corporation.  And  now  when  in  the  fullness  of 
time  it  has  been  found  necessary  to  remove  its 
teaching  and  student  body  to  another  city,  have 
not  the  friends  both  of  the  Seminary  and  of  the 
Academy  cause  to  rejoice  in  the  thought  that  these 
venerable  halls,  sacred  with  the  memories  of  all 
those  years,  will  remain  in  hands  of  the  legal  suc- 
cessors of  the  founders,  devoted  forever  to  the  ful- 
fillment of  those  founders'  aims? 

To  the  Academy  the  opportunity  is  momentous  I 
in  a  far  higher  sense  than  merely  that  of  physical  I 
welfare.    It  comes  at  one  of  those  turning  points  I 
of  life  in  which  the  entire  future  of  institutiops,  as  II 
of  men,  lies  trembling  in  the  balance.    It  comes  at  a  I 
time  when  the  tremendous  changes  which  are  taking 
place  in  the  educational  theories  and  methods  of  I 
the    country    are    revolutionizing    our     secondary  I 
schools. 

On  the  one  side  the  development  of  the  local  high  I 
school  has  sounded  the  death  knell  of  the  old  prep- 1 1 
aratory  school,  purely  as  such.  The  boy  who 
formerly  came  to  Andover  simply  to  prepare  for 
college,  can  now  in  most  cases  prepare  with  greater 
ease  at  home.  The  result  has  been  manifest.  Many 
a  worthy  old  New  England  school,  which  thirty 
years  ago  was  flourishing,  has  now  well  nigh 
ceased  to  exist. 

On  the  other  hand  the  growth  of  the  elective  sys- 
tem in  our  colleges  and  the  development  of  those 
colleges  into  universities  has  opened  a  door  of  op- 
portunity to  such  schools  as  can  take  advantage  of 
it,  the  possibilities  of  which  we  cannot  yet  ade- 
quately measure.  I  think  there  are  few  of  us  who 
in  looking  back  at  our  college  lives  do  not  recog- 
nize that  we  received  our  most  valuable  training, 
not  from  our  instructors  but  from  the  men  and  boys 
by  whom  we  were  surrounded.  The  man  who  befor< 
the  age  of  21  has  been  thrown  into  intimate  associ 
ation  with  fifty  or  more  of  his  fellows,  taken  from  al 
parts  of  the  Union  and  from  all  classes  of  social  an' 
business  life,  united   in  the   common   aim  of  educa 
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tion,  who  has  lived  with  them,  worked  and  played 
with  them,  and  striven  against  them,  has  received  a 
lesson  in  modesty,  in  democracy  and  in  faith,  which 
he  can  learn  at  no  other  age  and  in  almost  no  other 
way.  It  is  a  lesson  which  can  be  imparted  only  by 
that  close  intimate  contact  of  equal  with  equal  which 
we  know  most  commonly  as  class  and  college  life. 
But  in  the  university  this  life  is  passing  away.  The 
general  "demos"  is  being  divided  into  small  groups 
of  kindred  spirits;  and  the  members  of  one  group 
seldom  come  into  contact  with  those  of  another. 
Strive  as  they  may,  even  in  those  institutions  where 
democracy  is  traditional,  the  hand  of  fate  is  against 
them,  and  community  life  in  a  university,  except  be- 
tween men  of  similar  tastes  and  in  small  circles,  is 
doomed 

What  an  incalculable  loss  to  the  nation  if  such 
training  grounds  of  character  were  to  entirely  pass 

away!  The  bitter  industrial  controversies  of  the 
past  years,  the  anxieties,  the  failures  and  the  wrecks 
of  the  past  winter,  have  impressed  upon  all  our 
minds  how,  more  than  ever  before,  our  institutions, 
public  and  private,  depend  upon  personal  character. 
Concentration  of  power  and  wealth  sometimes  seems 
to  have  fairly  outstripped  the  growth  of  intelligent 
character  necessary  to  sustain  such  responsibilities. 
And  it  is  what  we  may  call  the  social  kind  of  charac- 
ter that  is  most  needed.  With  the  progress  of  mod- 
ern civilization  men  are  growing  every  day  more 
mutually  dependent  in  their  business  and  in  their 
lives.  It  is  the  man  who  has  intelligent  faith  in  his 
fellows  and  whose  character  breeds  their  faith  in 
him,  who  is  preeminently  the  man  for  modern  life, 
particularly  in  times  of  temptation  and  stress.  The 
so-called  self-made  man,  the  man  who  has  made 
his  success  without  any  general  education,  who  has 
lied  his  way  to  the  top  without  meeting  many 
of  his  peers,  who  has  never  absorbed  the  modesty 
compelling  lessons  of  antiquity,  that  man,  with  all 
his  rugged  virtues,  is  peculiarly  likely  to  fall.  It  is 
that  man,  more  than  most  others,  who  for  example 
when  things  are  going  his  way  on  a  rising  market, 
finds  it  hard  to  realize  that  he  is  not  the  first  one 
who  has  ever  made  money  under  similar  conditions, 
or  to  appreciate  that  he  has  probably  not  discovered 
a  permanent  formula  for  making  gold  out  of  water. 
His  ability  to  come  to  grief  is  only  surpassed  by  that 
of  the  spoiled  darling  of  indulgent  parents,  the  boy 
who  has  been  thought  to  be  too  precious  to  be 
exposed  to  the  dangers  of  a  democratic  school,  and 
who  has  reached  manhood  with  the  impression  that 
the  world  was  intended  to  be  made  easy  for  him. 

In  times  of  financial  hope  and  speculation,  as  well 
is  in  times  of  financial  despair  and  panic,  the  prin- 
cipal virtue  required,  is  the  steady  ability  to  keep 
>ne's  courage  and  one's  head,  and  that  is  a  virtue 


which  comes  less  often  from  the  inner  consciousness 
than  from  the  hard  pounding  of  irreverent  equals. 
In  later  life  we  get  enough  pounding,  but  it  is 
colored  by  motive  or  malice;  the  clear-eyed  critic 
who  looks  us  through  and  through  and  takes  us  for 
what  we  are;  who  is  swayed  neither  by  our  poverty 
nor  our  wealth,  our  politics  nor  our  religion,  is  a 
boy  and  our  schoolmate. 

Now,  if  our  colleges  are  to  be  transformed  into 
universities,  and  our  boys  are  not  to  lose  this  in- 
valuable social  training  it  is  our  schools  or  at  least 
to  some  of  them,  that  we  must  look  for  its  perpetu- 
ation. There  are  good  precedents  for  such  a  hope. 
The  affectionate  loyalty  of  the  Englishman  centers 
about  his  school  rather  than  his  university.  It  was 
to  the  playgrounds  of  Eton  and  Harrow  rather  than 
to  those  of  Oxford  and  Cambridge  that  Wellington 
attributed  the  victory  of  Waterloo.  One  cannot 
enter  the  old  halls  of  the  school  at  Winchester  with- 
out feeling  that  there  we  are  in  the  very  arcanum  of 
England's  life — the  spot  where  her  sons  receive  the<r 
holiest  traditions 

Have  we  not  a  right  and  a  duty  to  accept  such  an 
ideal  for  our  school?  Founded  simultaneously  with 
our  country,  for  one  hundred  and  thirty  years  it 
'  has  been  recognized  as  national  rather  than  local 
in  character.  The  first  President  of  the  country,  not 
having  sons  of  his  own,  sent  his  nephews  from  far 
off  Virginia  to  get  their  education  here.  Represent  - 
atives from  more  than  thirty-five  states  have  this 
year  been  enrolled  in  its  membership.  Its  honors, 
both  social  and  literary,  have  always  been  open  to 
the  self  supporting  scholar  and  its  numbers  have  al- 
ways included  a  good  percentage  of  men  who  had 
no  backers  but  themselves.  It  has  always  been  a 
school  where  rich  and  poor,  men  from  the  East  and 
from  the  West;  from  the  North  and  from  the  South, 
met  on  terms  of  perfect  equality.  In  this  way  it  has 
always  been  a  great  democratic  school,  truly  repre- 
sentative of  a  great  democratic  nation. 

Character  in  an  institution,  as  in  a  man,  comes 
only  with  time  and  age.  It  cannot  be  created  in  an 
instant;  it  is  an  asset  which  money  cannot  buy. 
In  its  national  and  democratic  traditions  Phillips 
Academy  possesses  an  heritage  far  transcending  in 
value  any  material  endowment.  It  is  an  heritage 
which  has  given  the  school  a  century  of  fame  and 
power  in  spite  of  crippling  poverty  and  insignificant 
resources.  Within  the  past  few  years,  its  Alumni, 
too  long  dormant,  have  begun  to  awaken  to  the 
needs  of  their  Alma  Mater.  The  awakening  is 
timely.  With  this  great  chance  for  national  use- 
fulness before  her,  with  this  splendid  material  ac- 
cession to  her  endowment  in  her  hands,  the  gate  of 
opportunity  is  open  to  her,  and  we  look  to  see  Phil- 
lips Andover  enter  in. 
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Phillips  Commencement 

The  graduating  exercises  at  Phillips  Academy  took 
place  June  14  to  17,  under  perfect  skies  in  the  pre- 
sence of  a  large  number  of  alumni  and  invited 
guests.  The  baccalaureate  sermon  was  preached 
on  Sunday  afternoon  and  on  Wednesday  the  Com- 
mencement exercises  were  held  in  the  Seminary 
chapel. 

The  alumni  dinner  was  held  on  Wednesday  after- 
noon and  many  class  reunions  were  held  at  various 
times  during  the  first  of  the  week. 

Baccalaureate  Sermon 

President  Charles  F.  Thwing  of  Western  Reserve 
University,  Cleveland,  O.,  a  graduate  of  Phillips 
Academy  of  the  class  of  '71,  and  author  of  History 
of  Higher  Education  in  America,  and  other  volumes, 
gave  the  baccalaureate  sermon  to  the  senior  class 
of  the  Academy  Sunday  afternoon.  President 
Thwing  spoke  upon  "The  Making  of  a  Man." 

75th  Anniversary  of  the  Society  of  Inquiry 

On  Sunday  evening,  June  14th,  the  Society  of 
Inquiry  held  a  special  meeting  in  celebration  of  the 
seventy-fifth  anniversary  of  the  founding  of  the 
organization.  The  meeting  was  a  most  interesting 
one  and  was  well  attended.  The  principal  address 
was  given  by  Rev.  Samuel  H.  Dana,  of  the  class 
of  '64,  and  at  present  pastor  of  the  Phillips  Mem- 
orial Church  at  Exeter,  N.  H.  Mr.  Dana's  address 
was  of  a  historical  nature  and  was  listened  too  with 
the  deepest  interest.  The  Society  is  soon  to  issue 
in  pamphlet  form  a  full  account  of  the  exercises, 
and  the  addresses. 

The  program  is  given  below: 
Hymn  87,  "How  Firm  a  Foundation." 
Prayer,  by  the  Rev.  Markham  W.  Stackpole. 
Address,  "Historical  Reminiscences  of  Inquiry." 

Rev.  Samuel  H.  Dana,  D.  D. 
Hymn  204,  "The  Son  of  God  goes  forth  to  War." 
Address,  "Three  Services  of  Inquiry." 

Rev.  Charles  F.  Thwing,  D.  D. 
Address,  "Present  Day  Claims  of  Inquiry." 

Principal  Alfred  E.  Stearns. 
Hymn  14,  "Abide  with  Me." 
Benediction. 

Draper  Prize  Speaking 

The  forty-second  annual  speaking  was  held  Mon- 
day night  in  the  Andover  Theological  Seminary 
chapel.  The  first  prize  was  awarded  to  Ewart  G. 
Home  of  Lawrence;  second  prize,  to  George  M. 
Osgoodby  of  New  York  City;  and  third  prize, 
to  Francis  B.  Thwing  of  Cleveland,  O. 

The  program  was  as  follows: 
Daniel  O'Connell,  Wendell  Phillips 

Ewart  Gladstone  Home,  Lawrence 
Wendell  Phillips'  First  Speech,  Curtis 


John  Trecartin  Ogden,  Yonkers,  New  York 
.  The  Victor  of  Marengo,  Anonymous 

Roger  Hall  Loughran,  Kingston,  New  York 
Home  Rule  for  Ireland,  Gladstone 

Glenn  Arthur  Wilson,  Westfield,  New  Jersey 
Invective  Against  Santa  Anna,  Lamar 

Ralph  Everett  Pierce,  Honey  Grove,  Texas 
Nations  and  Humanity,  Curtis 

Habeeb  Hanna  Skierik,  Lawrence 
The  Bible,  Hillis 

Frederic  Frow  Goodhue  Donaldson,  Medina,  Ohio 
The  Battle  at  Mission  Ridge,  Taylor 
Alexander  Louis  Jackson,  Englewood,  New  Jersey 
The  Speech  of  Mark  Antony  Shakespeare 

George  Melvin  Osgoodby,  New  York  City 
Charles  Sumner,  Burlingame 
Francis  Butler  Thwing,  Cleveland,  Ohio 
The  committee  of  award  comprised  W.  T.  Simp- 
son, Esq.,  F.  D.  Somers,  Esq.,  and  Rear-Admiral  E. 
T.  Strong,  U.  S.  N. 

Class  Day  Exercises 

The  class  day  exercises  were  held  at  Phillips 
Academy  on  Tuesday  afternoon.  At  the  ivy 
planting  the  speakers  were;  James  A.  Reilly  of 
Brockton,  president  of  the  graduating  class,  and 
Robert  L.  Brooks  of  Cambridge,  president  of  the 
class  of  1909,  the  latter  receiving  in  behalf  of  his 
class  the  spade  which  was  used  in  the  planting 
of  the  ivy  vine. 

The  class  history  was  presented  by  Bates  Torrey, 
Jr.,  of  South  Weymouth,  the  class  poem  by  James 
C.  Thomas  of  Las  Vegas,  Nev.,  the  class  statistics 
by  Gerald  A.  Shannon  of  Seattle,  Wash.,  the  oration 
by  Russell  Stiles  of  New  York  City  and  the  class 
prophecy  by  Robert  A.  Gardner  of  Hinsdale,  111. 

The  class  day  committee  comprised  Harold  S. 
Day,  chairman,  of  Catskill,  N.  Y.,  Gerald  A.  Shannon 
of  Seattle,  Wash.,  Henry  N.  Merritt  of  Grand  View, 
N.  Y.,  George  F.  Richmond  of  Dunkirk,  N.  Y.,  and 
Ammi  W.  Lancashire  of  Alma,  Mich. 

Principal's  Reception 

On  Tuesday  evening,  Principal  and  Mrs.  Stearns 
tendered  a  reception  to  the  graduating  class  anl 
invited  guests  in  the  Borden  gymnasium. 

Anniversary  Exercises 

A  class  of  eighty-one  young  men  was  graduates 
from  Phillips  Andover  Academy  at  the  130th  comj 
mencement  exercises  which  were  held  in  the  Sem 
inary  church  on  Wednesday  morning. 

An  unusual  feature  was  a  special  service  of  Alphil  . 
Delta  Tau,  the  honorary  scholarship  society,  witl 
an  address  by  Prof.  James  Hardy  Ropes,  D.  D.,  o 
Cambridge.  The  following  men  secured  election 
to  the  society:  William  Richard  Barbour  of  Ridge 
way,  Pa.;  Sidney  George  Bradford  of  Edge  M001 1 
Del.;   Herbert  Freeman   Fraser  of  Mansfield,  O  I 
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1  Edgar  Wells  Freeman  of  Plainfield,  N.  J.;  Robert 
I  Abbe  Gardner  of  Hinsdale,  111.;  Washington  Piatt 
|  of  Baltimore;  John  Batcheller  Savage  of  Cambridge; 
I  Bates  Torrey,  jr.,  of  South  Weymouth;  Edward 
I  Bancroft  Twombly  of  Summit,  N.  J.;  and  Robert 
1  Porter  Keep,  Clinton  Cyrus  Scheffy,  Cecil  Kittredge 
1  Bancroft,  Horace  Martin  Poynter,  Lester  Edward 
I  Lynde,  Frederick  Edwin  Newton,  Allen  Rogers 
I  Benner,  Archibald  Freeman,  Charles  Henry  Forbes, 
I  George  Thomas  Eaton,  Alfred  Ernest  Stearns  and 
I  John  Lewis  Phillips  of  the  academy  faculty. 

The  commencement  essays  were  as  follows:  "The 
I  Commission  Plan  of  City  Government,"  George 
I  Caspar  Logan  of  Ridgeway,  Pa.;  "The  Quality  of 
I  Mercy  of  Julius  Caesar,"  George  Melvin  Osgoodby 
I  of  New  York  City;  "Stonewall  Jackson,"  Washing- 
I  ton  Piatt  of  Baltimore,  Md.;  "The  Roman  Science 
I  of  Divination,"  John  Batchelder  Savage  of  Cam- 
I  bridge;  "The  Future  of  Power  Generation,"  William 
I  Richard  Barbour  of  Ridgeway,  Pa.;  "School  Journal- 
I  ism,"  James  Carl  Thomas,  Las  Vegas,  Nev. 

Following  is  a  list  of  graduates: 
Classical  department — William     N.     Allen  of 
I  Brooklyn,  Lawrence  A.  Betteridge  of  Providence, 
I  Alexander  Blum  of  New  York  City,  Sherman  H. 
I  Bowles  of  Springfield,  Sidney  G.  Bradford  of  Edge 
■  Moor,  Del.,  Reginald  Burbank  of  Pittsfield,  Harold 
I  S.  Day  of  Catskill,  N.  Y.,Orville  R.  Dunn  of  Cham- 
I  plain,  N.  Y.,  Edgar  W.  Freeman  of  Plainfield,  N.  J., 
I  Robert  A.   Gardner  of  Hinsdale,  111.,   Charles  D. 
I  Gerow  of  Blooming  Grove,  N.  Y.,  Stanley  E.  Gifford 
I  of  Dedham,  Stanley  J.  Halle  of  New  York  City, 
|  William  J.  Herman  of  Nashville,  Tenn.,  Ewart  G. 
I  Home  of  Lawrence,  John  G.  Howard  of  Buffalo, 
I  N.  Y.,  George  M.  Osgoodby  of  New  York  City, 
I  Thomas  T.  Parks  of  Cleveland,  Steuart  L.  Pittman 
I  of  Flushing  N.  Y.,  John  B.  Savage  of  Cambridge, 
I  Darwin  W.  Sherman  of  Glen  Falls,  N.  Y.,  Harold 
I  A.  Stiner  of  Far  Rockaway,  N.  Y.,  James  C.  Thomas 
,  of  Las  Vegas,  Nev.,  Sheldon  H.  Tolles,  jr.,  of  Cleve- 
I  land,  Edward  B.  Twombley  of  Summit,  N.  J.,  Robert 
'  Welles  of  Paris,  France,  Walter  I.  Biery  of  Law- 
jrence,    Hugh    W.    Bradley    of    Rockville,  Conn., 
I  Robert  P.   Clarke  of   New  York  City,  Raymond 
I  Sarsfield  Conroy  of  Andover,  Frederic  F.  G.  Donald- 
son of  Medina,  O.,  Robert  E.  Firman  of  Medford, 
Richards  D.  Gile  of  Colorado  Springs,  George  S. 
Mead  of  Greenwich,  Conn.,  Henry  N.  Merritt  of 
Grand  View,  N.  Y.,  George  F.  Richmond,  jr.,  of 
Dunkirk,  N.  Y.,  Brenton  H.  Scott  of  Detroit,  Gerald 
A.  Shannon  of  Seattle,  Wash.,  Frank  H.  Smith  of 
Gardner,   Sumner   Smith    of   Lincoln,    Francis  B. 
Thwing  of  Cleveland,  O.,  Donald  N.  Tweedy  of 
j  Danbury,  Conn.,  William  L.  Wallace  of  Richmond, 
Ky.,  Edward  H.  York,  jr.,  of  Philadelphia. 

Scientific  department— William  R.  Barbour  of 
Ridgeway,  Pa,  John  L.  Barry,  3rd,  of  Hyde  Park, 
Harold  Browne  of  Dorchester,  Arnold  L.  Bradburv' 


of  Dover,  N.  H,  Springer  H.  Brooks  of  St.  Paul, 
Minn,  Charles  E.  Dodge  of  Manchester,  N.  H. 
Chauncy  Rosman  Fenton  of  Woonsocket,  R.  I, 
Herbert  F.  Fraser  of  Mansfield,  O,  Douglas  W. 
Dunn  of  Dongan  Hills,  N.  Y,  Abraham  L.  Has- 
brouck  of  Kingston,  N.  Y,  Malcolm  F.  Jones  of 
Jamestown,  N.  Y,  George  C.  Logan  of  Ridgeway, 
Pa,  Arthur  F.  Lynch  of  Rowayton,  Conn,  Gilroy  C. 
Miller  of  Livingston,  Mont,  George  W.  Muller  of 
Meridan,  Conn,  Francis  E.  Patton  of  Reading,  Pa, 
Washington  Piatt  of  Baltimore,  Ralph  K.  Piatt  of 
Nunda,  N.  Y,  Allen  M.  Ray  of  Winthrop,  Bates 
Torrey,  jr.,  of  South  Weymouth,  Lincoln  C.  Tor 
rey  of  Bedford,  Robert  D.  Tristram  of  Norwalk, 
Conn,  Addison  B.  Bradley  of  Chicago,  111,  Dean 
McGilfillan  of  Ironton.  O,  William  R.  Ingersoll  of 
New  York  City,  Robert  T.  Isett  of  Philadelphia, 
De  Witt  Knox  of  Salt  Lake  City,  Charles  B.  Lan- 
sing of  Colorado  Springs,  Roger  H.  Loughran  of 
Kingston,  N.  Y,  Charles  K.  Moore  of  Evanston, 
111,  George  S.  Moore  of  Lynn,  George  E.  Morrison 
of  Boston,  Orrin  J.  Pierce  of  Worcester,  N.  Y, 
William  Rockwell  of  Cleveland,  Elbridge  H.  Stuart 
of  Seattle,  Wash,  William  G.  Warnock  of  Meridan, 
Conn,  Vaughn  H.  Wilson  of  Scranton,  Pa. 

Senior  Honors 

Senior  honors  were  awarded  as  follows: 
Chemistry,  John  Batchellor  Savage  of  Cambridge. 
Elementary  French,    Edgar    Wells    Freeman  of 
Plainfield,  N.  J,  Bates  Torrey,  jr.,  of  South  Wey- 
mouth. 

Advanced  French,  Washington  Piatt  of  Baltimore. 

Greek,  Francis  Butler  Thwing  of  Cleveland,  Shel- 
don Hitchcock  Tolles,  jr.,  of  Cleveland. 

American  History,  Bates  Torrey,  jr.,  of  South 
Weymouth. 

English  History,  Washington  Piatt  of  Baltimore, 
Bates  Torrey,  jr.,  of  South  Weymouth. 

Greek  and  Roman  History,  Hugh  Wise  Bradley 
of  Rockville,  Conn,  Lincoln  Cummings  Torrey  of 
Bedford. 

Advanced  Algebra,  Bates  Torrey,  jr.,  of  South 
Weymouth,  Edward  Bancroft  Twombly  of  Summit, 
N.  J. 

Solid  Geometry,  Herbert  Freeman  Fraser  of 
Mansfield,  O,  Edgar  Wells  Freeman  of  Plainfield, 
N.  J,  Washington  Piatt  of  Baltimore,  Robert  Abbe 
Gardner  of  Hinsdale,  111,  Bates  Torrey,  jr.,  of 
South  Weymouth,  Edward  Bancroft  Twombly  of 
Summit,  N.  J. 

Trigonometry,  Herbert  Freeman  Fraser  of 
Mansfield,  O,  Edgar  Wells  Freeman  of  Plainfield, 
N.  J,  Bates  Torrey,  jr.,  of  South  Weymouth,  Ed- 
ward Bancroft  Twombly  of  Summit,  N.  J. 

Mechanical  Drawing,  Charles  Ernest  Dodge  of 
Manchester.  Francis  Eugene  Patton  of  Readim? 
Pa.  K' 
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Physics,  Herbert  Freeman  Fraser  of  Mansfield, 
O.,  Bates  Torrey,  jr.,  of  South  Weymouth. 

Prize  Awards 

The  following  prize  awards  were  announced  by 
Principal  Alfred  E.  Stearns.: 

Andrew  Potter  prizes,  for  best  essays  on  assigned 
subjects,  delivered  at  the  commencement  exercises, 
$30  and  $20,  sustained  by  James  T.  Potter,  class  of 
'90— Washington  Piatt  of  Baltimore,  first;  George 
Caspar  Logan  of  Ridgeway,  Pa.,  second. 

Harvard  English  prizes  for  excellence  in  Eng- 
lish composition  and  rhetoric,  $15  and  $10,  sustained 
by  the  Andover  club  of  Harvard — Edward  Jerome 
Webster  of  Andover,  first;  William  Richard  Bar- 
bour of  Ridgeway,  Pa.,  second;  judge,  Alden  Brooks, 
instructor  in  English  at  Annapolis. 

Draper  prizes  for  selected  declamations,  $20,  $12, 
and  $8,  endowed  by  the  late  Warren  F.  Draper, 
class  of  '43 — Ewart  Gladstone  Home  of  Lawrence, 
first;  George  Melvin  Osgoodby  of  New  York  City, 
second;  Francis  Butler  Thwing  of  Cleveland,  O., 
third;  committee  of  award,  W.  T.  Stimson,  F.  D. 
Somers  and  Rear  Admiral  E.  T.  Strong,  U.  S.  N., 
all  of  Andover. 

Means  prizes  for  original  declamations,  $20,  $12, 
and  $8,  endowed  by  the  late  William  G.  Means  of 
Boston — Edward  Jerome  Webster  of  Andover,  first; 
William  Richard  Barbour  of  Ridgeway,  Pa.,  second; 
Sherman  Hoar  Bowles  of  Springfield,  third;  com- 
mittee of  award,  Rev.  John  L.  Keedy,  Supt.  Wallace 
E.  Mason  and  Rev.  H.  Usher  Munro,  all  of  North 
Andover. 

Robinson  prizes  for  extemporaneous  debate,  $10 
each,  sustained  by  H.  S.  Robinson  of  Andover — 
.William  Nelson  Allen  of  Brooklyn,  first;  Washing- 
ton Piatt  of  Baltimort,  second;  Sherman  Hoar 
Bowles  of  Springfield,  third;  committee  of  award, 
Judge  Charles  U.  Bell,  Judge  J.  J.  Mahoney,  Judge 
Colver  J.  Stone,  all  of  Andover. 

Cook  prizes  for  excellence  in  Greek,  $15,  $10,  and 
$5,  endowed  by  the  late  Joseph  Cook,  LL.D.,  class 
of  '37— Sheldon  Hitchcock  Tolles,  jr.,  of  Cleveland, 
first;  Francis  Butler  Thwing  of  Cleveland,  second; 
Robert  Abbe  Gardner  of  Hinsdale,  111.,  third;  com- 
mittee of  award,  Francis  H.  Fobes,  A.  M.,  and  Ern- 
est Cary,  Ph.D.,  of  Harvard  University. 

Robert  Stevenson  German  prize  for  excellence 
in  German  composition,  $8,  founded  by  Robert  Ste- 
venson, jr.,  class  of  '96 — Robert  Welles  of  Paris, 
France,  first;  Edward  Woolsey  Freeman  of  New 
York  City,  honorable  mention;  committee  of  award. 
Dr.  Francis  K.  Ball  of  Phillips  Exeter  Academy. 

Yale-Andover  prizes,  $15  and  $10,  for  the  highest 
average  secured  in  a  minimum  of  eight  subjects  at 
the  June  entrance  examination  to  the  Sheffield 
Scientific  school  by  members  of  the  senior  scientific 


class — Arthur  Franklin  Lynch  of  Rowayton,  Conn., 
first;  Francis    Eugene    Patton    of    Reading,  Pa., 

second. 

Converse  prizes  for  excellence  in  mathematics, 
$20,  $15  and  $10,  sustained  by  the  late  E.  B.  Con 
verse  of  Englewood,  N.  J.,  class  of  '57 — Edward 
Woolsey  Freeman  of  New  York  City,  first;  Howard 
Fulton  Barrows  of  Newton  Centre,  second;  Walter 
Henry  Snell  of  Brockton,  third;  committee  of  award, 
Principal  Charles  S.  Ingham,  Ph.  D.,  Hervey  F. 
Houghton,  A.  B.,  and  Maurice  La  Croix,  all  of 
Dummer  Academy. 

Crane  prizes  for  excellence  in  Virgil,  copies  of 
Dr.  Crane's  translation,  gift  of  the  late  Rev.  Oliver 
Crane,  D.D.,  LL.  D. — Charles  Carleton  Kimball 
of  Andover,  first;  Sheldon  Hitchcock  Tolles,  jr., 
of  Cleveland,  second;  judge,  Prof.  Charles  H.  Forbes 
of  the  academy  faculty. 

Valpey  prizes  for  excellence  in  Latin  compo- 
sition, $10,  founded  by  bequest  of  the  late  Rev. 
Thomas  G.  Valpey,  class  of  '54,  Robert  Welles  of 
Paris,  France,  first;  William  Parker  Seeley  of 
Bridgeport,  Conn,  spcial  prize  of  $5;  judge,  Prof. 
Charles  H.  Forbes  of  the  academy  faculty. 

Valpey  prize  for  excellence  in  Greek  composition, 
$10  each  founded  by  the  bequest  of  the  late  Rev. 
Thomas  G.  Valpey,  class  of  '54;  Charles  Carleton 
Kimball  of  Andover,  first;  Howard  Fulton  Barrows 
of  Newton  Centre,  second;  judge,  Charles  P.  Otis, 
A.B.,  of  Andover. 

William  E.  Wadsworth  prize  for  excellence  in 
physics  in  the  scientific  department;  $10,  sustained 
by  Dr.  W.  S.  Wadsworth  of  Philadelphia,  class  of 
'87;  Bates  Torrey,  jr.,  of  South  Weymouth,  first; 
Herbert  Freeman  Fraser  of  Mansfield,  O.,  honorable 
mention;  judge,  Edwin  T.  Brewster,  A.M.,  of  the 
academy  faculty. 

Fales  history  prize  for  excellence  in  history,  $25, 
sustained  by  Fred  S.  Fales  of  New  York  City,  class 
of  '92;  Washington  Piatt  of  Baltimore,  first;  Harold 
Bowne  of  Dorchester,  honorable  mention;  judge, 
Herbert  P.  Gallinger  of  Amherst  College. 

McLanahan  Mirror  prizes  for  the  best  literary 
contributions  to  the  Mirror,  $10  and  $5  each  term, 
sustained  by  George  X.  McLanahan  of  Washington, 
D.C.,  class  of  '92:  Fall  term,  Alfred  Louis  Baury  of 
Brookline,  first;  and  Marston  Clough  Flanders  of 
Vineyard  Haven,  second;  winter  term,  James  Carl 
Thomas  of  Las  Vegas,  Nev.,  first,  and  Allan  Shel- 
don of  Detroit,  second. 

Boston  Yale  Club  cup,  awarded  to  that  member  of 
the  senior  class  who  attains  the  greatest  proficiency 
in  scholarship  and  athletics,  given  by  the  Yale  club 
of  Boston:  Robert  Abbe  Gardner  of  Hinsdale,  111., 
committee  of  award,  the  academy  faculty. 

Dove  prizes  for  excellence  in  Latin,  $20,  $15  and 
$10,  sustained  by  George.  W  W.  Dove  of  Andover, 
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class  of  '53:  Hugh  Wise  Bradley  of  Rockville,  Conn., 
first;  Charles  Carleton  Kimball  of  Andover.  second; 
Robert  Welles  of  Paris,  France,  third;  Sheldon 
Hitchcock  Tolles,  jr.,  of  Cleveland  and  Francis 
Butler  Thwing  of  Cleveland,  O.,  hnorable  mention; 
committee  of  award,  Cecil  K.  Bancroft,  A.  M.,  and 
Bernard  M.  Allen,  A.  B.,  of  the  academy  faculty. 

Alumni  Dinner 

The  alumni  dinner  was  held  in  the  Borden  gymna- 
sium on  Wednesday  afternoon  and  was  attended  by 
the  largest  gathering  of  alumni  and  friends  of  the 
school  that  has  been  recorded  in  many  years 

After  partaking  of  a  sumptuous  repast  served  by 
Caterer  Page  of  Lowell,  President  Henry  L.  Stimp- 
son  of  New  York  called  the  meeting  to  order  and 
in  a  few  words  welcomed  the  gathering  to  Andover. 

He  then  called  for  the  report  of  the  nominating, 
committee,  and  the  following  officers  were  unani- 
mously elected:  President,  Leander  T.  Chamberlain, 
'59,  New  York,  N.  Y.;  vice  presidents,  Richard  C. 
Morse,  '58;  New  York,  N.  Y.;  Alexander  R.  Merriam, 
'68,  Hartford,  Conn.;  E.  Aid  en  Dyer,  '78,  Whitman; 
Robert  R.  P.  Bradford,  '83,  Philadelphia,  Pa.;  Henry 
B.  McCormick,  '88,  Harrisburg,  Pa.;  Fred  T.  Mur- 
phy,  '93,  Boston;  Harry  A.  Peters,  '98,  Cleveland, 
O.;  statistical  secretary,  George  T.  Eaton,  '73,  Ando- 
ver; secretary,  Frederick  E.  Newton,  '93,  Andover; 
treasurer,  Bernard  M.  Allen,  '88,  Andover;  execu- 
tive committee,  Franklin  H.  Mills,  '89,  New  York, 
N.  Y.;  George  N.  Hemming,  '90,  Washington,  D. 
C;  Charles  H.  P.  Schweppe,  '98,  Chicago,  111.; 
Southard  Hay,  '98,  Pittsburg,  Pa. 

The  other  speakers  were  Principal  Alfred  E. 
Stearns,  Dr.  Andrew  D.  West  of  Princeton  Uni- 
versity, Dr.  Samuel  H.  Dana,  of  Exeter,  N.  H., 
Prof.  George  L.  Raymond  of  George  Washington 
University  and  a  graduate  of  the  class  of  '58,  and 
Rev.  Albert  H.  Thompson,  P.  A.  '58,  of  Raymond, 
N.  H.  Among  those  who  attended  the  dinner  was 
Benjamin  F.  Wardwell  of  the  class  of  1832.  Mr. 
Wardwell  resides  in  Andover  and  is  probably  the 
(School's  oldest  living  alumnus. 


n  CLASS  REUNIONS 

»,   

I     More  than  the  usual  number  of  class  reunions 
,  were  held  in  Andover  during  Commencement  week. 
The  reports  of  these  meetings  follow: 

ier 

THE  CLASS  OF  FIFTY-EIGHT 
■01     At  the  very  successful  semi-centennial  reunion  of 
net  P.  A.  1858,  Andover  June.  17,  were  present  S.  Inger- 

soll  Briant  of  Westboro,  J.  Willard  Brown  of  East 
[II,  Boston,  Luther  W.  Emerson  of  New  York,  Charles 

F.  Hendri  of  Denver,  George  W.  Holt  of  Putnam, 

Ct.,  Richard  C.  Morse  of  New  York,  George  L. 

Raymond  of  Washington,  D.  C,  Luther  D.  Shepard 
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of  Boston,  Admiral  Edwin  Stewart  of  South  Orange, 
and  John  Phelps  Taylor  of  Andover. 

Prof.  Raymond  was  elected  class  president  and 
General  Secretary  Morse  of  the  Y.  M.  C.  A.  Inter- 
national committee,  class  secretary.  At  the  re- 
ception tendered  by  Mrs.  Taylor,  Gen.  Stewart  pre- 
sided. 

It  was  found  that  thirty-six  members  of  the  class 
had  died.  Of  the  survivors  only  four  were  unre- 
ported. Ten  others  were  within  call  and  were  un- 
willingly detained  and  prevented  from  meeting  with 
us. 

These  were  Fred  Adams,  Melville  C.  Day,  C.  L. 
Kitchel,  C.  P.  Mtatocks,  Walter  McClintock,  Sam 
and  Fred  Mitchell,  Henry  H.  Stebbins,  J.  Harvey 
Treat  and  J.  B.  T.  Tupper. 

The  Rev.  Leander  T.  Chamberlain,  D.  D.,  P.  A. 
1859,  who  was  with  us  part  of  the  junior  year,  was 
elected  an  honorary  member  of  '58. 

Proposals  for  a  reunion  in  1912  were  favorably 
discussed.  A  vote  of  thanks  to  Prof.  Raymond  for 
his  admirable  speech  at  the  Commencement  dinner, 
was  passed.  Adjournment  to  meet  at  the  call  of 
the  secretary. 

THE  CLASS  OF  SIXTY-EIGHT 

The  fortieth  anniversary  of  this  class  found  over 
eighty  members  living,  of  whom  over  fifty  were  in 
New  England.  As  commencement  comes  in  mid- 
year, when  boards  meet  and  business  statements  are 
made,  it  is  difficult  for  the  many  business  men  of 
the  class  to  find  time  for  a  class  reunion.  The  let- 
ters of  regret  to  the  secretary  showed,  however,  that 
a  more  convenient  time  would  have  found  them 
at  Andover.  For  the  same  reason,  the  reunion  was 
confined  to  a  meeting  on  Wednesday  morning  im- 
mediately before  the  Alumni  Luncheon,  so  that  the 
afternoon  trains  could  be  taken. 

At  11.30  the  meeting  was  called  to  order  by  the 
president,  Prof.  Frederick  S.  Dennis,  M.  D.,  of  New 
York  City,  in  Room  4  "New  Brick",  which  was  form- 
erly the  rear  half  of  the  chapel.  There  were  present 
Barrett,  Maiden;  Church,  Providence,  R.  I.;  Fuller, 
Boston;  Hosmer,  Wenham;  Keniston,  North  Ando- 
ver; McCord,  Beaver,  Pa.;  Silver,  New  York;  Stone, 
Andover;  Thompson,  Raymond,  N.  H.;  Washburn, 
Everett,  and  Williams  "first"  Andover.  In  the 
formal  meeting  Dennis  was  re-elected  president, 
and  Williams,  secretary,  having  held  these  offices 
since  graduation  A  reunion  on  the  45th  anniversary 
was  ordered.  After  a  discussion  of  the  financial 
state  of  the  school  a  committee  consisting  of 
Church,  Silver  and  Williams  was  appointed  to  ar- 
range with  the  president  for  raising  a  fund,  to  be 
known  as  the  "Sixty  Eight  Fund,"  to  be  applied  to 
the  endowment  fund  of  the  school.  Messages 
from  absent  classmates  were  read.  Thompson  was 
appointed  to  respond  for  the  class  at  the  Alumni 
Luncheon.    Then  followed  an  informal  talk,  each 
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giving  briefly  a  statement  of  his  work  since  the 
last  meeting.  There  was  a  universal  regret  that 
more  had  not  come  to  enjoy  the  few  minutes  of  re- 
union, and  it  was  decided  that  a  committee  be  ap- 
pointed a  year  previous  to  the  next  meeting  to  se- 
cure a  greater  attendance.  After  adjournment  a 
very  good  photograph  of  the  members  present  was 
taken  in  front  of  the  building,  forty-two  years  after 
the  first  picture  of  the  school  was  taken  on  the  com- 
pletion of  the  same — Uncle  Sam  showing  promi- 
nently in  the  foreground.  The  time  for  separation 
having  arrived,  those  having  to  return  to  Boston 
left  amid  a  chorus  of  good  wishes  while  the  rest 
went  to  the  luncheon,  where  Thompson  made  a  good 
speech  for  the  class. 

THE  CLASS  OF  SEVENTY-EIGHT 

The  Centennial  class  held  its  first  reunion  in  ccn- 
nection  with  the  annual  Commencement,  June  17. 
The  class  is  widely  scattered,  and  a  third  of  ts 
members  have  died,  the  reunion  therefore  was  not 
large,  but  it  was  enthusiastic.  It  was  held  at  3.30 
p.  m.,  in  Room  (rear  of  Old  Chapel).  Dr.  E.  Alden 
Dyer,  of  Whitman,  Mass.,  is  President,  ."nid  Wm.  H. 
Gates  of  Worcester,  secretary  and  treasurer.  A  re- 
vised list  of  the  class  was  obtained,  and  a  review  of 
what  the  boys  have  attained  in  thirty  years.  The 
classical  class  raised  at  its  graduation  a  small  schol- 
arship fund  which  has  now  grown  to  $390.  In  view 
of  the  pressing  financial  needs  of  the  Academy,  the 
class  secretary  was  instructed  to  ask  each  member 
for  an  immediate  contribution,  as  generous  as  it 
can  be  made.  This  he  has  done,  and  the  returns  are 
already  coming  in.  The  reunion  was  attended  by 
Harlan  James  Chase,  Ward  Hill,  Mass.;  E.  Alden 
Dyer,  M.  D.,  Whitman,  Mass.;  William  H.  Gates, 
199  Chandler  street,  Worcester,  Mass.;  Frank  B. 
Jenkins,  36  Sagamore  street,  Winthrop,  Mass.;  Rev. 
Wm.  G.  Poor,  Topsficld,  Mass.;  Frank  W.  Stewart, 
32  Creesy  street,  Beverly,  Mass.;  Everett  E.  Truette, 
218  Tremont  street,  Boston,  Mass.;  Arthur  Scranton, 
Slatington,  Pa.;  Mathias  T.  Welsh  Hackettstown, 
N.  J. 

THE  CLASS  OF  EIGHTY-THREE 

In  response  to  a  call  issued  by  one  of  their  num- 
ber twelve  members  of  the  class  of  1883  gathered 
at  the  alumni  dinner.  More  had  signified  their  in- 
tention of  being  present  "but  found  themselves  un- 
avoidably detained  at  the  last  moment.  Those 
present  were,  A.  C.  Ford,  L.  H.  Gates,  Dr.  N.  C. 
Haskell,  O.  G.  Jennings,  Dr.  C.  E.  V.  Kennon,  E. 
H.  Norton,  jr.,  Prin.  G.  D.  Pettee,  R.  W.  Pillsbury, 
Hon.  H.  L  .Stinson,  President  of  the  Alumni  Assoc- 
iation and  one  of  the  Board  of  Trustees,  Rev.  E.  A. 
Webster,  E.  H.  Whitehill,  G.  A.  Wilder. 

Letters  from  absent  members  were  read  and  the 
familiar  scenes  were  revisited.  The  splendid  oppor- 
tunity before  the  Academy  in  the  acquisition  of  the 


Seminary  property  and  the  pressing  need  for  finan- 
cial support  in  connection  therewith  formed  a  lead- 
ing topic  of  conversation.  Although  no  formal  or- 
ganization was  affected,  a  plan  was  discussed  where- 
by the  members  of  the  class  might  be  kept  in  closer 
touch  with  each  other  and  with  the  needs  of  the 
school.  The  development  of  such  a  plan  was  left 
in  charge  of  O.  G.  Jennings  and  E.  H.  Whitehi'l. 

THE  CLASS  OF  EIGHTY-EIGHT 

The  twentieth  anniversary  of  the  class  of  '88 
brought  back  thirteen  to  the  reunion  dinner  in  the 
Dining  Hall  Tuesday  night,  though  the  two  Faculty 
members  of  the  class  did  not  have  far  to  come.  Any 
little  hesitation  that  this  number  might  have  sug- 
gested was  obviated  by  the  fortunate  decision  to 
invite  to  the  dinner  as  many  of  the  wives  of  the 
members  as  were  within  call.  What  proved  to  be 
the  most  interesting  feature  of  the  dinner,  at  which 
Prof.  Henry  S.  Graves  of  the  Yale  Forest  school 
presided,  was  the  giving  by  each  man  of  a  short  and 
informal  autobiography.  The  same  efficient  com- 
mittee that  had  charge  of  this  reunion  was  continued 
for  the  next  with  Prof.  Graves  as  chairman.  B.  M. , 
Allen  was  chosen  class  secretary  and  it  was  deter- 
mined to  make  every  effort  to  get  back  a  large  num- 
ber for  the  twenty-fifth  anniversary.  Prof,  and  Mr^.J 
Graves  or  the  Academy  kept  open  house  during  the 
afternoon  and  their  hearty  welcome  will  be  long  and 
pleasantly  remembered. 

Those  present  at  the  dinner  were  B.  M.  Allen,  E.  I 
C.  Bartlett,  A.  R.  Benner,  O.  H.  Bronson,  H.  S. 
Graves,  A.  W.  Griffin,  P.  T.  Haskell,  G.  B.  Hollister, 
G.  D.  Johnson,  G.  E.  Kimball,  F.  L.  Luce,  C. 
Marland,  H.  B.  McCormick,  and  Mrs.  Allen,  Mrs 
Graves  and  Mrs.  Johnson. 

THE  CLASS  OF  NINETY-THREE 

The  class  of  1893  held  a  most  enthusiastic  and  en 
enjoyable  15th  reunion.  The  Churchill  room  in  Phil 
lips  Hall  was  placed  at  the  disposal  of  the  class  fo: 
headquarters. 

The  official  program  included  a  luncheon  at  the 
house  of  J.  Duke  Smith  and  a  dinner  at  the  Phillips 
Inn  on  June  16th  and  on  the  17th  the  Alumni  dinner 
in  the  Gymnasium.  Much  pleasure  was  also  derived 
from  the  unofficial  events — automobile  rides  and 
scrub  base  ball  game. 

A  large  number  of  acceptances  and  many  hope 
ful  letters  were  received  and  it  was  thought  that  the 
attendance  would  not  be  less  than  thirty  men.  Un- 
avoidable circumstances,  however,  reduced  the  gath- 
ering to  the  following,  G.  W.  Gilbert.  C.  D.  Millard, 
F.  T.  Murphy,  J.  L.  Noyes,  P.  F.  Ripley,  W.  L. 
Sjostrom,  J.  D.  Smith,  W.  M.  Stuart,  M.  W.  Terrill, 
P.  H.  Tirrell,  jr.,  W.  T.  B.  Williams. 

One  and  all  felt  that  the  Andover  of  today  was 
the  same  Andover  of  fifteen  years  ago  plus  the  added  ' 
strength  of  a  healthy  development. 
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DECENNIAL  REUNION,  CLASS  OF  1898 

The  first  reunion  since  our  graduation  was  heH 
in  Boston,  June  16,  and  in  Andover,  June  17.  The 
Boston  program  included  a  reception  and  dinner  at 
the  Parker  House,  after  which  we  attended  the  Pop 
concert  in  Symphony  Hall. 

The  Harvard  and  Yale  sexennials  were  held  the 
following  week  and  many  men  from  a  distance 
were  unable  to  take  the  time  for  both,  and  naturally 
chose  the  larger  reunion.  Several  others  who  hoped 
to  be  with  us  were  detained,  so  our  number  was 
small,  but  very  cordial.  After  renewing  our  old 
friendships  we  were  seated  at  a  round  table  for  an 
informal  dinner.  The  report  of  our  classmates  and 
regrets  from  many  of  them  were  read  and  we  con- 
tinued relating  experiences  at  the  old  school.  We 
closed  with  a  toast  to  Mother  Phillips. 

The  dinner  was  so  much  enjoyed,  it  was  at  once 
voted  that  we  meet  in  the  same  way  annually  "be- 
tween Washington's  birthday  and  St.  Patrick's  Day." 
Funds  wree  pledged  for  the  incidental  expenses  of 
organization,  and  Serviss  was  elected  to  make  the 
arrangements.  It  is  expected  the  earlier  date  will 
make  it  possible  for  more  men  to  attend.  Those 
present  were:  P.  E.  Chalifoux,  E.  R.  Carter,  C.  M. 
Outland,  L.  B.  Rogers,  S.  B.  Serviss,  E.  B.  Sherrill, 

D.  O.  Swan,  A.  McL.  Taylor  and  A.  P.  Wilder. 
The  next  day  we    attended    the    exhibition  and 

alumni  dinner  at  Andover.  Besides  those  at  Bos- 
ton the  previous  day,  P.  Bancroft,  M.  LeB.  Church, 
A.  H.  Manning,  W.  A.  Paige,  A.  G.  Peirce  and  F. 

E.  Whitney  were  present. 

The  proposed  report  has  been  held  over  until  fall, 
that  it  may  be  as  complete  as  possible.  All  men  who 
have  not  sent  in  their  blanks  and  checks  are  urged 
to  assist  the  committee  by  replying  at  once. 

NEXT  JUNE'S  '99  REUNION 

We  deeply  regret  to  report  to  the  class  the  death 
of  still  another  classmate.  Albert  Hileman  died  May 
6th,  1908,  at  Hollidaysburg,  Penn.  He  was  born 
Jan.  18,  1879,  and  entered  Andover  with  the  class 
as  a  "Prep"  in  September  1895,  and  was  one  of  the 
eleven  stalwarts  who  was  with  the  class  through  the 
whole  four  years'  course.  He  worked  his  way 
through  school  and  did  not  visit  his  home  during 
the  entire  four  years  he  was  at  Andover, — his  sum- 
mers being  occupied  in  earning  funds  to  start  the 
next  school  year  with.  His  was  one  of  those  modest, 
retiring,  unassuming  natures,  always  the  same,  yes- 
terday, to-day  and  the  next,  and  a  fellow  who,  al- 
though never  prominent,  and  never  seeking  promi- 
nence, always  did  his  duty  and  the  full  measure  of 
that  which  was  expected  of  him — and  more;  he  had 
the  confidence  of  his  instructors  and  was  universally 
liked  and  respected  by  all  who  knew  him.  He  en- 
tered Yale  and  graduated  with  the  class  of  '03  and 
if  we  mistake  not  worked  his  way  through  college; 


he  took  his  Ph  D.  at  Yale  in  1906  and  at  the  time 
of  his  death  held  an  important  and  responsible  po- 
sition with  Harrison  Bros.  Company,  Chemical  & 
Paint  Manufacturers,  Philadelphia,  Penn.  His  wife 
survives  him. 

To  date,  including  the  men  reported  in  the  Janu- 
ary and  April  numbers  of  the  Phillips  Bulletin  and 
herein,  we  have  heard  from  and  reported  one  hun- 
dred and  nine  men  but  what  we  consider  the  most 
encouraging  symptom  about  the  plans  for  our  re- 
union is  the  helpful  and  enthusiastic  spirit  the  great 
majority  of  the  men  heard  from  are  showing  in 
taking  hold  and  assisting  us  in  our  plans  and  in  ex- 
tracting replies  from  the  delinquent  members  of 
the  class  and  also  the  fact  that  out  of  the  entire 
one  hundred  and  nine  men  heard  from  less  than  ten 
say  definitely  that  they  will  not  attend  the  reunion; 
and  the  fact  that  most  of  these  ten  have  given  very 
satisfactory  reasons  for  not  being  able  to  be  present. 

Of  the  one  hundred  and  nine  men  heard  from 
thirty-nine  have  made  pledges  to  the  class  fund  and 
nine  have  contributed  thereto  without  pledging, 
making  a  total  of  forty-seven  of  the  men  heard  from, 
being  less  than  half  who  have  contributed  to  the 
class  fund  which  now  aggregates  a  total  of  $801.00 
and  is  made  up  as  follows: 

Three  pledges  for  $6  each;  one  for  $8;  one  for  $9; 
five  for  $10;  three  for  $12;  nine  for  $15;  three  for 
$20;  six  for  $25;  five  for  $30;  and  two  for  $50;  four 
contributions  of  $5  each;  four  of  $10  each  and  one 
for  $25  making  a  total  of  $801.  Of  the  men  who 
have  not  contributed  to  the  class  fund  up  to  this 
time  practically  all  have  written  us  promising  that 
they  will  contribute  at  a  later  date,  and  of  those  who 
have  contributed  without  pledging,  practically  all 
promise  an  equal  amount  next  year  so  we  feel  that 
we  are  entirely  justified  in  believing  that  our  class 
fund  to  be  presented  to  the  school  in  June  1909,  wi!l 
amount  to  at  least  $1200.  On  the  same  basis  that 
contributions  and  pledges  have  been  made  by  the 
class  to  date  we  should  be  able  to  raise  $1500,  which 
amount,  we  believe,  is  almost  twice  as  much  as  any 
class  fund  ever  heretofore  contributed  by  any  class 
to  the  school.  We  hope  that  the  class  will  be 
able  to  raise  this  amount  for  it  will  establish  a  record 
that  should  stand  for  some  years,  and  we  are  out 
for  a  record.  Our  class  report  to  be  published  next 
year  will  contain  a  list  of  the  names  of  all  those  who 
contributed  to  the  class  fund  and  the  respective 
amounts  contributed  by  each. 

Thirty-nine  members  of  the  class  are  married;  Al 
bright,  Bartley,  Perrin,  Wallace  and  Whitin  being 
the  members  of  the  class  who  have  perpetrated  mat 
rimony  since  the  date  of  our  last  report.  Ten  boys 
and  six  girls  have  been  born  to  members  of  the 
class;  Schultz,  Maynard,  Codding,  Klock,  Campbell 
and  Goddard  being  the  fathers,  in  order  named,  of 
the  six  young  ladies.  Donahue,  Schultz,  Stiles, 
Bruff,  Nicholas,  Sturges,  Levering,  Kimball,  Scully 
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and  Haas  are  the  fathers,  in  order  named,  of  the 
boys.  Schultz  to  date  has  been  the  most  precocious 
and  prolific  member  of  the  class,  being  the  father 
of  two  children— the  oldest  girl  and  the  second 
oldest  boy. 

Thirty  men  are  engaged  in  manufacturing; 
twenty-three  are  trying  to  make  a  living  practicing 
law;  five  are  making  the  same  endeavors  in  medi- 
cine; eleven  are  engaged  in  banking  and  brokerage 
business;  four  in  farming;  three  in  insurance;  three 
in  real  estate  business;  two  in  teaching;  two  in  rail- 
roading; two  in  the  teleohone  business;  two  as 
salesmen;  one  in  journalism;  one  is  an  architect; 
one  in  the  steamship  business;  one  in  contracting 
business;  our  class  poet  is  settled  down  in  the  min- 
istry of  the  Episcopal  church,  and  we  are  most 
gratified  to  be  able  to  inform  the  members  of  the 
class  that  our  class  sport  is  among  those  who  are 
engaged  in  the  exhilarating  and  exciting  but  whole- 
some and  salutary  pastime  of  farming. 

We  believe  that  in  a  measure  we  have  solved  the 
secret  of  creating  and  holding  interst  in  class  organi- 
zation after  graduation,  and  we  congratulate  '99 
upon  continuing  to  follow  the  example  it  set  as  a 
class,  when  at  school,  in  introducing  innovations 
and  establishing  precedents  and  in  thus  setting  an 
example  to  the  other  classes  in  this  work. 

Another  indication  of  the  interest  of  the  individual 
members  of  the  class  in  this  scheme  is  the  fact  that 

In  addition  to  the  men  heretofore  reported  in  the 
January  and  April  Bulletins  we  have  received  blanks 
from  the  following: 

Alger — President  of  Alger  Foundry  Company, 
West  Bridgewater,  Mass. 

Bartley — Physician,  332  Haverhill  street,  Law- 
rence, Mass.  Married  Miss  Margaret  E.  Desmond, 
April  30,  1908,  at  Lawrence,  Mass. 

Burnett — Stock,  cotton  and  grain  broker,  with 
Wardwell  &  Adams,  Trinity  Building,  in  Broad- 
way, N.  Y.,  247  W.  74th  street,  New  York,  N.  Y. 

Campbell — Real  Eestate  Broker,  Pow  Block, 
Salem,  O.  Married  Miss  Edna  Schiller,  Oct.  10, 
1905;  daughter,  Jane,  born  March  17,  1907.  Home 
234  Lincoln  avenue,  Salem,  Ohio. 

Cannon — Mechanical  engineering  &  Manufactur- 
ing business;  address  Yale  Club,  New  York,  N.  Y. 

Christie — Salesman  with  Flood  &  Conklin  Co.,  of 
112  Chestnut  street,  Newark,  N.  J.;  Married  Miss 
Kathryn  Grace  Leavens,  Feb.  27,  1908  at  Berkley, 
Mass.    Home  address  R.  F.  D.  Taunton,  Mass. 

Codding — Treasurer  of  Codding  &  Heilborn  Co., 
North  Attleboro,  Mass.  Married  Miss  Isabel  Flor- 
ence Luke,  Oct.  7,  1903  at  Boston,  Mass.;  daughter, 
Margaret,  born  Dec.  5,  1904  at  North  Attleboro. 
Mass. 

Digney — Attorney,  member  of  firm  of  Digney  & 
Horton,  White  Plains,  N  Y.  Married  Miss  Mabel  C. 
Plummer,  April  1907,  at  Boston,  Mass. 

Eastman,  R.  T. — Agriculture,  Fairview  Farm, 
Littleton,  N.  H.  Married  Miss  Elizabeth  Hartshorn, 
June  4,  1902. 

Farnum,  (Pete) — Insurance,  611  Broadway;  home 
30  West  44th  street,  New  York,  N.  Y. 


Goddard — The  Ministry;  rector  of  Trinity  Church, 
Owensboro,  Ky.  Married  Miss  Gertrude  Brashear 
Craik,  September  27,  1905  at  Mt.  Pleasant,  Tenn.; 
daughter,  Gertrude,  born  Nov.  29,  1907,  at  Owens- 
boro, Ky. 

Hileman — Chemist  with  Harrison  Bros.  Co.,  chem- 
ical and  paint  manufacturers,  Philadelphia.  Married 
Miss  Edith  Wells,  May  1905,  at  Pasadena,  Cal. 
Died  May  6th,  1908  at  10.30  a.  m.,  at  Holidaysburg, 
Penn.,  of  tuberculosis  and  inflammatory  rheumatism. 
Yale  1903  and  Ph.  D.  degree  Yale,  1906. 

Lang — Architect,  323  Bay  State  Building,  Law- 
rence, Mass. 

Maynard — Asst.  Manager  of  General  Fire  Extin- 
guisher Co.,  Providence,  R.  I.  Married  Miss  Marie 
Lines,  June  12,  1901,  at  New.  York  City;  daughter, 
Dorothy,  born  Dec.  18,  1903,  at  Cleveland,  Ohio. 

Mitchell — Steamship  business  on  the  Great  Lakes 
with  his  father,  John  Mitchell;  908  Rockefeller 
Building,  Cleveland,  Ohio.  Married  Miss  Helen 
Bell  Boyd,  July  20,  1907  at  Hillsboro,  O.  Home  ad- 
dress 1929  East  90th  street,  Cleveland,  Ohio. 

Melcer — With  Palmer  Bros.,  manufacturers  of 
cotton  goods,  New  London,  Conn.  Married  Miss 
Grace  Palmer,  Oct.  29,  1907  at  Brick  church,  New 
York,  City.  Dudley  P.  Lewis,  P.  A.  '98,  grooms- 
man; Alan  Fox,  P.  A.  '99,  usher.  Home  address 
Monterville,  Conn. 

Newell — Civil  engineer  with  Rochester  Railway 
Co.,  267  State  street,  Rochester,  N.  Y.,  home  709  St. 
Paul  street,  Rochester,  N.  Y. 

Potter — 6  Portsmouth  Terrace,  Rochester,  N.  Y. 

Roberts — Wool  business,  home  address  352 
Haverhill  street,  Lawrence,  Mass. 

Sayward — Cotton  broker,  30  Kilby  street,  Boston, 
Mass.  Home  address  61  Church  street,  Winchester, 
Mass. 

Schultz — Manufacturer  of  Mineral  Waters,  440- 
444  First  avenue.  New  York,  N.  Y.  Married  Miss 
Alice  M.  Kitchen,  April  25,  1901  in  New  York; 
daughter  Alice  Gertrude,  born  Feb.  3,  1903;  son, 
Carl  Walter,  Born  May  18th,  1904.  Home  address 
Murray  Hill,  N.  J. 

Stewart — Secretary  of  Fowler-Curtis  Co.,  Manu- 
facturers of  collars  and  cuffs;  Glens  Falls,  N.  Y. 

Sturges — Ranching.  Married  Miss  Catherine 
Louise  Quimby,  April  27,  1904  at  Dresden,  Saxony, 
Germany;  son,  Edward,  born  Dec.  25,  1906.  Died  at 
Silver  City,  N.  M.,  Feb.  23,  1908;  John  R.  Stonesi- 
pher,  Esq.,  Zanesville,  O.,  has  charge  of  the  estate. 

Van  Wickle — Secretary  and  treasurer  of  Sher- 
wood, Gilbert  &  Co.,  Contractors,  1  Broadway,  New 
York,  N.  Y. 

Waller — Home  address  1663  Sheridan  Road,  Chi- 
cago, Ills. 

Whitin — President  and  treasurer  of  Uxbridge  Cot- 
ton Mills.  North  Uxbridge,  Mass.  Married  Miss 
Edgeworth  Paget  Whittall,  June  6,  1908  at  Worces- 
ter, Mass. 

Wilhelmi— Lumbering.  With  Cloquet  Lumber 
Co.,  Cloquet,  Minn. 

We  include  the  following  items  concerning  men 
we  have  heretofore  reported. 

Albright — Langdon  Albright  and  Miss  Charlotte 
Spaulding,  daughter  of  Mr.  and  Mrs.  Samuel  Strong 
Spaulding,  married  May  5,  1908,  at  698  Delaware 
avenue,  Buffalo,  N.  Y. 
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Howard — Tasker  Howard,  physician,  remove  1 
from  old  address  to  388  Clinton  street,  Brooklyn, 
N.  Y.;  Tel.  758  Hamilton. 

Littlefield — Chas.  W.  Littlefield  has  formed  a  part- 
nership with  his  father,  the  Hon.  Chas.  E.  Little- 
field, for  the  practice  of  law  under  the  firm  name  of 
Littlefield  &  Littlefield,  Hanover  Bank  Building,  5 
Nassau  street,  &  11  Pine  street,  New  York  City. 

Meyer — Carl  E.  Meyer,  physician,  removed  from 
old  address  to  73  Center  street,  Chicopee,  Mass. 

Perrin — Charles  Norton  Perrin  and  Miss  Franc 
Estelle  Foote,  daughter  of  Mr.  and  Mrs.  Nathaniel 
Foote,  married  June  20,  1908,  at  St.  Paul's  church, 
Rochester,  N.  Y. 

Townsend — Edward  P.  Townsend  is  with  the  Im- 
porter's &  Trader's  National  Bank,  247  Broadway, 
New  York.  His  home  address  is  306  West  8otn 
street,  New  York,  N.  Y. 

Wallace— Henry  Mitchell  Wallace  and  Miss 
Louise,  daughter  of  Mr.  and  Mrs.  Walter  E.  An- 
drews, married  Saturday,  March  21,  1908  at  Shelton, 
Conn.    Henry  C.  Holt,  '99,  was  an  usher. 

We  urge  upon  the  members  of  the  class  to  keep 
us  informed  of  any  change  in  address,  occupation, 
business,  or  "previous  condition  of  servitude"  as  it 
is  important  that  we  be  informed  of  all  such  facts 
in  order  that  the  class  record,  which  will  be  pub- 
lished next  year,  may  be  accurate  and  complete 
in  every  particular  and  detail.  We  also  urge  the 
members  of  the  class  to  cudgel  their  brains  for 
original  in  carrying  it  out  and  we  desire  ideas  and 
dinner,  class  insignia,  etc.,  for  just  as  we  have  been 
unique  and  original  in  organizing  our  reunion  in 
the  same  degree  do  we  desire  to  be  unique  and 
original  in  carrying  it  out  and  we  ideas  and  sug- 
suggestions  from  the  members  of  the  class  along 
this  line. 


STUDENTS  AT  ANDOVER  BEFORE  1880 

It  would  hasten  forward  the  Biographical  Cata- 
logue of  the  Academy  and  insure  accuracy  as  well  as 
lessen  expense  if  all  students  of  Phillips  who  en- 
tered the  institution  before  1880  would  answer  the 
following  questions  and  mail  the  same  to  "Biograph- 
ical Catalogue,  Phillips  Academy,  Andover,  Mass." 
Name  in  full,  date  of  birth,  place  of  birth,  age  at 
entering,  time  of  leaving,  name  of  father,  maiden 
name  of  mother  in  full,  college  with  year  of  gradu- 
ation, college  degrees,  Civil  War  or  Spanish  War 
record,  civil  or  political  offices  held,  literary  work 
done,  present  address 

NEW  TRUSTEE 

At  a  meeting  of  the  Board  of  Trustees  of  Phillips 
Academy  held  in  Andover  on  June  17th,  Dr.  Fred 
T.  Murphy  of  Boston  was  unanimously  chosen  to 
fill  the  vacancy  caused  by  the  death  of  Rev.  James 
A.  Vose  of  Providence. 

The  election  of  Dr.  Murphy  will  commend  itself 
to  alumni  and  friends  of  the  school  everywhere.  No 
alumnus  of  recent  years  has  proved  himself  more 
in  sympathy  with  the  .  work  of  the  Academy  or 
more  loyal  to  its  best  traditions.  In  school,  in 
college,  and  in  his  later  life  work  Dr.  Murphy  has 
proved  himself  a  man  of  rare  strength  of  character, 
of  sound  judgment,  and  a  recognized  leader.  Few 
men  are  privileged  to  exert  a  stronger  influence  or 
win  the  unqualified  respect  that  have  marked  the 


career  of  the  new  trustee.  The  Academy  is  indeed 
fortunate  to  be  able  to  secure  the  services  of  such 
a  man. 

Dr.  Murphy  entered  Phillips  Academy  in  the  fall 
of  1890  and  was  graduated  with  the  class  of  1893. 
From  Andover  he  went  to  Yale,  graduating  with  the 
class  of  1897.  At  the  close  of  this  course  at  Yale  he 
entered  Harvard  Medical  School,  where  he  did  con- 
spicuously good  work.  Later  he  was  appointed  to 
the  Massachusetts  General  Hospital. 

At  present  Dr.  Murphy  is  practicing  his  profession 
in  Boston,  Mass. 

At  both  Andover  and  Yale  Dr.  Murphy  was  con- 
spicuous in  many  activities  of  undergraduate  life. 
He  played  on  both  the  baseball  and  football  teams 
of  both  institutions  and  is  considered  one  of  the 
best  tackles  and  captains  that  Yale  ever  turned  out. 
At  Andover  he  was  a  member  of  the  P.  A.  E.  society, 
and  at  Yale  a  member  of  Scroll  and  Key.  He  mar- 
ried in  August  1904,  Miss  Cornelia  Gould  of  An- 
dover, whose  death  occurred  December  6,  1907. 

EXETER  WINS  DEBATE 

Andover  was  defeated  in  the  third  annual  debate 
between  Andover  and  Exeter,  which  was  held  in 
the  Academy  Chapel  at  Exeter.  The  question  for 
debate  was:  "Resolved,  That  the  interests  of  the 
lumber  industry  in  the  United  States  require  that 
the  federal  government  shall  purchase  and  manage 
a  forest  reserve  in  the  White  Mountains  in  New 
Hampshire."  Andover  argued  for  the  affirmative 
and  Exeter  upheld  the  negative. 

The  Andover  debaters  were:  W.  Piatt,  E.  J.  Web- 
ster, and  W.  N.  Allen,  with  G.  F.  Richmond  as  al- 
ternate. Exeter  was  represented  by  G.  L.  Buck,  S. 
L.  Warner,  and  G.  S.  Phenix,  with  A.  M.  Boal  as 
alternate.  The  members  of  the  teams  spoke  in  the 
order  named,  and  each  member  spoke  in  rebuttal. 

The  judges  were:  Professor  G.  R.  Eastman,  An- 
dover; Professor  I.  L.  Winter,  Harvard  University; 
and  Professor  W.  T.  Foster,  Bowdoin  College. 
Because  of  the  absence  of  Principal  Amen  of  Exe- 
ter, Mr.  Tufts  presided. 

YALE  SOCIETY  ELECTIONS 

At  the  annual  Tap  Day,  held  at  New  Haven,  the 
following  Andover  men  of  the  Junior  class  received 
elections  to  the  Senior  societies: 

Skull  and  Bones — John  B.  Perrin,  James  B.  How- 
ard, Mortimer  A.  Seabury. 

Scroll  and  Key — Charles  N.  Howard,  Samuel 
J.  Keator,  Jr.,  James  Benton  Grant,  Jr.,  Leonard 
Kennedy. 

Wolf's  Head — Eugene  J.  Curtis,  John  H.  Mallory, 
Horace  W.  Stokes,  Alfred  L.  Loomis. 

The  Andover  men  who  were  elected  to  Sheffield 
societies  were: 


SCHOOL  NEWS 


At  a  meeting  of  the  Advisory  Board,  it  was  de- 
cided that  in  order  to  receive  a  track  "A",  a  man 
must  secure  first  place  in  any  event  in  either  the 
Harvard  or  Yale  meet.  Heretofore  it  has  been 
customary  to  give  "A's"  to  men  securing  any  place, 
first,  second  or  third. 

The  1908  football  schedule  has  been  arranged  as 
follows: 
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September  26 
September  30 
October 
October 
October 
October 
October 
October 
November 


3 
7 

10 
17 
24 
3i 
7 


Gushing  Academy. 
Lowell  Textile. 
Worcester  Academy. 
Harvard  Second. 
Yale  Freshmen. 
Princeton  Freshmen. 
Harvard  Freshmen. 
Yale  Freshmen,  at  New  Haven. 
Exeter  at  Andover. 
The  faculty  ball  team  was  defeated  by  the  'Varsity 
team  on  Brothers  Field  by  a  score  of  7  to  o. 

The  feature  of  the  game  was  a  double  play  par- 
ticipated in  by  Messrs.  Poynter,  Stearns  and  Keep. 
The  line-ups  were: 

'Varsity  —  Snell  c,  Moorep,  McNeil  1st,  Bennett 
2nd,  Isett  ss,  Merritt  3rd,  Pfau  cf,  Pierce  If,  Bur- 
dett  rf. 

Faculty  —  Wright  c,  Biery  p,  Mr.  Keep  1st,  Mr. 
Stearns  2nd,  Mr.  Poynter  ss,  Mr.  Lillard  3rd,  Mr. 
York  rf,  Mr.  Swift  cf,  Dunn  rf. 

The  members  of  the  Phillipian  Board  were  guests 
of  the  management  on  May  16  at  Young's  Hotel, 
Boston.  After  dinner,  which  was  served  at  6  p.  m., 
the  members  attended  a  performance  of  "Mary's 
Lamb,"  at  the  Colonial  Theatre. 

Those  present  were:  Mr.  Scheffffy,  J.  C.  Thomas, 
S.  H.  Tolles,  R.  M.  Demere,  J.  Sawyer,  R.  E.  Cole- 
man, A.  W.  Peck,  S.  H.  Bowles,  E.  W.  Freeman, 
J.  T.  Ogden,  Q.  Reynolds  and  W.  H.  Southworth. 

The  Philo  officers  for  the  spring  term  were: 

Francis  T.  Bennett,  of  New  Haven,  Conn.,  pres- 
ident; Sheldon  H.  Tolles.  of  Cleveland,  Ohio,  vice- 
president;  Washington  Piatt,  of  Baltimore,  Mary- 
land, secretary;  Alexander  W.  Peck,  of  New  York, 
treasurer. 

The  following  officers  were  elected  by  Forum  for 
the  spring  term: 

President,  Logan;  vice-president,  Gerow;  secre- 
tary, Parks;  treasurer,  Pratt. 

OBITUARIES 

Winship  Walton,  P.  A.  '09,  died  at  his  home  in 
Wakefield  on  April  25th,  after  an  illness  of  several 
weeks'  duration.  His  illness,  which  resulted  in  his 
death,  developed  from  a  weak  heart  from  which  he 
had  formerly  suffered. 

Winship  Walton  was  a  boy  of  unusual  promise, 
a  faithful  student,  a  worthy  friend,  modest  and  shy 
in  manner,  but  of  more  than  ordinary  soundness 
and  strength  of  character. 

Raymond  C.  Wells,  P  A.  '09,  died  at  his  home  in 
Chicago  on  June  26th,  his  death  resulting  from  a 
fall  from  a  fourth  story  window.  His  loss  will  be 
mourned  by  his  many  friends  made  at  Andover. 

MIRROR  ELECTIONS 

At  a  meeting  of  the  Mirror  board  the  following 
elections  were  made  fo  next  year: 

Managing  Editor,  A.  L.  Baury,  of  Brookline, 
Mass.,  Business  Manager  C.  W.  Rockwell,  of  Rock- 
ville,  Conn. 


ATHLETICS 


BASEBALL 

Like  the  three  preceding  seasons  in  baseball,  the 
season  of  1908  ended  in  red  fire  and    speeches.  The 


win  over  Exeter's  fast  team  came  after  a  preliminary 
list  of  games  in  which  the  opposing  teams  carried  off 
most  of  the  honors.  But  under  the  stress  of  the 
keen  rivalry  which  always  exists  in  the  "big"  game 
the  team  proved  itself  worthy  of  being  ranked  with 
the  pluckiest  exponents  of  Andover  spirit. 

Early  in  the  season  it  was  apparent  that  the  team 
would  have  to  be  made;  it  was  not  of  the  inherited 
brand.  The  game  with  the  Harvard  varsity  was 
lost  8-0,  and  the  Harvard  freshmen  were  tied  2-2. 
Later  the  Yale  varsity  was  given  a  hard  tussle  and 
barely  won  a  fast  game  from  us  3-0.  The  Yale  fresh- 
men with  seven  Andover  men  in  the  list,  took  a 
close  game  1-0. 

In  the  Exeter  game  there  was  seen  again  the  dra- 
matic climax  which  so  frequntly  occurs  in  the  con- 
tests with  these  good  rivals.  At  the  end  of  the 
fifth  inning,  the  score  stood  2-1  Exeter  leading;  the 
sixth  inning  left  it  tied  at  2-2;  and  when  the  smoke 
cleared  away  after  the  seventh,  Andover  was  ahead 
5-2.  Try  as  they  could,  the  Exeter  players  were  un- 
able to  bat  in  more  than  one  run  in  the  eighth. 
That'  score,  5-3,  stood,  as  Brown  finished  his  pitch- 
ing by  striking  out  three  men  in  the  last  inning.  The 
game  was  won  by  team  play,  backed  up  by  good 
fighting  spirit.  The  display  of  batting,  base-running 
and  fielding  was  a  surprise  to  others  than  those 
who  sat  in  the  Exeter  bleachers.  For  the  timely 
ability  of  the  team  to  make  good,  much  credit  is 
due  to  the  coaches,  Mr.  Stearns  and  Mr.  Hayes  and 
to  Charles  Clough,  '06,  who  assisted  during  the  final 
week  of  practice  at  considerable  sacrifice. 


ANDOVER 

ab 

r 

h 

po 

a 

e 

Pierce  rf 

4 

1 

1 

0 

2 

0 

Bennet  2nd 

4 

1 

1 

1 

0 

0 

Snell  c 

4 

0 

1 

12 

1 

0 

Reilly  1st 

4 

0 

1 

8 

0 

0 

Murchie  If 

3 

1 

0 

1 

0 

0 

L.  Burdett  cf 

4 

0 

1 

0 

0 

2 

Merritt  3rd 

4 

1 

2 

3 

0 

0 

E.  Burdett  ss 

2 

1 

0 

1 

4 

0 

Isett  ss 

0 

0 

0 

0 

0 

0 

Brown  p 

4 

0 

1 

1 

2 

0 

Totals 

33 

5 

8 

27 

9 

2 

EXETER 

Orr  2nd 
Grattan  If 
Loftus  cf 
White  1st 
Dunn  c 
Lynch  rf 
Kiley  3rd 
Craig  ss 
Baines  p 
*Wingate 

Totals 


ab 

r 

h 

po 

a 

e 

3 

0 

0 

2 

2 

1 

3 

0 

1 

4 

2 

0 

2 

0 

0 

2 

0 

0 

4 

0 

1 

8 

0 

0 

3 

0 

0 

6 

0 

0 

3 

0 

1 

0 

0 

0 

4 

2 

0 

1 

1 

0 

4 

0 

2 

1 

2 

0 

4 

1 

1 

0 

3 

1 

I 

0 

0 

0 

0 

0 

31 


Innings 
Andover 
Exeter 


3  4  5 
100 
010 


0  24    10  2 

6789 

1  3  0  x— 5 
001  o — 3 

Struck  out — by  Brown  11,  by  Baines  6.  Bases  on 
balls — off  Brown  6,  off  Baines  2.  Two  base  hit — 
Snell.  Three  base  hit — Craig.  Sacrifice  hits — E. 
Burdett,  Brown.  Stolen  bases — Baines,  Reilly,  L. 
Burdett.  Wild  pitches — Baines  (2).  Umpire,  Dr. 
Callahan. 
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TRACK 

This  year's  track  team  won  distinction  by  bring- 
ing to  Andover  for  the  first  time  the  Yale  Inter- 
scholastic  cup.  The  points  secured  totaled  56. 
Mercersburg  was  second  with  30,  and  then  followed 
Central  Manual  (Philadelphia),  19;  Worcester  Acad- 
emy, 13;  Adelphi  Academy,  4;  Brookline  High 
School,  3;  Hopkins  Grammar  School,  3;  St.  Paul's. 
Garden  City,  2.  Hopwood  of  Andover  lowered  the 
record  in  the  220-yards  dash.  Rosendale  of  Andover 
proved  himself  the  individual  star  by  winning  eleven 
points  in  four  events. 

With  the  team  somewhat  crippled,  the  Harvard 
Interscholastic  Meet  was  lost  by  only  one  point  to 
Worcester  Academy.  The  scores  of  the  four  leading 
teams  were:  Worcester  Academy  27,  Andover  26, 
Exeter  16,  and  Volkman  School  15.  The  remaining 
points  were  distributed  among  six  other  schools. 

On  May  30th  Exeter  won  the  annual  track  meet  by 
a  score  of  58-38.  As  the  score  shows,  there  was  no 
question  about  the  superiority  of  the  Exeter  team. 
It  excelled  in  both  track  and  field  events.  But  our 
athletes  made  a  game  fight  and  fully  deserved  the 
good  support  given  them  by  the  school  during  and 
after  the  meet.  The  most  spectacular  work  of  the 
day  was  done  by  Rodgers  of  Exeter,  who  won  the 
mile  run  in  record  time,  4  min.  35  4-5  sec.  and  also 
the  half-mile  in  2  min.  3  4-5  sec.  For  Andover,  Cap- 
tain Knox,  Rosendale,  Hopwood  and  Gardner  did 
conspicuously  good  work,  winning  26  of  the  points 
scored. 

TENNIS  AND  GOLF 

Tennis  has  become  more  popular  than  ever.  The 
number  of  matches  played  each  day  has  been  limited 
only  by  the  number  of  courts,  the  weather  and  studv 
hours.  In  the  tournament  with  Exeter  the  honors 
were  divided.  Moore  of  Andover  won  the  singles 
from  Buckley  of  Exeter,  6-0,  6-2,  6-2.  Buckley  and 
Blethen  then  defeated  Pittman  and  Twombly  of 
Andover,  14-12,  3-6,  6-3. 

The  golf  team  finished  a  successful  season  by  de- 
feating Exeter.  Other  interesting  matches  wre  held 
with  the  Salem  Golf  Club,  Newton  High  School  and 
Harvard. 

ELECTIONS 
The  following  elections  have  been  made  for  the 
1908-1909  teams: — 

Football— E.  A.  Rosendale,  captain,  of  Peoria,  111., 
L.  F.  Burdett,  manager,  of  Swampscott,  Mass. 

Baseball — L.  F.  Burdett,  captain,  C.  W.  Hamilton, 
manager,  Hollidaysburg,  Penn. 

Track— E.  A.  Rosendale,  captain,  O.  H.  Sheldon, 
manager,  Kansas  City,  Mo. 

Tennis — H.  H.  McLean,  manager  of  St.  John. 
N.  B. 

Golf — F.  W.  Weisbrod,  captain,  of  Greenfield, 
Mass. 

Owing  to  the  resignation  from  the  Academy  of 
E.  A.  Rosendale,  new  elections  will  be  necessary  in 
football  and  track  athletics.  The  loss  of  Rosendale 
from  the  school  life  of  the  ensuing  year  will  be 
keenly  felt  by  his  many  friends. 

MISSING  PICTURES 
The  trophy  room  in  the  Borden  Gymnasium  never 
fails  to  attract  the  interest  of  visiting  alumni  and 
guests.    Records  of  prowess  in  athletic  contests- 


baseballs,  footballs,  cups,  banners,  and  team  pict- 
ures— constitute  a  treasure  dear  to  all  Andover 
men.  It  is  unfortunate,  however,  that  the  collection 
of  team  pictures  is  incomplete.  To  remedy  this, 
Manager  Brooks  of  the  1907  track  team  has  made 
a  good  start  by  securing  pictures  of  all  track  teams 
since  1898.  The  opportunity  exists  to  render  service 
by  supplying  the  missing  pictures  of  the  '79,  '80,  and 
'81  baseball  teams  and  the  '81,  '94,  and  '97  football 
teams.  Any  assistance  given  in  helping  to  make  the 
series  complete  will  be  greatly  appreciated  by  pres- 
ent and  future  generations  of  Andover  sportsmen. 


Gifts  of  the  Year 

Herman  Verheoff  Hartwell  Scholarship 

(In  memoriam) 
Unrestricted  Gifts: 

Melville  C.  Day  2000 

Estate  of  Gorge  Ripley  Legacy 

General  Endowment: 

George  X.  McLanahan,  '92  1000 
R.  H.  Smith  '85  100 
H.  W.  Whipple,  '85  200 
T.  S.  Young,  '67  50 
K.  O.  A.  Society  by  H.  B.  Joy,  '83  500 

"The  Phillipian"  Library 

Dr.  J.  P.  Torrey,  '92,  Infirmary 

Alumni  Fund,  approximately 

T.  A.  Holt  Fund 

Amos  Blanchard  Legacy 


$  1000 


2000 


2500 


1850 
150 
30 
3600 
25000 
20000 


1843 
Edmands,  J. 

1848 
Ives,  W.  J. 

1849 
Crowell,  E.  P. 
Peabody,  A.  B. 

1850 
Thatcher,  J. 

1853 

Dove,   G.   W.  W. 
F — ,  J.  E. 
Edmands,  J. 
Smith,  J.  H.  D. 
Van  Name,  A. 

185S 
Carter,  F. 
Catlin,  H.  D. 
McKenzie,  A. 

1856 

Dillingham,  E.  C. 

1857 
Alcott,  W.  P. 
Crosby,  J.  H. 
Jewett,   E.  A. 

1858 
Morse,  R.  C. 
Palmer,  G.  H. 
Treat,  J.  H. 

1859 

Abbott,  A.  W. 
Chamberlain,    L.  1 
Dimock,  A.  W. 
Durfee,  H.  B. 
Emerson,  T.  A. 


Miller,  M.  M. 
Poole,  G.  S. 
Richardson,  W.  H. 
Sheldon,  C.  S. 
Shepard,  C.  U. 
Southworth,  G.  C.  S. 
Spaulding,  H.  O. 
Whitehead,  C. 

i860 
Flagg,  I. 
Olney,  P.  B. 
Russell,  F.  W. 
Wood,  B.  R. 

1861 

Pennington,  A.  S. 

1863 
Farnam,  C.  H. 

1864 
Buck,  VV. 

1865 
Chase,  C.  P. 
Deming,  H.  E. 
Palmer,  F. 
Starr,  E.  W. 

1868 
Minor,  S.  C. 
Norris,  W.  O. 

1870 
Wallace,  C.  R. 

1871 

Applelon,  F.  R. 
Garver,  J.  A. 
Isham,  S. 

1872 
Hogan,  H. 
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1874 

Myer,  W. 

Marsh,  A.  A. 

Treadway,  C.  T. 

Moore,  C. 

Odin,  W. 

Neale,  J.  B. 

Tuttle,  C.  B. 

Parsons,    T.  P. 

Strong,  J.  H. 

Nettleton,  G.  H. 

Yuengling,  F.  D. 

187S 

Yardley,  F. 

Smith,  L.  W. 

1897 

Warren,  F.  M. 

1887  ' 

Thompson,  A.  P. 

Lawrence,   E.  F. 

1877 

Chadwick,  E.  D. 

Torrey,  J.  P. 

Richardson,  A.  H. 

Ambrose,  F.  M. 

Day,  H.  G. 

Weyerhauser,   F.  E. 

1898 

Day,  W.  P. 

Flint,  A.  Jr. 

1893 

Roberts,   W.  F. 

French,  G.  W. 

Jenkins,   J.  R. 

Armstrong,  R. 

Taylor,  A.  McL. 

Gavitt,  W.  S. 

Smith,  G.  F. 

Brown,  H.  G. 

Thomson,  P.  W. 

Haines,  H.  P. 

Tweedy,  H.  H. 

Brown,  H.  W. 

1899 

Myrick,  N.  S. 

1888 

deForest,  H.  L. 

Cobb,  M.  A. 

Sawyer,  S.  N. 

Bayne,  H.  A. 

Drake,  J.  B.,  Jr. 

Dreisbach,  J.  M. 

Thayer,  A.  S. 

Bill,  C.  G. 

Goodall,  A. 

Fox,  A. 

Torrey,  D.  T. 

McCormick,  H.  B. 

Maddox,  K. 

Levering,  R. 

Wells,  S.  J.  Jr. 

1889 

Noyes,  J.  L. 

Littlefield,    C.  W. 

1878 

Atherton,  P.  L. 

Parker,  W.  B. 

Melcer,   R.  H. 

Bailey,  E.  Jr. 

Babbitt,  J.  A. 

Pomeroy,  J.  V. 

Quinby,  F.  L. 

Church,  F.  C. 

Bailey,  W.  A. 

Russel,  T.  F. 

1900 

Jelly,  A.  C. 

Benbow,  J.  L. 

Reed,  R.  D. 

Arnold,  L.  H.,  Jr. 

1879 

Elmendorf,    F.  E. 

Sawyer,  J.  P. 

Baker,  E.  W. 

Carleton,  H.  F. 

Frissell,   L.  F. 

Schauffler,  A.  T. 

Barsamian,  D.  B. 

1880 

Morgan,  C. 

Sjostrom,  W.  L. 

Brown,  R.  D. 

Brown,  H.  J. 

Neale,  J.  C. 

Smith,  F.  B. 

Cochran,  M.  M. 

1881 

Emerson,  J.  C. 

Tirrell,  P.  H. 

Cross,  W.  S. 

Greene,  F.  D. 

Parsons,  J. 

Wilder,  H.  J. 

Derr,  O. 

Hanna,  R.  J. 

Phelps,  G.  W. 

Williams,  W.  T.  B. 

Ely,  W.  B. 

Haskell,  G.  S. 

Wells,  C.  M. 

Wilson,  C.  H. 

Garrison,  C. 

Sharp,  H.  H. 

1890 

1894 

Katzenbach,   W.  S. 

1882 

Addis,  A.  E. 

Beecher,  F.  L. 

Merrill,  G.  E. 

Condon,  T.  G. 

Baldwin,    W.  A. 

Bingham,  H. 

Merrill,  R.  W. 

Hamilton,  J.  H. 

Bartlett,  D.  F. 

Ellsworth,  J.  M. 

Moore,  A.  H. 

Harris,  T.  H. 

Cheney,  H.  S. 

Fuller,  S.  L. 

Moseley,  S.  H.  2d 

Lasell,  J.  M. 

Curtis,  C.  J. 

Letton,  H.  W. 

Parks,  G.  E. 

McCord,  S.  S. 

Davis,  F.  R. 

Lewis,  A.  I. 

Perin,  0. 

Seymour,  J.  A. 

Dickson,   A.  G. 

McCormick,   W.  L. 

Rothschild,  J.  A. 

Sharpe,  W.  K. 

Flick,  R.  J. 

Porter,  J.  H. 

Solomon,   F.  E. 

1883 

Gilbert,  P.  F. 

Rodgers,  J:  O. 

Stebbins,  H.  H.,  Jr 

Ames,  H. 

Harrington,  A.  T. 

Schreiber,  G. 

Stevens,   W.  L. 

Archbald,  J.  Jr. 

Henning,    G.  N. 

Starbuck,  E.  A. 

Thatcher,  T.  D. 

Chase,  F.  S. 

Holmes,  R.  W. 

Straus,  W.  E. 

Williams,  J.  H. 

Jennings,  0.  G. 

Johnson,  A. 

Ullman,  L. 

Winslow,  B. 

Livingston,  S.  T. 

Potter,  J.  T. 

Whittemore,  F.  W. 

1901 

Norton,  E.  H. 

Robinson,  J.  W. 

1895 

Bissell,  L.  F. 

Parkhurst,   F.  E. 

Sawyer,  J.  C. 

Adams,  M.  T. 

Moon,  D.  R. 

Perkins,  H.  F. 

Spaulding,  H.  0. 

Day,  D.  H. 

Mulligan,   E.  B. 

Smith,  A.  C. 

Stearns,  A.  E. 

Du'lany,  G.  W. 

1902 

1884 
Atterbury,  R.  R. 

Yeaw,  P.  A. 

Gordon,  D. 

Ayers,  J.  E. 

1891 

Harrington,  J.  T. 

Jenkes,  E.  N.,  Jr. 

Bartlett,  N.  E. 

Beard,  I.  M.  • 

Hooper,  H.  T. 

Keeney,  R.  L. 

Bergstrom,  F. 

Cobb,  B.  C. 

Moon,  S.  G. 

Kellogg,  E.  W. 

Kutz,  J.  J. 

Kimberly,  J.  C. 

Myrick,  N.  W. 

Marshall,  B.  G. 

Stimson,  H.  L. 

McBirney,  D. 

Porter,  J.  S. 

Perrin,  L.  J. 

Whittemore,  A.  H. 

McCormick,   V.  C. 

Richardson,    D.  R. 

Voigt,  R.  A. 

1885 

McMillan,   P.  H. 

Smith,  A.  J. 

White,  E. 

Austin,  A.  P. 

Osgood,  A.  T. 

Van  Horn,  W.  A. 

1903 

Harding,  G.  C. 

Skiner,  A.  E. 

Widdemcomb,  G. 

Bagg,  E.  P.,  Jr. 

Lloyd,  W. 

Smith,  L. 

1896 

Becker,    F.  G. 

McClellan,  P.  W. 

Tyler,  S.  W. 

Allen,  F.  W. 

Beinecke,  E.  J. 

Penfield,  L.  C. 

Williams,   J.  R. 

Askew,  R.  K. 

Boynton,  E.  C. 

Pond,  S.  N. 

1892 

Barbour,  W.  T. 

Burns,  H.  F. 

Richards,  W.  F. 

Allen,   P.  R. 

Booth,   W.  C. 

Chapin,  E.  B. 

Ropes,  J.  H. 

Anderson,  J.  N. 

Crouse,  G.  N. 

Gillis,  R.  H. 

Woodworth,    H.  P. 

Colgate,  R. 

Eaton,  W.  P. 

Hall,  E.  T. 

1886 

deForest,  J. 

Forbes,  R.  S. 

Hall,  E.  B. 

Bovey,  C.  C. 

Dickerman,   S.  0. 

Funk,  L.  W. 

Jones,  J.  H. 

Coombs,  C.  S. 

Farr,  H.  A. 

Greene,  F.  R. 

Marshall,  R.  D. 

Corliss,  C.  A. 

Fisher,   H.  J. 

Hockstadter,  L.  A. 

Morton,  W.  W. 

Crosby,  J. 

Foote,  A.  E. 

Merriam,   G.  E. 

Otis,  C.  P. 

Danforth,  G.  H. 

Francis,  R.  T. 

Merrill,  H.  G. 

Paschaall,  N. 

deLancey,  D. 

Geer,  I.  W. 

Sargent,  I.  W. 

Piatt,  L. 

Janeway,  H.H. 

Howard,   G.  M. 

Shattuck,  S.  F. 

Tyer,  H.  G. 

Lamphier,  G.  L. 

Knapp,   J.  H. 

Stevenson,  R.,  Jr. 

White,  O.  E. 
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Wilcox,   L.  T. 

1904 
Adler,  E.  A. 
Penfield,  A.  M. 
Proctor,  J.  S. 

1905 
Day,  W.  L. 
Hall,  R.  B.,  Jr. 


Parks,  L.  B. 
Sullivan,  B.  H. 

1907 
Cooke,  R, 
Corry,  W.  F. 
Daniels,  C. 
Rodenbach,  C.  P. 


Class 
1843 
1848 
1849 
1850 
1853 
185s 
1856 
1857 
1858 

1859 
i860 
1861 
1863 
1864 
1865 
1868 
1870 
1871 
1872 
1874 
187S 
1877 
1878 
1879 
1880 
1881 


Amount 
$  2.00 
5.00 
12.00 
10.00 
27.00 
1 1. 00 
5.00 
17.00 
17.00 
51.00 
27.02 
5.00 
50.00 
10.00 
50.00 
7.00 
10.00 
135-00 
15.00 
20.00 
10.00 
183.05 
40.00 
5-oo 
25.00 
33-oo 


Class 

Amount 


1884 
1885 
1886 
1887 
1888 
1889 
1890 
1891 
1892 
1893 


Amount  brought  forward, 
$0000.00 


189S 
1896 
1897 


1900 
1901 
1902 
1903 
1904 
1905 
1907 


Amount 
carried  forward, 
$0000.00 
$  125.00 
606.00 
75.00 
i55-oo 
82.00' 
52.00 
60.00 
297.00 
167.10 
96.00 
219.00 
135-00 
62.00 
83.00 
1 19.00 
8.50 
7.00 
47.00 
93-5° 
18.00 
46.00 
82,50 
45.00 
160.00 
30.00 


Total, 


$3652.67 


CONTRIBUTIONS  TO  GENERAL  ENDOWMENT 
FUND 

August  1,  1907 — Angust  1,  1908 

Carpenter,  G.  R.,  '82, 
Griswold,  R.  M.,  '71, 
Haley,  J.  M.,  '65, 
Mathews,  E.,  '65, 
Morss,  G.  H.,  '57, 


K.  O.  A.  Society,  by  H.  B.  Joy,  '83, 
McLanahan,  G.  X.,  '92, 
Smith,  R.  H.,  '85, 
Whipple,  H.  W.,  '85, 
Young,  T.  S-,  '67, 

Total, 


$  15.00 
500.00 
1000.00 
100.00 
200.00 
50.00 

$1865.00 


CONTRIBUTIONS  TO  1877  CLASS  FUND 

Forfar,  J.  W.  $  2.00 

French,  G.  W.  500.00 

Gavitt,  W.  S.  100.00 

Haines,  H.  P.  100.00 


Total,  $702.00 
1898  DECENNIAL  ENDOWMENT  FUND 
Amount  contributed,  $180.00 


Abbott,  G. 
Ames,  A.,  Jr. 
Boynton,   E.  B. 


Chalifoux,  P.  E. 
Church,    M.  L. 
Ferry,  J.  F. 


Field,   E.  W. 
Griffing,   R.  P. 
Leach,  R.  M. 
Long,  A.  B. 
McCurdy,   S.  M. 
Paige,  W.  A. 
Pease,  A.  S. 
Rogers,  L.  B. 


Satterlee,  H. 
Schweppe,  C.  H. 
Serviss,  S.  B. 
Smith,  A.  M. 
Swan,  D.  O. 
Wilder,   A.  P. 
Withington,  W. 


ALUMNI  NOTES 


It  is  requested  that  death  notices  and  wedding  an- 
nouncements be  sent  to  The  Phillips  Bulletin, 
Andover,  Mass.,  in  order  that  these  records  may  be 
complete  and  accurate. 

PERSONALS 

1845 — Henry  Thomas  Kimball,  son  of  Thomas  Holton 
and  Damaris  Gleason  Kimball,  born  December  24,  1830 
at  North  Andover,  died  in  the  same  town,  February  17, 
1908.  For  many  years  he  was  a  salesman  for  Shreve, 
Crump  &  Low,  Boston. 

1847 — Robert  Thompson  was  born  in  Montville,  Me., 
September  20,  1822,  and  died  at  the  Good  Templars'  Home 
for  Orphans  at  Vallejo,  Cal.,  February  10,  1908.  He  went 
to  California  in  1849,  practiced  law  at  Mokelumne  Hill, 
Calaveras  County.  Most  of  his  life  was  spent  in  San 
Francisco  and  Vallejo.  For  half  a  century  he  was  prom- 
inent in  the  councils  of  the  Good  Templars  and  was  the 
virtual  founder  of  the  Orphans'  Home. 

1852 —  Charles  Franklin  Pearson  died  at  Lynnfield 
Center,  December  26,  1907.  He  was  a  farmer,  son  of 
George  and  Susan  Richardson  Pearson,  born  in  Saugus, 
August  28,  1833  and  served  in  Co.  A,  40th  Mass.  infantry 
during  the  Civil  War. 

1853 —  William  Greenough  Harding  was  the  son  of 
Rev.  Sewall  and  Eliza  Wheeler  Harding,  and  was  born 
in  Waltham,  August  1,  1835  and  graduated  from  Williams 
College  in  1857.  He  was  a  manufacturer  of  glass.  He 
died  in  Pittsfield,  May  19,  1908.  His  son,  George  C, 
architect  of  the  Eaton  Cottage  was  a  member  of  the 
class  of  1885. 

1854 —  Dr.  Joseph  Wales  Clift,  son  of  Wales  R.  and 
Susan  Clift  died  at  Rock  City  Falls,  N.  Y.,  May  2,  1908. 

1855 —  Benjamin  Franklin  Stearns  has  been  connected 
with  the  Treasury  Department  at  Washington,  D.  C, 
since  1880.  He  is  a  veteran  of  the  Civil  War  with  rank 
of  Major. 

1859 — James  A.  Eaton  is  manager  for  F.  N.  Eaton,  240 
South  Division  St.,  Grand  Rapids,  Mich. 

1859 — -William  Clarence  Jones,  from  Methuen,  was  a 
member  of  Co.  L,  2nd  Mass.  Heavy  Artillery,  during  the 
Civil  War,  and  is  at  present  at  the  National  Home  for 
Soldiers,  Togus,  Me. 

1859 — Rufus  Wheeler  Leavitt  may  be  addressed  at  485 
9th  St.,  Brooklyn,  N.  Y. 

1859 —  Charles  Harris  Lester  was  born  in  Plainfield, 
Conn.,  March  15,  1842,  and  died  in  New  York  City,  Oct- 
ober 27,  1899.  He  was  a  graduate  of  West  Point,  entered 
the  Civil  War  as  a  Lieutenant,  and  rose  to  be  Captain 
before  his  death. 

1860 —  Elias .  Wilkins  Howe  was  born  in  Danvers,  Sep- 
tember 21,  1842  and  graduated  from  Dartmouth  in  1864. 
He  served  one  year  in  the  Civil  War.  For  two  years 
he  was  with  the  Howe  Sewing  Machine  Company,  for 
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three  years  he  was  superintendent  of  schools  in  Dresden, 
O.,  for  eighteen,  years  principal  of  a  school  in  North 
Bennington,- Vt.,  then  supervisor'  of  the  schools  of  Ben- 
nington County,  Vt.  His  last  public  service  was  as 
superintendent  of  the  schools  of  BrSokfield  and  North 
Brookfield.    He  died' 'at  West  Medford,  January  28,  1908. 

1 86 1 —  James  E.  Chandler  is  a  member  of  the  firm  of 
Chandler  and  Beekman,  116  Nassau  St.,  New  York. 

1862 —  Calvin  Grout  Hill  was  the  son  of  George  and 
Sylvia  Grout  Hill  and  was  born  in  Elmore,  Vt.,  May  10, 
1842.  He  graduated  from  Amherst  in  1867  and  from 
Bangor  Theological  Seminary  in  1871.  He  served  .is 
pastor  at  Hamilton,  Walpole,  Milton  and  Maiden.  He 
died  at  Milton  October,  11,  1907. 

1866 — Rev.  Dr.  Francis  Brown  has  been  elected  pres- 
ident of  Union  Theological  Seminary. 

1868— Marcello  Hutchinson  was  the  son  of  Abel  Fisk 
and  Lydfa  Porter  Smith  Hutchinson  and  was  born  May 
6,  1849  at  South  Reading.  He  received  the  degree  of 
M.  D.  from  Harvard  jn  1877  having  graduated  from 
Harvard  in  1872.  He  was  a  physician  at  the  Taunton 
Hospital  for  the  Insane  1877,10"  1850, .'-from  1890  to  1809 
was  Superintendent  of  Massachusetts  Hospital  for  Dip- 
somaniacs at  Foxboro  and  from  1899  to  1905  was  Super- 
intendent of  the  Vermont  State  Hospital  for  the  Insane 
at  Waterbury,  Vt.  He  died  April  20,  1908  at  Lynnfield 
Center. 

1868 — Frank  H.  Sawyer  is  private  secretary  to  Senator 
Perkins  of  California. 

1868 —  Ross  Conway  Stone  was  born  February  24,  1847, 
at  Anderson,  Ind.,  and  died  in  New  York  City,  July  16, 
1888.  He  was  a  graduate  of  the  law  department  of  the 
University  of  Michigan  in  1870  and  was  editor  of 
"Bullion,"  a  monthly,  and  of  "Wall  St.  News,"  a  daily 
in  New  York,  during  the  years  '8o-'82. 

1869 —  Charles  Henry  Spofford  of  Rockford,  111.,  died 
January  5,  1908. 

1875 — Frederick  Pearson,  a  farmer,  died  in  Andover, 
May  20,  1908. 

1883 —  George  D.  Pettee  for  many  years  registrar  of 
Phillips  Academy  and  more  recently  Principal  of  the 
University  School,  Cleveland,  O.,  has  resigned  from  that 
office. 

1884 —  Edward  Franklin  Gage,  M.  D.,  and  Miss  Mary 
Ethel  Nourse  were  married  at  Charlestown,  December  19, 
1907. 

1886 — George  H.  Danforth  is  secretary  both  of  the 
United  Bank  Note  Company  and  of  the  American  Bank 
Note  Company,  with  offices  at  70  Broad  St.,  New  York. 

1890 — Rev.  William  S.  Beard  of  Durham,  N.  H.,  has 
accepted  a  call  to  the  pastorate  at  Willimantic,  Conn. 

1890 — Charles  P.  Lineaweaver  is  secretary  of  the 
Trust  Co.  of  North  America  with  offices  at  505  Chestnut 
St.,  Philadelphia,  Pa. 

1890 — Rev  George  B  Spaulding  is  pastor  at  Stonington, 
Conn. 

1892 —  Samuel  C.  Pierce  is  a  mining  stock  broker  at 
356  West  California  St.,  Pasadena,  Cal. 

1893 —  Harrison  Jewell  Holt  and  Miss  Helen  Clifford 
Brown  were  married  April  29,  1908  at  Portland,  Me. 

1893 — James  L  Lineweaver  is  manager  of  the  brokerage 
firm  of  Drayton  and  Alkins,  136  South  Fourth  St.,  Phila- 
delphia, Pa. 

1893 —  William  T.  B.  Williams  is  general  field  agent  ot 
the  John  F.  Slater  Fund,  with  headquarters  at  Hampton 
Institute,  Va. 

1894 —  Julian  Starkweather  Mason  and  Miss  Florence 
Grey  were  married  June  1,  1908,  at  Chicago,  111. 


1895 — Ike  Bourne  Dunlap  and  Miss  Helen  James  were 
married  January  25,  1908. 

1895 — Dr.  Elisha  S.  Lewis  is  practicing  medicine  at 
Princeton,  Mass. 

1895 —  Clement  Fessenden  Merrill  and  Miss  Bertha 
Isabel  Smith  were  married  May  12,  1908  at  Winchester. 
Mr.  Merrill  is  assistant  superintendent  of  the  Central 
Railroad  Co.  of  New  Jersey  and  lives  at  Mauch  Chunk, 
Pa. 

1896 —  Edward  Clark  Carter  and  Miss  Alice  Draper 
were  married  August  5.  1908  at  Dark  Harbour,  Me. 

1896 —  Rev.  Roger  S.  Forbes,  recently  of  Dedham,  is 
pastor  of  the  First  Church  at  Dorchester. 

1897 —  Richard  Henry  Edwards  and  Miss  Rachel  Camp 
were  married  August  6,  1908  at  Chicago,  111. 

1897 — Alexander  Harris  Wadsworth  and  Miss  Alice 
May  Smith  were  married  January  18,  1908  at  Worcester. 

1897 —  Arthur  Jewett  Young  and  Miss  Madeleine  Carter 
were  married  June  28,  1908  at  Sherborn. 

1898 —  Shirley  Gregory  Ellis  and  Miss  Anita  M.  Rennie 
were  married  March  28,  1908  at  New  York  City.  Mr. 
Ellis  is  with  the  Carnegie  Steel  Co.  at  Pittsburg,  Pa. 

1898 —  Harry  A.  Peters  has  been  chosen  to  succeed 
George  D.  Pettee,  P.  A.  '83  as  principal  of  the  University 
School  at  Cleveland,  O. 

1899 —  Langdon  Albright  and  Miss  Charlotte  Spaulding 
were  married  May  5,  1908  at  Buffalo,  N.  Y. 

1899 — Hugh  Galbraith  Christie  and  Miss  Katharyn 
Grace  Leavens  were  married  February  27,  1908,  at 
Berkeley. 

1899 — Albert  Hileman  died  at  Hollidaysburg,  Pa.,  May 
6,  1908.  He  graduated  from  Yale  in  1903  and  received 
a  Ph.  D.  from  Yale  in  1906. 

1899 — Charles  W.  Littlefield  is  a  partner  with  his  father 
in  the  law  firm  at  5  Nassau  St.,  New  York. 

1899 —  Eben  Perry  Sturges,  son  of  Eben  Perry  and 
Katherine  McKenzie  Sturges,  was  born  August  25,  1880, 
at  Mansfield,  O.  He  entered  the  Mechanical  Engineering 
course  at  Cornell  University.  He  was  married  April  27, 
1904  at  Dresden,  Germany  to  Miss  Catherine  Louise 
Quinby  of  Wooster,  O.  Mr.  Sturges  died  February  23, 
1908  at  Silver  City,  N.  M. 

1900 —  Henry  Longfellow  Wadsworth  and  Miss  Marion 
Lois  Proctor  were  married  June  20,  1908  at  Revere. 

1900 —  Rev.  Arthur  J.  Derbyshire  is  pastor  at  Beverly. 

1901 —  Elbert  S.  Latimer  is  with  the  Horace  K.  Turner 
Co.,  Art  Publishers,  Boston. 

1 90 1 —  Howard  Williams  Morey  and  Miss  Grace  Bedell 
Clark  were  married  April  20,  1908  at  Buffalo,  N.  Y. 

1902 —  Charles  Hay  ward  Murphy  and  Miss  Rebecca 
Knox  Steele  were  married  at  Chicago,  111.,  April  21,  1908. 
Their  home  will  be  20  Kirby  avenue  West,  Detroit,  Mich. 

J903 — William  Henry  Harrison  Cranmer  and  Miss 
Margarett  Wood  were  married  in  Denver,  Col.,  May  27, 
1908. 

1904 — Chester  Byron  Kelley  was  married  to  Miss  Held 
Wingate  at  Winchester,  May  19,  1908. 

1904 — Fred  Hodgden  Thompson  and  Miss  Ethel  May 
Downing  were  married  April  27,  1908  at  Bath,  Me. 

1907 — John  E.  Wells  is  a  director  in  the  Guaranteed 
Glove  Company  of  Johnstown,  N.  Y. 

1909 — Raymond  Chapin  Wells,  son  of  Robert  M.  Wells, 
vice-president  of  the  Bankers'  National  Bank  of  Chicago, 
111.,  while  being  fitted  to  a  suit  of  clothes  at  a  tailoring 
establishment,  fell  from  an  open  window  and,  from 
injuries  received,  died  at  his  home  in  Chicago,  June 
26,  1908. 
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THE  NEW  YEAR 


CHANGES  IN  EQUIPMENT 

The  Academy  began  its  one  hundred  and  thirtieth 
year  on  September  16th,  with  the  second  largest 
enrollment  in  its  history.  In  many  ways  the  year  is 
a  most  significant  one  for  the  school. 

The  departure  of  the  Seminary  from  Andover  to 
Cambridge  brings  into  the  hands  of  the  Academy 
all  of  the  old  Seminary  property,  consisting  of  some 
200  odd  acres  of  land,  two  large  dormitories,  Phil- 
lips and  Bartlet  Halls,  Bartlet  Chapel,  which  has 
been  renamed  Pearson  Hall  to  avoid  confusion,  and 
which  will  furnish  much  needed  recitation  facilities, 
the  church,  the  library,  and  all  of  the  residences  on 
Main  Street  and  Chapel  Avenue  not  already  owned 
by  the  Academy.  The  library  will  not  be  available 
for  another  year.  Several  of  the  residences  are  to 
be  used  by  their  former  occupants  for  a  year  at  least. 
The  Churchill  house,  recently  occupied  by  Prof. 
J.  Winthrop  Platner,  is  occupied  by  Mr.  Lynde  of 
the  faculty  and  provides  accommodation  for  about 
ten  boys.  The  president's  house,  for  the  past  five 
years  the  home  of  Dr.  C.  O.  Day,  is  occupied  by 
Mr.  Stackpole,  the  school  minister. 

To  adapt  the  buildings  to  their  new  uses,  extensive 
repairs  and  improvements  have  been  made  in  Phil- 
lips Hall.  The  suites  of  rooms  in  Bartlet  and  Phil- 
lips Halls  are  now  among  the  most  attractive  and 
most  popular  rooms  in  town.  To  the  recitation 
rooms  in  Pearson  Hall  have  been  assigned  the 
classes  in  Greek,  Latin,  English  and  English  Bible. 
New  walks  have  been  laid  across  the  Seminary 
campus,  one  extending  from  the  Main  street  gate- 
way opposite  Phillips  street  to  the  church  and  the 
other  to  Salem  street,  connecting  with  a  path  to 
the  Library  and  the  walks  leading  to  the  Dining 
Hall  and  the  Gymnasium. 


THE  NEW  PHILLIPS 

The  significance  of  the  acquirement  by  the  Ac- 
ademy of  the  property  formerly  owned  by  the  Theo- 
logical Seminary  can  hardly  be  appreciated  by  those 
not  immediately  in  touch  with  the  conditions,  the 
life,  and  the  work  on  Andover  Hill.  Phillips  Ac- 
ademy no  longer  needs  to  point  the  inquiring 
stranger  to  its  half  hidden  buildings  on  side  streets 
and  alleys.  With  the  beginning  of  the  current  school 
year  the  Academy  entered  upon  a  new  and  im- 
portant chapter  of  its  long  and  dignified  history. 
Today  Andover  Hill  is  Phillips  Academy.  Evidence 
of  this  fact  is  everywhere  to  be  found.  The  lights 
twinkling  by  night  from  scores  of  windows  in  Bart- 
let and  Phillips  Halls;  the  shouts  of  a  hundred  and 
odd  boys  scattered  in  play  over  the  old  Seminary 
campus  during  the  recreation  hours;  the  coming  and 
going  of  classes  in  the  new  Pearson  Hall,  formerly 
Bartlet  Chapel;  all  this,  and  more  too,  is  confusing 
perhaps  to  the  old  alumnus  who  gazes  for  the  first 
time  upon  the  changed  scene.  But  the  significance 
of  it  all  dawns  soon  upon  him.  This  is  the  New 
Phillips,  well  equipped  in  buildings  and  grounds, 
unsurpassed  in  natural  beauty  of  surroundings,  cap- 
able of  a  larger  and  even  more  illustrious  future. 
No  wonder  that  we  must  pause  a  moment  to  appre- 
ciate it  all. 

THE  FINANCIAL  PROBLEM 

By  the  terms  of  the  transfer  negotiated  between 
the  trustees  of  the  Academy  and  Seminary,  the  sum 
of  two  hundred  thousand  dollars  must  be  paid  by 
the  former  to  the  latter.  To  adapt  the  buildings 
wholly  to  the  needs  of  the  Academy  the  sum  of 
approximately  fifty  thousand  dollars  will  be  required. 
The  trustees,  therefore,  have  undertaken  to  raise  a 
fund  of  two  hundred  and  fifty  thousand  dollars. 
That  they  must  accomplish  their  purpose  is  evident. 
To  fail  to  do  so  would  indicate  that  the  school 
was  a  failure  and  its  alumni  disloyal,  if  not  hostile. 
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That  the  trustees  have  good  grounds  for  their  con- 
viction that  the  alumni  will  not  fail  them  is  re- 
vealed by  the  results  of  their  efforts  to  date.  Up 
to  the  present  time  the  sum  of  sixty-six  thousand 
dollars  has  been  pledged  to  this  fund.  This  is  an 
excellent  beginning  but  much  more  is  needed  to 
complete  the  amount.  Phillips  Academy  has  al- 
ways boasted  that  it  did  not  have  to  advertise  to 
secure  its  full  quota  of  students.  At  this  time  of 
crisis  and  opportunity  the  plain  statement  of  the 
situation  and  its  financial  requirements  ought  to 
be  sufficent  to  call  forth  the  needed  funds.  Those 
who  have  thus  far  subscribed  to  the  fund,  excluding 
several  modest  but  generous  givers  whose  names 
are  witheld  by  request,  are  as  follows:  F.  M.  Alger 
'96,  R.  A.  Alger  '93,  F.  R.  Appleton  '71,  E.  B.  Bishop 
'90,  G.  B.  Case  '90,  R.  Colgate  '92,  C.  A.  Corliss  '86, 
A.  Fox  '99,  H.  J.  Fisher  '92,  S.  L.  Fuller  '94,  J.  A. 
Garver  '71,  G.  C.  Greenway,  Jr.,  '94,  J.  C.  Green- 
way  '96,  Bartlett  Hayes,  A.  C.  James,  O.  G.  Jennings 
'83,  F.  H.  Johnson  '52,  R.  A.  McCord  '91,  P.  McMil- 
lan '91,  C.  Morgan  '89,  J.  B.  Neale  '92,  J.  Parsons 
'89,  O.  Preston  '94,  W  .F.  Richards  '85,  A.  L.  Rip- 
ley '73,  J.  C.  Sawyer  '90,  G.  Schrieber  '94,  C.  C. 
Schweppe  '98,  F.  H.  Simmons  '94,  E.  C.  Smith  '71, 
L.  Smith  '92,  J.  P.  Stevens  '86,  H.  L.  Stimson  '84, 
A.  P.  Thompson  '92,  H.  S.  Van  Duzer  '71,  J.  M. 
Woolsey  '94. 

FACULTY  CHANGES 

There  have  been  a  few  changes  in  the  teaching 
force  owing  to  the  number  of  instructors  who  have 
gone  abroad  for  the  year.  The  trustees  have  been 
fortunate,  however,  in  securing  men  for  the  vacan- 
cies who  come  highly  recommended  as  scholars  and 
teachers. 

Prof.  Charles  H.  Forbes  is  abroad  for  the  year 
and  his  place  is  taken  by  Harry  A.  Domincovich, 
M.A.,  of  Philadelphia.  He  is  a  graduate  of  Harvard 
and  for  the  past  seven  years  he  has  been  at  the  head 
of  the  Latin  Department  of  the  Moses  Brown  School 
at  Providence. 

As  a  substitute  for  Mr.  John  L.  Phillips,  who  is 
also  abroad  this  year,  Mr.  Charles  A.  Mierow  of 
Lakewood,  N.  J.,  a  graduate  of  Princeton,  has  been 
engaged.  For  the  past  three  years  he  has  studied 
at  the  Princeton  Graduate  School. 

Mr.  Robert  P.  Keep,  instructor  in  Germon,  is  pass- 
ing the  year  in  Germany,  where  he  is  studying  at 
the  University  of  Munich.  Mr.  Theodore  Hewitt, 
M.A.,  son  of  Prof.  Hewitt  of  Williams  College,  is 
filling  this  position.  Mr.  Hewitt  is  a  graduate  of 
Yale  and  has  taught  successfully  for  several  years 
at  Lawrenceville.  For  the  past  two  years  he  has 
been  studying  at  the  graduate  school  at  Cambridge. 

Mr.  Clinton  C.  Scheffy  has  resigned  and  is  to  be 
head  of  the  English  Department  at  the  High  School 
in  Troy,  N.  Y. 


Mr.  Leonard  has  been  appointed  to  the  position  of 
Head  of  the  English  Department,  and  Mr.  Claude 
.M.  Fuess,  a  graduate  of  Amherst,  and  for  two  years 
a  post  graduate  student  at  Columbia,  has  been  se- 
lected to  fill  the  vacancy. 

Mr.  Charles  W.  French  is  abroad  on  a  Traveling 
Fellowship  from  Boston  University.  Mr.  C.  Emer- 
son Stone  returns  to  the  French  Department  after 
a  two  years'  absence. 

Charles  A.  Parmelee  is  spending  the  year  in  travel 
in  Europe,  and  Olin  H.  Moore,  a  graduate  of  the 
University  of  Missouri,  has  been  engaged  to  do  his 
work.  He  received  the  degree  of  A.M.  in  1904, 
taught  in  the  Summer  School  at  Missouri,  and 
filled  the  professorship  of  modern  languages  at 
Millsaps  College,  Jackson,  Miss.  During  the  past 
year  he  has  been  doing  further  post  graduate  work 
at  Harvard. 

There  has  been  one  new  appointment  made,  that 
being  Joseph  N.  Ashton,  of  Salem,  to  take  general 
charge  of  the  music  in  school  this  year.  Mr.  Ashton 
has  charge  of  the  organ  at  the  Chapel  and  Sunday 
vespers'  services.  He  trains  the  choir  and  gives 
piano  lessons  to  those  who  desire  them. 

Mr.  Ashton  is  a  graduate  of  Brown  University, 
where  he  conducted  a  course  of  music  for  several 
years.  During  the  past  year  he  had  charge  of  the 
music  at  Wellesley  College  and  Abbot  Academy. 
Mr.  Ashton  has  also  had  charge  of  some  of  the 
largest  organs  in  the  vicinity  of  Boston. 

ENROLLMENT 
This  year's  enrollment  is  the  second  largest  in 
the  history  of  the  Academy.    A  summary  follows: 
Scientific  Classical 


Class  A,                     65  Class  I,  59 

Class  B,                     87  Class  II,  62 

Class  C,                     81  Class  III,  49 

Class  D,                     48  Class  IV,  39 

281  209 

Total,  490. 


Massachusetts,  161;  New  York,  87;  Connecticut, 
87;  New  Jersey,  24;  Pennsylvania,  22;  Ohio,  13; 
Missouri,  13;  Illinois,  11;  Maine,  11;  Washington, 
11;  Minnesota,  10;  New  Hampshire,  9;  Rhode  Island, 
8;  Colorado,  6;  California,  5;  Montana,  5;  Nebraska, 
5;  Vermont,  5;  Kentucky,  4;  Maryland,  4;  Texas,  4; 
Indiana,  3;  Michigan,  3;  Tennessee,  3;  District  of 
Columbia,  2;  Iowa,  2;  Kansas,  2;  Louisiana,  2;  Ore- 
gon, 2;  Wisconsin,  2;  Alabama,  1;  Arkansas,  II 
Georgia,  1;  Mississippi,  t;  Oklahoma,  1;  Utah,  1; 
West  Virginia,  1;  China,  8;  Canada,  1;  Cuba,  1; 
France,  1;  Hawaiian  Islands,  1;  Mexico,  1. 

RECITATION  HOUR  CHANGES 

The  increasing  college  requirements  have  made 
necessary  marked  changes  in  the  curriculum.  The 
teaching  hours  in  school  have  been  necessarily  in- 
creased and  to  provide  for  this  increase  a  radical 
change  in  the  schedule  has  been  found  imperative. 
The  recitation  hours,  which  formerly  extended  from 
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8.15  until  i2.io  a.m.  and  from  2  to  4  p.m.,  now  extend 
from  8.07  a.m.  to  1  p.m.  and  from  4  to  6  p.m.,  thus 
leaving  the  hours  from  1  to  4  p.m.  free  for  recreation 
purposes.  Wednesday  and  Saturday  afternoons  are 
still  half  holidays  under  the  new  arrangement. 
Nineteen  instead  of  eighteen  hours  per  week  consti- 
tute the  regular  schedule  required  of  each  student. 

These  changes  have  made  necessary  some  exten- 
sive additions  to  the  lighting  arrangements  in  the 
recitation  buildings.  During  the  summer  all  of  the 
recitation  buildings  were  wired  for  electric  lights. 

TRUSTEE  MEETING 

At  the  annual  fall  meeting  of  the  Board  of  Trus- 
tees, held  in  Boston  on  October  20,  President  George 
Harris,  of  Amherst  College,  was  re-elected  president, 
Mr.  Sawyer,  treasurer,  and  Principal  Stearns,  clerk. 
The  Executive  Committee,  which  meets  monthly 
throughout  the  school  year,  is  made  up  of  the  fol- 
lowing: Mr.  Alfred  L.  Ripley,  chairman;  Principal 
Stearns,  secretary;  and  Messrs.  George  B.  Knapp, 
James  Hardy  Ropes,  Clifford  Moore,  James  C.  Saw- 
yer, and  Elias  B.  Bishop. 

At  this  meeting,  it  was  definitely  voted  to  re-name 
old  Bartlet  Chapel,  Pearson  Hall,  to  avoid  confusion 
with  Bartlet  Hall,  and  in  memory  of  Eliphalet  Pear- 
son, the  first  principal  of  the  Academy.  Mr.  Pear- 
son's deep  interest  in  the  plans  which  later  led  to 
the  founding  of  the  Seminary  makes  it  especially 
appropriate  that  his  name  should  be  attached  to  a 
building  which  was  so  long  identified  with  the 
Seminary. 

NEW  TRUSTEE 
At  the  regular  spring  meeting  of  the  Trustees  of 
Phillips  Academy  held  April  21,  1908,  Hon.  John 
Adams  Aiken,  P.  A.  '69  of  Greenfield,  Mass.,  was 
elected  a  member  of  the  board.  Judge  Aiken  by 
birth  and  tradition  is  closely  identified  with  Andover 
and  the  interests  of  the  school.  His  father,  David 
Aiken,  was  graduated  from  Phillips  Academy  in 
the  class  of  1826.  He  was  a  judge  of  the  Superior 
Court  and  a  member  of  the  state  senate.  The  new 
trustee  was  graduated  from  Dartmouth  in  1874  and 
received  the  degree  of  LL.D.  from  that  institution 
in  1906.  In  1898  he  was  appointed  justice  and  in 
r905  chief  justice  of  the  Superior  Court  of  Massa- 
chusetts. 

BOSTON  ALUMNI  LUNCHEON 
Several  members  of  the  Alumni  and  Board  of 
I  rustees  of  Phillips  Academy  met  at  an  informal 
lunch  at  the  Union  Club  in  Boston,  for  the  pur- 
•<>-'■  of  discussing  methods  of  raising  funds  required 
101  the  purchase  of  the  Seminary  property  recently 
icquired  by  the  Academy  and  to  lay  plans  for  the 
ormation  of  a  permanent  Alumni  Association  to 
nclurlc  the  men  residing  in  and  near  Boston. 

Those  present  were:  Messrs.  John  R.  Poor  '65, 
Mvan  F.  Sortwell  '71,  Alfred  L.  Ripley  '73,  Marcus 
torton  '79,  James  H.  Ropes  '85,  Joseph  W.  Lund 


'86,  Arthur  B.  Chapin  '87,  William  B.  Graves  '87, 
Elias  B.  Bishop  '90,  Fred  T.  Murphy  '93,  Frederic 
B.  Greenhalge  '94,  Principal  Stearns,  and  Treasurer 
Sawyer. 

It  was  decided  to  issue  a  call  for  a  meeting  and 
dinner  at  which  a  permanent  association  should  be 
organized.  The  meeting  is  to  be  held  early  this 
winter. 


SCHOOL  NEWS 


LITERARY 


SCHOLARSHIP  HONORS  — FALL  TERM 

The  following  students  were  awarded  scholarship 
honors  for  the  fall  term  of  1908: — 
Honors  of  the  first  grade: 

Abbot,  John  Radford,  Andover. 

Adams,  David  Ernest,  Hanover,  N.  H. 

Baldwin,  William  Henry,  3d,  New  York,  N.  Y. 

Barrows,  Wilfred  Warren,  Newton  Centre. 

Bruce,  Alexander  Bern,  Lawrence. 

Finn,  Edmund  Mathew  Joseph,  Lawrence. 

Gates,  Gaylord  Merritt,  Andover. 

Hardy,  Roy  Edward,  Andover. 

Hawley,  Hudson  Roswell,  Bristol,  Conn. 

Kennedy,  Roy  Guthrie,  Buffalo,  N.  Y. 

Kimball,  Charles  Carleton,  Andover. 

Kugelman,  Frederick  Benjamin,  New  York,  N.  Y. 

Nute,  William  Laubach,  St.  Louis,  Mo. 

Snell,  Walter  Henry,  Brockton. 

Taylor,  John  Houghton,  Cambridge. 

Thwing,  Francis  Butler,  Cleveland,  O. 

Honors  of  the  Second  Grade: 

Barrows,  Howard  Fulton,  Newton  Centre. 
Chamberlin,  Frederick  Bryan,  Unionville,  Conn. 
Creighton,  James  Alexander,  Thomaston,  Me. 
Donovan,  John  Nichols,  Bellingham,  Wash. 
Flanders,  Marston  Clough,  Vineyard  Haven,  Conn. 
Gurley,  Alvin  Bartlett,  Bronxville,  N.  Y. 
Hagar,  Thomas  Mitchell,  St.  Louis,  Mo. 
Hopkins,  Monroe,  Ridgewood,  N.  J. 
Hunter,  Roland  Jackson,  New  York,  N.  Y. 
Judkins,  John  Bradbury,  Merrimac. 
Killam,  Luther  Loomis,  New  Haven,  Conn. 
McLay,  Archibald  George,  North  Andover. 
Morrison,  Phillips  Garrison,  Andover. 
Nute,  Harold  Horn,  St.  Louis,  Mo. 
Pittman,  Ernest  Wetmore,  Flushing,  N.  Y. 
Piatt,  Lucian,  Baltimore,  Md. 
Pratt,  Ward  Ely,  Nunda,  N.  Y. 
Thompson,  Josiah  Donald,  East  Liverpool,  O. 
Twichell,  James  Ward,  Pittsburg,  Pa. 
Woodward,  Willyme  Forbes,  Denver,  Colo. 

ENTRANCE  EXAMINATION  HONORS 

The  Yale-Andovcr  Prizes — two  first  prizes  of  fif- 
teen dollars  each  and  two  second  prizes  of  ten 
dollars  each — for  those  Seniors  who  passed  with  the 
highest  average  a  minimum  of  eight  subjects  in  the 
June  entrance  examinations  for  Yale  College  and 
the  Sheffield  Scientific  School,  have  been  awarded  as 
follows: 
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Academic — First  prize,  Walter  Henry  Snell, 
Brockton;  second  prize,  Marston  Clough  Flanders, 
Vineyard  Haven,  Conn. 

Sheffield — First  prize,  Walter  Jason  Bass,  Hyde 
Park;  second  prize,  John  Rusher  Shuman,  Chicago, 
111. 

The  following  Andover  men  received  "with  credit" 
marks  in  the  Harvard  entrance  examinations: 

Elementary  Greek — Howard  Fulton  Barrows, 
Newton  Centre;  Lauron  Neff  Hanford,  Seattle, 
Wash. 

Elementary  Algebra — Howard  Fulton  Barrows, 
Newton  Centre;  Hugh  Wise  Bradley,  Rockville, 
Conn.;  Charles  Carleton  Kimball,  Andover. 

Elementary  Physics  —  Ewart  Gladston  Home, 
Lawrence. 

Elementary  English  —  John  Batcheller  Savage, 
Cambridge;  Francis  Butler  Thwing,  Cleveland,  O. 

Elementary  French  —  Earnest  Bartholow  Dustan, 
Concord. 

Plane  Geometry  —  John  Batcheller  Savage,  Cam- 
bridge; Lincoln  Cummings  Torrey,  Bedford. 

Elementary  German — Hugh  Wise  Bradley,  Rock- 
ville, Conn. 

Advanced  Latin  —  Hugh  Wise  Bradley,  Rockville, 
Conn. 

Advanced  German — 'Hugh  Wise  Bradley,  Rock- 
ville, Conn. 

Advanced  English  —  Donald  Nichols  Tweedy, 
Danbury,  Conn. 

Counterpoint  —  Donald  Nichols  Tweedy,  Danbury, 
Conn. 

HARVARD  SCHOLARSHIPS 

Under  Group  II.,  the  following  men  have  received 
Harvard  College  Scholarships:  Francis  Hardon  Burr, 
Chestnut  Hill;  Cabot  Daniels,  Chicago,  111.;  Samuel 
Spring,  Seattle,  Wash. 

FRESHMAN  HONORS  AT  YALE 

The  following  Andover  men  secured  honors  in  the 
Freshman  Class  at  Yale  for  the  fall  term: 

Academic  —  William  Nelson  Allen,  Alexander 
Blum,  Edgar  Wells  Freeman,  Robert  Abbe  Gardner, 
Stanley  Easton  Gifford,  Edwin  Henry  Mead,  Edward 
Bancroft  Twombly. 

Sheffield  —  William  Richard  Barbour,  Robert 
Palen  Bonnie,  Washington  Piatt,  Charles  Kindness 
Moore,  Walter  Vanderveer  Struby. 

DEBATING  UNION  CHOSEN 
The  following  men  have  been  elected  to  represent 
Forum  on  the  Andover  Debating  Union:  E.  J.  Web- 
ster, H.  E.  Pickett,  and  H.  A.  Colyer.  The  Philo 
representatives  are:  F.  T.  Bennett,  Q.  Reynolds,  and 
C.  B.  Rockwell. 

NEW  ARCHAEOLOGY  WORK 
Mr.  W.  K.  Moorehead,  Curator  of  the  Department 
of  Archaeology,  has  now  in  preparation  a  work  en- 
titled "The  Stone  Age".  It  is  an  encyclopedia  of 
the  implements,  ornaments,  weapons,  utensils,  etc., 
of  the  prehistoric  tribes  of  the  United  States.  It  will 
contain  more  than  two  hundred  full-page  plates  and 
four  hundred  figures  illustrating  over  two  thousand 


different  objects.  It  will  be  in  two  volumes  of  one 
thousand  pages.  Distinguished  scientists  are  going 
to  assist  in  describing  series  of  specimens  which  have 
come  under  their  special  study.  Particular  attention 
will  be  paid  to  the  curios,  ornamental  and  problem- 
atical stones  which  are  found  in  such  numbers  in 
the  United  States.  The  work  will  contain  a  syste- 
matic bibliography,  covering  all  the  books  and  arti- 
cles relating  to  the  various  forms  of  artifacts  de- 
scribed in  the  book.  No  other  such  work  has  ever 
been  attempted.  For  those  interested  in  the  subject, 
it  will  be  of  great  value  for  reference. 


RELIGIOUS 


ACADEMY  PREACHERS 
Since  the  removal  of  the  Seminary,  the  Sunday 
servces  have  been  in  charge  of  the  School  Minister. 
The  following  other  preachers  have  served  at  one 
or  both  Sunday  services  during  the  fall  term: 

The  Rev.  Henry  P.  Dewey,  D.  D.  of  Minneapolis. 
The  Rev.  Morris  H.  Towle,  Ph.  D.  of  Natick. 

The  Rev.  John  Howard  Melish  of  Brooklyn. 

The  Rev.  Sherrard  Billings  of  Groton  School. 

The  Rev.  Charles  F.  Carter  of  Lexington. 

The  Rev.  John  Hopkins  Denison  of  Boston. 

Principal  Alfred  E.  Stearns. 

The  preachers  for  the  winter  term  are: 
The  Rev.  Daniel  Evans,  D.  D.  of  Cambridge. 
The  Rev.  E.    A.    Paddock    of    Idaho  Industrial 

Institute. 

The  Rev.  Alexander  Mann,  D.  D.  of  Boston. 
The  Rev.  Samuel  C.  Bushnell  of  Arlington. 
The  Rev.  Nehemiah  Boynton,  D.  D.  of  Brooklyn.] 
The  Rev.  William  G.  Thayer  of  St.  Mark's  School. 
The  Rev.  Jay  T.  Stocking  of  Newtonville. 

SOCIETY  OF  INQUIRY  MEETINGS 
The  Sunday  evening  meetngs  of  the  Society  ofl 

Inquiry  showed  a  marked   increase  in  attendanc 

during  the  fall  term. 
The  program  of  the  meetings  was  as  follows 
Sept.  19.    Annual  Reception. 

Sept.  20.    The  Purpose  and  Plans  of  the  Society. 

Mr.  Stearns,  Mr.  Stackpole,  and  F.  B. 
Thwing,  '08. 

Sept.  27.    Fred  T.  Murphy,  M.  D.,  '93  of  Boston, 
Oct.  4.    Discussion  Meeting  led  by  Mr.  Lillard. 
Oct.  11.    Informal  Reception  to  Dr.  Dewey. 
Oct.  18.    Illustrated  talk  on  the  life  of  Samuel 

Phillips,  by  Mr.  Stackpole. 
Oct.  25.    Mr.  Hinman. 

Nov.  1.    Talks  on   Bible  Study  by  Messrs.  E. 

C.  Carter,  '96  of  the  International 
Committee,  Y.  M.  C.  A.,  Mr.  K.  S. 
Latonvitte,  Bible  Study  Secy,  at  Yale, 
and  others. 

Nov.  8.    Discussion  Meeting  on  the  work  of  the 

Society,  led  by  Mr.  Stackpole. 
Nov.  15.    Address  on  Willam  H.  Taft  by  Rev. 

Charles  F.  Carter  of  Lexington. 
Nov.  22.    Address  on  a  Trip  around  the  World,. 

by  Rev.  Sherrard  Billings  of  Groton 

School. 
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Nov.  29.    Illustrated   Lecture  on   the  Cannibals 
of   the   South   Seas   by   Rev.  J.  H. 
Denison  of  Boston. 
Dec.  6.    Meeting  in  charge  of  the  members. 

Dec.  13.    Discussion  Meeting  led  by  Mr.  Stack- 
pole. 

RELIGIOUS  WORK  IN  LAWRENCE 
Early  in  the  year  six  fellows  accompanied  Mr. 
Stackpole  to  Lawrence  to  get  some  idea  of  the 
nature  of  the  work  which  Inquiry  has  planned  for 
this  year.  The  party  first  went  to  visit  Rev.  Clark 
Carter  at  the  Lawrence  City  Mission,  a  charitable 
organization.  Mr.  Carter  said  there  were  three 
channels  in  which  such  work  might  be  done:  work 
at  the  city  jail,  of  which  he  is  chaplain;  work  in 
the  Boys'  Club;  and  work  in  the  Y.  M.  C.  A.  Mr. 
Carter  stated  the  conditions  at  the  jail  and  asked 
that  some  of  the  Academy  students  would  make 
it  a  point  regularly  to  sing  at  the  jail,  one  Sunday 
morning  in  every  month.  The  delegation  then 
visited  the  Boys'  Club  and  the  Y.  M.  C.  A.  As  a 
result  of  this  trip  and  the  suggestions  made,  regular 
work  is  now  carried  on  in  Lawrence  under  the 
auspices  of  the  Society  of  Inquiry.  A  group  of 
boys  regularly  sings  at  the  jail  on  Sunday  mornings 
while  individual  students  are  directing  gymnasium 
classes  at  the  Boys'  Club  and  teaching  English 
to  foreigners  at  the  Y.  M.  C.  A.  Emphasis  is  thus 
laid  upon  the  practical  side  of  religion. 

DISCUSSION  CLASSES 

Early  in  November  the  Society  of  Inquiry  ar- 
ranged for  the  organization  of  study  groups  in  which 
practical  questions  of  conduct  and  religion  are  dis- 
cussed.   Following  is  a  list  of  the  groups  as  planned: 

1.  Mr.  Stearns  —  School  questions  like  betting, 
gambling,  smoking  and  other  questions  that  other 
members  may  bring  up. 

2.  Mr.  Lillard  —  Same  as  1,  or  some  other  gen- 
eral subject  that  the  group  may  decide  upon. 

3.  Mr.  Hinman  —  The  life  of  Paul.  His  adven- 
tures and  his  heroism  as  an  example  for  to-day. 

4.  Mr.  Allen  —  The  Life  of  Christ.  The  events 
of  his  life  and  his  manhood  as  an  ideal  for  us. 

3.  Mr.  Fuess  —  Great  Men  of  the  Old  Testament. 
What  some  of  them  were  like  and  what  they  did. 
Can  they  teach  us  anything? 

6.  Mr.  Stackpole  —  Modern  questions  and  the 
teaching  of  Christ.  Can  business,  politics,  etc.,  be 
conducted  on  Christian  principles? 

7.  Mr.  Hinman  —  Great  Men  of  History,  or  some 
other  subject  that  the  group  decides  upon. 

With  the  above  leaflet,  enrolment  cards  were 
also  distributed. 

About  one  hundred  and  thirty  fellows  enrolled 
for  these  discussions.  Five  groups  began  their 
regular  meetings  in  the  fall  term  and  others  will 
start  early  in  the  winter  term. 


The  benefits  to  be  derived  from  this  system  of 
discussion  groups  may  be  summed  up  under  three 
heads: — ■ 

(1)  They  help  fellows  to  think  for  themselves 
on  important  questions,  of  school  life,  of  personal 
conduct,  and  public  affairs,  under  the  guidance  of 
an  older  man. 

(2)  Better  personal  acquaintance  with  members 
of  the  faculty  and  with  fellow  students. 

(3)  The  promotion  of  right  standards  and  of 
good  spirit  in  the  school. 

These  Discussion  Groups  are  under  the  auspices 
of  the  Society  of  Inquiry. 

INQUIRY  RECE1TION 
The  annual  reception  given  by  the  Society  of  In- 
quiry to  the  new  fellows  in  school  was  held  on  the 
first  Saturday  evening  of  the  term  in  the  lecture 
room.  The  President  of  the  Society,  Francis 
Thwing  '09,  presided  and  welcomed  the  new  fellows. 
Mr.  Stackpole,  the  School  Minister,  and  Principal 
Stearns  spoke.  Refreshments  were  served  by  Allen 
Hinton. 

A  reception  was  given  by  the  Society  of  Inquiry, 
early  in  the  fall  term  to  Principal  and  Mrs.  Stearns, 
and  Mr.  and  Mrs.  Stackpole.  The  reception  was 
well  attended. 

DR.  GRENFELL  IN  ANDOVER 

Whenever  Dr.  Grenfell  comes  to  this  country  he 
is  pretty  sure  to  visit  Andover.  Through  his  old 
friend  and  former  associate,  Rev.  C.  C.  Carpenter, 
Dr.  Grenfell  early  became  acquainted  with  Andover 
and  his  appearance  at  the  Academy  Chapel  several 
years  ago  was  his  first  appearance  before  a  student 
audience  in  America.  He  has  come  regularly  ever 
since  and  always  a  most  enthusiastic  reception  has 
been  accorded  him.  Last  year  the  students  of  the 
Academy  collected  funds  to  purchase  a  reindeer  for 
the  herd  which  he  was  then  about  to  introduce  into 
Labrador.  Each  year  since  Dr.  Grenfell's  first  visit, 
the  Society  of  Inquiry  has  made  collections,  gen- 
erally once  a  term,  of  old  clothes  which  have  been 
forwarded  for  use  in  Labrador. 

Dr.  Grenfell's  talk  this  year  was  as  usual  char- 
acteristic of  the  man.  He  described  in  a  simple, 
modest  way  the  great  work  that  is  being  done  in 
that  Northern  land  to  improve  the  life  and  char- 
acter of  the  people.  He  pictured  graphically  his 
famous  experience  when  he  was  carried  out  to  sea 
with  his  dogs  on  a  cake  of  ice,  his  struggles  with 
the  hungry  animals  —  and  finally  his  escape  from 
death. 

Dr.  Grenfell  closed  his  talk  with  a  word  of  praise 
for  the  college  men  who  have  recently  aided  him 
in  his  work.  He  commended  especially  the  spirit 
of  two  of  these  men  at  the  time  of  the  great  storm 
of  the  past  year.  Dr.  Grenfell  told  how  these  two 
men,  Bowdoin  and  Yale  undergraduates,  had  saved 
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a  valuable  schooner  for  him  by  sticking  heroically 
by  the  pumps  all  through  the  last  night  of  the  storm 
after  he  himself  and  his  other  helpers  had  become 
exhausted  and  had  given  up  the  fight.  He  urged 
the  Andover  boys  to  emulate  that  spirit  in  their 
own  lives  and  work.  Dr.  Grenfell  was  not  a  little 
surprised  to  discover  later  that  the  two  college 
men  referred  to  were  both  old  Andover  boys,  Albert 
T.  Gould,  P.  A.  '03  of  Bowdoin  and  John  T.  Row- 
land, P.  A.  '06  of  Yale. 

DELEGATES    TO    STUDENT    BIBLE  CON- 
FERENCE 

Two  students,  F.  B.  Thwing  '09  and  J.  T.  Ogden 
'10  went,  with  Mr.  Stackpole,  as  delegates  from 
Andover  to  the  National  Student  Bible  Conference 
at  Columbus,  Ohio  in  October.  Mr.  Stackpole  read 
a  paper  at  one  of  the  meetings  for  preparatory 
schools.  Among  the  other  Andover  men  who  took 
an  active  part  in  this  Conference  were  Robert  E. 
Speer  '86,  Prof.  James  H.  Ropes  '85  and  Edward 
C.  Carter  '96. 

SOCIETY  OF  INQUIRY  BOOKLET 

The  Society  of  Inquiry  will  issue  within  a  few 
weeks  a  booklet  containing  the  addresses  delivered 
last  June  at  the  Seventy-fifth  Anniversary  of  the 
Society.  The  historical  address  by  Rev.  Samuel 
H.  Dana,  D.  D.  '64  of  Exeter  will  prove  of  especial 
interest  to  the  alumni.  The  other  addresses  are  by 
President  Charles  F.  Thwing  '71  of  Western  Reserve 
University  and  Principal  Alfred  E.  Stearns  '90. 
The  booklet  will  contain  also  a  Foreword  by  Robert 
E.  Speer  '86,  a  sketch  of  the  present  work  of  the 
Society  by  F.  B.  Thwing  '09  and  the  Constitution 
and  By-Laws. 


GENERAL 


TWO  BOOKS  ON  ANDOVER 
Two  books,  published  within  the  year,  will  be 
interesting  to  Andover  men.  An  old  Andover  boy, 
under  the  pseudonym  Ewer  Struly,  has  written 
a  very  lively  account  of  his  "Three  Years  at  Ando- 
ver". Being  largely  in  the  form  of  a  diary,  this 
book  gives  probably  as  good  a  picture  of  the  typical 
American  schoolboy  as  can  be  found.  To  those 
familiar  with  Andover  any  time  during  the  last  fif- 
teen years,  the  book  will  recall  many  of  their  most 
amusing  and  attractive  experiences  at  Phillips  An- 
dover. 

Mrs.  Sarah  Stuart  Robbins's  "Old  Andover  Days", 
—  a  delightful  picture  of  life  in  a  community  which 
was  wholly  self-sufficient.  Because  Mrs.  Robbins  is 
the  daughter  of  Prof.  Moses  Stuart,  and  because  in 
the  first  half  of  the  nineteenth  century  the  Theolog- 
ical Seminary  was  the  most  important  thing  in  Ando- 


ver, "Old  Andover  Days"  is  largely  about  the  lives 
of  the  Andover  professors;  but  the  descriptions  of 
customs  and  the  portraits  of  Andover  personalities 
cannot  fail  to  interest  anyone  who  wishes  to  know 
what  life  on  famous  Andover  Hill  was  like,  and  in 
general  how  New  England  Puritanism  lived  strong 
into  the  nineteenth  century.  The  style  of  the  book 
is  unusual.  Certainly  Prof.  Moses  Stuart's  feeling 
for  language  has  been  shown  in  his  descendants  in 
a  way  that  would  argue  well  for  Mr.  Havelock 
Ellis's  theory  of  the  influence  of  heredity  on  style, 
expressed  in  his  recent  article  in  "The  Atlantic 
Monthly". 

ELECTIONS  TO  SCHOOL  COUNCIL 

In  the  elections  for  the  1908-1909  School  Council, 
Coates,  J.  Reilly,  Burch,  Litchfield,  Hamilton, 
Dougherty  and  McLean  were  elected  to  represent 
the  Senior  Class.  From  class  of  1910,  Sheldon,  F. 
Large,  Pierce,  Palmer,  and  K.  Reynolds  were 
elected.  Porter,  Ely,  and  Brown  were  chosen  mem- 
bers from  the  class  of  191 1. 

SENIOR  CLASS  ELECTION 

At  a  meeting  of  the  Senior  Class,  held  at  the  open- 
ing of  the  term,  the  following  officers  were  elected: 
President,  Francis  W.  Coates;  vice-president,  Ralph 
M.  Burch;  secretary-treasurer,  R.  E.  Litchfield. 
Donald  C.  Dougherty  was  chosen  captain  of  the 
class  football  team. 

COATES  ELECTED  FOOTBALL  CAPTAIN 

Francis  W.  Coates,  '09,  of  Palmyra,  N.  Y.,  was 
elected  captain  of  the  football  team,  filling  the  vacan- 
cy created  by  the  failure  of  Capt.  Rosendale  to  return 
this  year.  During  the  summer  Rosendale  decided 
to  enter  the  Case  School  of  Science  at  Cleveland,  O. 

Coates  played  left  end  last  year.  He  is  twenty 
years  old,  weighs  164  pounds  and  is  6  feet  and  1-2 
inches  tall. 

LARGE  FOOTBALL  CAPTAIN 

At  the  final  training  table  supper  on  the  night  after 
the  Exeter  game,  Fred  Ralph  Large,  P.  A.  '10,  was 
elected  captain  of  the  football  team  for  1909.  Large 
comes  from  North  Tonawanda,  N.  Y.  He  has 
played  center  on  two  victorious  Andover  elevens. 
He  is  19  years  old,  6  feet  tall  and  weighs  165  pounds. 
He  expects  to  enter  Harvard. 

ANDOVER  MEN  ON  COLLEGE  FOOTBALL 
SQUADS 

Yale  University — Hobbs,  Andrus,  Murphy,  Lynn, 
Bienecke,  Rainer,  Daly,  Hyde,  Haines,  Fuller,  Hop- 
kins, Kilpatrick,  Greenough. 

Yale  Freshmen— -Merritt,  York,  Clarke,  Clinton, 
Brooks. 
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Harvard  University— Capt.  Burr,  McKay,  Brown, 
Beaman. 

Harvard  Freshmen — Fisher. 

Princeton  University — Capt.  Dillon,  J.  B.  Waller. 
Dartmouth — Schildmiller,  Whitmore. 
Annapolis — Leigh  ton. 
Pennsylvania — Favorite,  Reagan. 

HARVARD— ANDOVER  CLUB  MEETS 
The  first  meeting  of  the  Harvard-Andover  Club 
was  held  Tuesday  evening  in  Cambridge.  The 
meeting  was  largely  attended  and  great  enthusiasm 
was  displayed  by  all.  Towards  the  end  of  the  meet- 
ing an  election  of  officers  was  held  and  the  following 
were  selceted  for  the  present  year:  President,  R.  C. 
Brown,  P.  A.  '05;  vice-president,  C.  L.  Lanigan,  P. 
A.  '06;  secretary,  G.  S.  Shirk,  P.  A.  '05;  treasurer, 
F.  P.  Ferguson,  P.  A.  '06. 

SENIOR  PROM.  COMMITTEE  CHOSEN 
Rufus  E.  Litchfield,  of  Fitchburg,  who  was  elected 
chairman  of  the  Senior  Prom.  Committee,  has  ap- 
pointed Francis  W.  Coates  of  Palmyra,  N.  Y.,  Ralph 
M.  Burch  of  Allenhurst,  N.  J.,  and  Cary  W.  Hamil- 
ton of  Hollidaysburg,  Pa.,  as  additional  members  of 
the  Committee. 

JUNIOR  COMMITTEE  SELECTED 
Donald  Butler  of  Evanston,  111.,  the  chairman- 
elect  of  the  Junior  Prom.  Committee,  has  chosen  the 
following  men  to  serve  on  that  committee:  Fred 
R.  Large  of  North  Tonawanda,  N.  Y.;  Stephen  H. 
Scribner   of  Lowell;   Frank  S.   Waterman,  Jr.,  of 
Roxbury;  and  Robert  G.  Hopwood  of  Minneapolis. 
YALE— ANDOVER  CLUB  ELECTIONS 
At  a  meeting  of  the  Andover  Club  at  Yale  last 
Monday     evening,     the     following    officers  were 
elected:  President,  E.  A.  Carter,  1909;  vice-president, 
A.  G.  Heidrich,  1909  S.;  secretary  and  treasurer,  L. 
W.  Eames,  1910. 

YALE— HAVARD  GAME 
A  special  wire  was  run  to  the  Borden  Gymnasium 
on  Saturday,  Nov.  21,  enabling  fellows  to  follow  the 
Yale-Harvard  game,  by  means  of  a  miniature  grid- 
iron. An  entrance  fee  of  25  cents  was  charged  to 
defray  the  expenses.  A  large  crowd  was  present 
and  the  p.rogress  of  the  game  was  closely  followed 
play  by  play.  The  final  result  was  known  in  Ando- 
ver almost  as  soon  as  the  game  at  New  Haven  was 
over. 

NEW  BOXING  INSTRUCTOR 
Mr.  Fred  Bryson,  of  Walth  am,  Mass.,  has  been 
engaged  to  give  lessons  in  boxing  to  any  fellows 
desirous  of  taking  them.  Three  hours  of  boxing 
work  may  be  substituted  for  the  regular  gymnasium 
work.  This  is  Mr.  Bryson's  first  visit  to  Andover, 
and  he  comes  with  the  highest  recommendations. 
He  is  instructor  of  boxing  at  St.  Marks,  Pomfret, 
and  Groton  Schools. 


ATHLETICS 

FOOTBALL 
The  Class  Series 

One  of  the  most  encouraging  features  of  the 
1908  football  season  was  the  great  interest  mani- 
fested in  the  series  of  games  between  the  class  teams. 
Before  the  final  games  were  played,  the  teams  rep- 
resenting 1909  and  1910  showed  themselves  to  be 
evenly  matched.  In  the  final  games,  although  the 
ground  was  muddy  enough  to  prevent  many  of  the 
open  plays,  much  good  football  was  displayed,  bet- 
ter developed  team  play  than  in  any  previous  year. 
This  improvement  was  due  directly  to  the  coaching 
the  teams  received  from  the  members  of  the  faculty 
and  first  team  players. 

The  regular  series  ended  in  a  tie  between  1909  and 
1910.  That  this  was  a  fair  estimate  of  the  compar- 
ative skill  of  the  two  teams  was  proved  in  the  extra 
game  played  to  settle  the  championship.  In  that 
game  the  honors  were  again  equally  divided,  the 
score  being  0-0.  This  result  made  desirable  the 
awarding  of  the  coveted  numerals  to  the  players  of 
both  teams.  The  following  men  received  their 
numerals  by  vote  of  the  Athletic  Advisory  Board: 
1909 — Burch,  Lanius,  Klingbeil,  West,  Bartlett, 
Dougherty,  Seeley,  Pickett,  Waterbury,  Pittman, 
Creighton,  Robinson,  Blakeslee,  Hanna,  Brush,  Hunt, 
Hann,  Flanders,  Colver,  Elliot,  Phelps,  and  Hamil- 
ton. 1910 — C.  Martin,  W.  Adams,  Champlin,  F. 
Dougherty,  Eames,  Harbison,  Hoeflick,  Horton,  C. 
Palmer,  Pfau,  Picker,  Pillsbury,  Paterson,  Scribner, 
Sherman,  Stanley,  G.  Thompson  and  R.  Paine. 

EXETER  DEFEATED 

Like  some  other  Andover  teams,  the  football  team 
of  1908  was  whipped  into  a  victory  by  preliminary 
educational  defeats.  Much  was  learned,  especially, 
from  the  elder-brother-like  lickings  administered  by 
the  Yale  Freshmen.  The  second  of  these  lessons 
came  the  week  before  the  Exeter  game  when  our 
team  was  defeated  in  New  Haven.  It  included  some 
wholesome  advice  and  vituperation  secured  from  the 
group  of  Andover-Yale  athletes  at  that  time  and ' 
place  available. 

The  early  season  games  were  promising  only 
in  the  occasional  flashes  of  individual  play  and  the 
presence  of  the  all  important  play-to-the-limit  spirit 
of  aggressiveness.  The  Cushing  Academy  game 
was  won  by  a  fortunate  drop-kick  in  the  last  two 
minutes  of  play,  sent  by  Porter  from  the  47  yard 
line.  Worcester  was  defeated  in  a  close  and  rough 
game  by  a  superior  defense  and  a  timely  forward- 
pass.  The  Princeton  Freshmen,  or  Hart  (of  Exeter 
fame)  &  Co.  were  beaten  in  a  slow  game.  A  harder 
and  faster  game  with  the  Harvard  Freshmen  re- 
sulted in  no  score  for  either  team. 
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In  the  game  with  the  Yale  Freshmen,  played  at 
Andover,  the  feature  was  the  long  stern  chase  which 
developed  after  the  ball  had  been  fumbled  on  An- 
dover's  35  yard  line.  Porter  gathered  up  the  ball 
and  was  off,  hotly  pursued  by  Merritt,  captain  of 
last  year's  team.  By  an  error  of  one  of  the  officials, 
the  ensuing  touchdown  was  not  allowed,  thus  leav- 
ing the  score  5-0  against  Andover. 

When  the  Exeter  game  was  but  a  few  minutes  old 
it  was  apparent  that  the  two  desperately  fighting 
teams  were  well  matched.  For  ten  minutes  of  play 
neither  team  advanced  the  ball  for  a  first  down.  The 
first  half  ended  with  no  score. 

But  early  in  the  second  half  Andover  began  to 
show  its  superiority.  C.  Fletcher  made  the  first 
score  possible  by  blocking  one  of  Exeter's  punts 
on  her  35  yard  line  and  carrying  the  ball  to  within 
three  yards  of  the  goal-line.  Porter  carried  it  across 
on  the  second  try,  and  kicked  the  goal.  This  suc- 
cess was  soon  followed  by  another  touchdown  made 
by  Ely,  after  a  clever  dodging  run  in  the  open  field 
for  thirty  yards.  What  looked  like  a  third  touch- 
down was  not  allowed  by  the  umpire,  who  consider- 
ed the  formation  illegal.  Other  players  who  ex- 
celled for  Andover  were  Coates,  Large,  Pierce,  and 
Paine.  To  the  open  style  of  defense  used,  Large 
contributed  the  necessary  accurate  passing.  His 
work  on  defense  was  also  excellent.  Pierce  proved 
himself  to  be  one  of  the  fastest  and  most  aggressive 
tackles  who  have  played  here. 

The  coaching  of  the  team  this  year,  as  last,  was 
placed  wholly  in  the  hands  of  Mr.  Lillard  of  the 
faculty,  who  has  proved  himself  again  equal  to  all 
the  demands  made  upon  him.  Mr.  Lillard  is  one  of 
the  best  coaches  the  school  has  ever  had,  but 
primarily  he  is  a  teacher,  and  the  Academy  is  in- 
deed fortunate  in  having  such  a  man  on  its  faculty. 

Mr.  Sidney  Peet's  training  made  it  possible  for 
the  team  to  play  through  the  game  with  the  assist- 
ance of  only  two  substitutes.  The  line-up  of  the 
two  teams  was  as  follows: 


ANDOVER 
Coates,  1.  e. 
Pierce,  1.  t. 

J.  Fletcher,  Fellows,  1.  g 
Large,  c. 

McNeil,  Potter,  r.  g. 
C.  Fletcher,  r.  t. 
Paine,  r.  e. 
Miller,  q.  b. 
Ely,  1.  h. 
Waterman,  r.  h. 
Porter,  f.  b. 


EXETER 
r.  e.  Faulkner 
r.  t.  Mitchell 
r.  g.  Cooney 
c.  Downing 
1.  g.  Way,  Bluethenthal 
1.  t.  Dunn 
1.  e.  Murray 
q.  b.  Sharon 
r.  h.  Pearson,  Ross 
1.  h.  Cornell 
f.  b.  Lewis,  Way 

Score — Andover  12,  Exeter  0. 


1909  WINS  TRACK  MEET 

The  Annual  Fall  Inter-class  Meet  was  very  close, 
only  the  last  event  deciding  whether  1909  or  1911 
had  won.  Summary: 


100-yard  Dash — Rose,  '11,  first;  Batchelder,  '09,  and 
Pillsbury,  '10,  tied  for  second.   Time,  102-5  sec. 

Mile  Run — Gould,  '11,  first;  Elliot,  '09,  second; 
Gemmer,  '10,  third.    Time,  3  min.  11  2-5  sec. 

Low  Hurdles — Pittmann,  '09,  first;  Jewett,  '11,  sec- 
ond; Tupper,  '10,  third.    Time,  291-5  sec. 

High  Jump — Pittmann,  '09,  and  Tilton,  '11,  tied 
for  first;  Hann,  '09,  second;  Breed,  '10,  third.  Height, 
5  ft.  5  in. 

Broad  Jump — Tilton,  '11,  first;  Rickard,  '10,  second; 
Reed,  '09,  third.    Distance,  19  ft.  5  in. 

Quarter  Mile  Run — Gould,  '11,  first;  Paige,  '12, 
second;  Elliott,  '09,  third.    Time,  572-5  sec. 

220-yard  Dash — Pitcher,  '10,  first;  Paige,  '12,  sec- 
ond; Meader,  '11,  third.    Time,  244-5  sec- 

Half  Mile  Run — McCulloch,  '09,  first;  Gould,  '11, 
second;  Hanna,  '09,  third.    Time,  2  min.  84-5  sec. 

High  Hurdles — K.  Reynolds,  '10,  first;  Q.  Rey- 
nolds, '11,  second;  Tuttle,  '09,  third.   Time,  18  1-5  sec. 

Pole  Vault — Thompson,  '09,  first;  Dole,  '11,  Clau- 
zel,  '12,  and  Smith,  '12,  tied  for  second.  Height,  9  ft. 
5  in. 

Shot  Put — Hann,  '09,  first;  Bell,  '11,  second;  Kling- 
beil,  '09,  third.    Distance,  38  ft.  1  in. 

The  relay  race  was  won  by  1909,  the  time  being 
3  minutes  and  42  seconds.  1910  was  second  and 
191 1  obtained  third  place.  The  score  was:  1909, 
393-6;  1911,  392-6;  1910,  23  1-2;  and  1912,  4. 

CROSS  COUNTRY 

In  the  scratch  cross-country  race  held  shortly  be- 
fore Thanksgiving,  W.  E.  Gould,  1911,  won  first 
place.  Gould,  therefore,  has  his  name  inscribed  on 
the  Faculty  Cup. 

The  winner's  time  was  32  minutes  382-5  seconds. 
This  was  fast  time,  considering  the  slippery  footing. 
Martin  J.  Hayes,  last  year's  winner,  and  M.  C. 
Dowling  won  second  and  third  places  respectively. 

1909  SOCCER  CHAMPIONS 

1909  and  1910  proved  themselves  equally  well 
matched  in  soccer,  each  team  tallying  one  point. 
Although  the  last  game  resulted  in  a  tie,  the  Seniors 
won  the  inter-class  soccer  championship,  as  they 
defeated  1910  in  an  earlier  game.  From  ihe  start, 
the  two  upper  class  elevens  proved  to  be  the  best 
teams,  but  in  comparing  the  first  game  between  the 
senior  and  middle  elevens  with  the  final  contest, 
the  improvement  of  both  teams  was  very  noticeable. 
At  first  the  team  work  was  very  ragged,  and  there 
was  a  surprising  lack  of  knowledge  of  the  rudiments 
of  the  game.  But  in  the  final  game  both  classes  put 
on  the  field  well  organized  and  fast  teams.  There 
is  plenty  of  room  for  improvement  when  soccer  is 
again  taken  tip  in  the  spring,  but  the  game  seems 
to  have  established  a  pretty  firm  foothold  among  in- 
ter-class sports. 
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ATHLETIC  ASSOCIATION  ACCOUNT  WITH 
TRUSTEES  OF  PHILLIPS  ACADEMY 

Jan.  i  — 1908 

Balance  due  on  Brothers  Field     $  11,888.52 
Sewer  Assessment  549-15 
Interest  at  4  per  cent  487.86 
Labor,  Stock  etc.  for  Tennis,  Hockey, 
Foot  Ball,  Base  Ball  and  Track  1239.34 


Paid  October 
Paid  November 
Paid  December 


$  3,052.67 
2,000.00 
1,500.00 


$  14,184.87 


$  6,552.67 

Balance  due  January  1  —  1909.  $  7,632.20 

P.  S.  PAGE 

Chairman 

STATEMENT  OF  RECEIPTS  AND 
EXPENDITURES 


September  1907- 

General  Expense 
Suspense 
Foot  Ball 
Base  Ball 
Tennis 
Hockey 
Basket  Ball 
Track 


•August  ic 
36448 

3676.86 
3600.87 
224.30 
222.35 
467.97 
1320.69 


92.61 

231932 
2210.54 

19477 
14770 

491-35 
1540.44 


$  9877.52       $  8808.57 
♦Includes  $1500.00  paid  Trustees  Phillips  Academy. 

F.  A.  GOODHUE 

(Grad.  Treas.) 

ALUMNI  NEWS 


NORTHWESTERN  ALUMNI  ASSOCIATION 
The  following  letter  was  mailed  early  in  the  sum- 
mer to  alumni  of  the  school  who  are  now  living 
jin  the  Northwest. 

Fellow  Alumni: — 

This  is  to  notify  you  of  the  birth  of  the  Phillips 
And  over  Alumni  Association  of  the  Northwest.  If 
you  are  one  of  the  thirty  loyal  sons  who  foregathered 
at  the  Minneapolis  Club  on  Saturday,  Jan.  18,  '08 
for  the  preliminary  first  Annual  Banquet  you  are 
already  reimbued  with  the  spirit  of  Andover.  If 
not,  the  chance  awaits  you. 
At  the  above  banquet  the  following  were  present: 
A.  W.  Abbott,  '59;  L.  W.  Rundlett,  '64;  F.  H. 
Beardman,   '65,   Franklin    Benner,   '72;   Henry  E. 
Barnes,  '80;  Isaac  Lincoln,  P.  S.,  '80;  W.  D.  Wash- 
b«n,  Jr.,  '83;  H.  Watson,  '83;  James  Paige,  '84; 
Charles  C.   Bovey,  '86;  John   Crosby,  '86;   C  A 
Weyerhaueser,  P.  S,  '87;  H.  P.  Dewey,  '87;  R  M 
Weyerhaueser,  P.  S„  '88;  A.  E.  Stearns,  '90;  G.  C 
Christian,  '91;  F.  E.  Weyerhaueser,  '92;  W.  B.  Jor- 
dan, Jr.,  '00;  M.  M.  Cochran,  '00;  K.  P.  Grant,  P.  S. 


'02;  Edwin  White,  '02;  W.  W.  Grant,  '03;  S.  S. 
Stuart,  '05;  H.  H.  Johnson,  '05;  Roy  H.  Williams, 
P.  S.,  '05;  C.  Winslow  Elliott,  '05. 

The  long  distance  cup  was  awarded  to  Isaac 
Lincoln,  P.  S.  '80,  of  Aberdeen,  S.  D. 

Mr.  Alfred  E.  Stearns,  Principal  of  the  the  School, 
came  West  for  the  meeting  and  his  talk  with  sterop- 
tican  views  of  Andover,  past  and  present,  was  a 
great  treat.  It  was  especially  so  to  those  who,  for 
lack  of  organization  in  the  Northwest,  have  found 
no  means  of  keeping  in  touch  with  the  school. 

The  following  business  was  transacted:  It  was 
unanimously  decided  that  a  permanent  Alumni  Asso- 
ciation be  formed  and  that  the  Alumni  Dinner  be 
made  an  annual  affair.  The  following  committee 
was  appointed  to  organize  and  elect  officers;  W. 
D.  Washburn,  Jr.,  John  Crosby,  C.  C.  Bovey,  F.  E. 
Weyerhaueser,  Edwin  White.  This  committee  met 
on  March  ri,  '08,  at  the  Minneapolis  Club  and  begs 
.to  report  as  follows: 

1.  The  name  of  this  organization  shall  be  THE 
PHILLIPS  ANDOVER  ALUMNI  ASSOCIATION 
OF  THE  NORTHWEST. 

2.  Its  purpose  shall  be  to  bring  about  a  closer 
association  of  the  Alumni  with  a  view  toward  keep- 
ing in  touch  with,  and  being  of  service  to  the  school. 

3.  Its  officers  shall  be  a  President,  a  Vice-Presi- 
dent, a  Secretary  and  a  Dinner  Committee  of  three 
members. 

4.  Annual  dues  shall  be  $1  (which  please  remit 
at  your  convenience  to  the  secretary). 

The  officers  chosen  for  the  year  1908  are  as  fol- 
lows: President,  F.  E.  Weyerhaueser,  '92;  Vice- 
President,  John  Crosby,  '86;  Secretary,  Edwin  White, 
'02.  Dinner  Committee,  M.  Cochran,  Chairman; 
Franklin  M.  Crosby  and  W.  D.  Washburn,  Jr. 

The  next  annual  dinner  will  be  held  in  St.  Paul 
probably  during  the  last  week  in  December  when 
a  number  of  under-graduates  will  be  able  to  attend. 

You  will  be  kept  posted  as  to  the  plans  and  aims 
of  the  Alumni  Association  and  your  co-operation 
is  earnestly  requested. 

Yours  for  more  of  the  Andover  Spirit. 

W.  D.  Washburn,  Jr. 
John  Crosby, 
C.  C.  Bovey, 
F.  E.  Weyerhaueser, 
Edwin  White 
Address  correspondece  to  Edwin  White,  Secy., 
236  Endicott  Building,  St.  Paul,  Minn. 

CLASS  OF  '99  PLANS  FOR  DECENNIAL 

Sugdcn  was  present  at  a  P.  A.  and  P.  S.  '99  dinner 
arranged  by  Littlcfield  and  Fox  at  the  Yale  Club, 
in  New  York  City,  for  '99  men  Iwing  in  and  about 
New  York  City,  on  the  evening  of  December  28th, 
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1908,  and  which  was  arranged  especially  for  the 
purpose  of  Sugden's  meeting  these  men  and  discus- 
sing and  advising  with  them  concerning  plans  for 
the  reunion  and  dinner  at  Andover  on  June  23d, 
next.  The  meeting,  though  held  during  the  holiday 
season,  and  at  a  time  when  those  men  in  New 
York  whose  homes  are  not  there,  were  absent  from 
the  City,  was  a  very  enthusiastic  one  and  there  were 
present  at  this  meeting  besides  Sugden,  Burnett, 
Ewell,  Fitch,  Hatch,  Holt,  Leonard,  Littlefield, 
Melczer,  Nathan,  Ogden,  Townsend,  and  Vanwinckle. 
Fox.  Houghton,  Howard,  Stern,  Stiles  and  Williams 
notified  the  committee  they  would  be  present  but 
were  prevented  by  unfores  een  business  engagements, 
and  Ruff  wrote  that  he  was  prevented  from  attend- 
ing because  the  notice  of  the  meeting  had  only 
reached  him  that  day,  and  he  was  unable  to  make 
arrangements  to  leave  his  business  at  Bridgeport, 
Conn.,  on  such  short  notice,  otherwise  he  would 
have  been  present. 

Plans  concerning  the  reunion  were  taken  up  and 
discussed  in  detail,  and  the  following  tentative  ar- 
rangements were  decided  upon. 

First.— The  members  of  the  class  will  meet  as 
early  as  possible  at  Andover  on  Wednesday  morning, 
June  23d,  1909,  and  will  attend  the  exercises  in  a 
body,  and  if  possible  to  do  so  without  interfering 
with  the  Commencement  exercises,  a  base  ball 
game  will  be  played  between  nines  picked  from 
the  single  and  married  men  of  the  class. 

Second— As  a  badge  or  distinctive  emblem,  a 
white  outing  hat  with  the  figures  '99  on  it,  will  be 
furnished  to  all  members  of  the  class  by  the  Com- 
mittee, to  wear  at  the  reunion,  and  a  band  will  be 
engaged. 

Third.— The  men  will  attend  the  Alumni  dinner  in 
a  body  at  the  Gymnasium,  at  Andover,  on  Wednes- 
day, June  23d,  at  1  o'clock  P.M. 

Fourth.— If  possible  to  do  so,  arrangements  will 
be  made  for  as  many  of  the  men  as  desire  to  do  so, 
to  go  out  to  Allen  Hinton's  at  Sun  Set  Rock,  im- 
mediately after  the  Alumni  dinner  is  over. 

Fifth. — Special  electric  cars  will  be  arranged  for 
to  take  the  men  from  the  top  of  Andover  hill  into 
Boston,  after  the  exercises  at  Andover  are  over. 

Sixth. — The  class  dinner  will  be  held  in  some  Hotel 
in  Boston,  to  be  selected  later,  on  Wednesday  even- 
ing, June  23d,  1909,  at  about  8.00  o'clock  P.  M. 

Seventh. — It  was  decided  at  this  meeting  to  levy 
an  assessment  of  $5.00  on  every  man  of  the  class, 
which  sum  will  cover  and  pay  for  the  ticket  to  the 
class  dinner  on  Wednesday  night,  the  class  hat, 
the  transportation  from  Andover  to  Boston,  and 
the  necessary  printing.  This  assessment  of  $5.00 
will  not  be  considered  as  a  subscription  to  the  class 
fund. 
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This  assessment  of  $5.00  for  dinner,  hat  and  trans- 
portation is  now  due,  and  checks  may  be  sent  to 
Walter  S.  Sugden,  Treasurer,  Sistersville,  W.  Va. 

It  will  be  impossible  for  the  dinner  committee  to 
arrange  a  class  dinner  unless  the  tickets  for  the 
dinner  are  sold  some  time  prior  thereto,  for  the 
reason  that  it  will  be  impossible  to  know  exactly 
how  many  plates  to  arrange  for,  and  although  we 
are  aware  that  many  men  will  not  be  able  to  decide 
definitely  whether  or  not  they  will  attend  the  dinner 
until  within  a  day  or  so  of  that  date,  yet  it  is  im- 
possible for  the  Committee  to  arrange  for  the  dinner 
on  any  other  plan  than  that  outlined  above.  Any 
balance  remaining  from  the  dinner  assessment  will 
be  turned  into  the  class  fund  so  that  should  a  man 
send  his  $5.00  assessment  and  be  unable  to  attend  the 
dinner,  this  assessment  will  be  turned  over  to  the 
class  fund.  Of  course  the  hats  will  have  to  be  con- 
tracted for  several  weeks  in  advance  and  a  suffi- 
cient number  to  supply  every  man  who  is  liable  to 
attend,  and  for  the  special  cars  from  Andover  to 
Boston,  the  committee  will  have  to  guarantee  a 
definite  number  of  men,  so  that  we  trust  that  you 
will  see  that  the  only  feasible  way  to  make  these 
arrangements  is  to  have  the  dinner  assessment  paid 
in  now  as  early  as  possible.  Please  send  in  your 
check  at  once — postage  counts  up  rapidly. 

Eight. — The  men  living  in  and  about  New  Yorlj 
City  will  charter  a  special  sleeper  which  will  be  at- 
tached to  the  midnight  train  leaving  New  York 
Tuesday,  June  22nd,  and  which  will  arrive  in  Boston 
early  Wednesday  morning. 

We  invite  suggestions  and  criticism  of  the  above 
tentative  plans  from  men  of  the  class.  The  class 
fund  is  rapidly  and  satisfactorily  increasing. 

Walter  S.  Sugden,  Treas. 

On  October  31st,  1908,  Sugden,  Sol  Metzger,  Kim- 
ball, Nevin,  McClintock,  Skinner  and  Liggett,  '03, 
had  a  dinner  together  at  the  Fort  Pitt  Hotel  in 
Pittsburg,  Pa.,  and  spent  the  evening  together  dis- 
cussing plans  for  the  reunion  ond  dinner  at  An- 
dover next  June.  Sugden  has  just  completed  plans 
to  meet  the  '99  men  in  New  York  Ctiy  to  consult 
and  advise  with  them  over  the  same  matters  and 
everything  points  to  a  most  successful  time  next 
June.  The  Alumni  Dinner  will  be  held  at  Andover 
on  Wednesday,  June  23d  and  on  the  next  day  at. 
Cambridge  will  be  played  the  first  game  of  the 
baseball  series  between  Harvard  and  Yale,  making 
it  thus  convenient  for  the  men  who  attend  the  dinner 
to  take  in  the  game. 

'99  STATISTICS 
We  have  been  most  agreeably  surprised  at  th 
number  of  replies  and  personal  letters  we  have  r* 
ceived  and  are  receiving  from  the  men  of  the  clas 
in  response  to  our  effusion  of  Nov.  30th  and  it  is 
an  indication  to  us  that  the  men  of  the  class  an 
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taking  the  interest  in  this  undertaking  home  to 
themselves,  which  is  the  result  to  be  desired,  and 
as  a  result  of  that  circular  letter  we  are  able  to 
report  twelve  more  men  as  follows: 

BROWN,  James  Erroll  —  Physician;  graduated 
from  the  Western  University  of  Pennsylvania  with 
the  class  of  1904;  address,  6319  Broad  Street,  Pitts- 
burg, Penna. 

BURBANK — Civil  Engineer.  Assistant  Engineer 
of  Grand  Trunk  Pacific  Railway,  stationed  at  Prince 
Rupert,  B.  C,  Canada.  Home  address  is  Plympton, 
Mass. 

CURTISS,  Joseph  Toy  —  Travelling  Salesman. 
Simsbury,  Conn.  Married  Abigail  Goodrich  Eno, 
Dec.  19th,  1899  at  Simsbury,  Conn.  Son  Joseph  Toy 
Curtiss,  Jr.,  born  May  8th,  1901  at  Simsbury,  Conn.; 
Son  Austin  Eno  Curtiss,  born  June  15th,  1907  at 
Ottawa,  Canada. 

BULKELEY,  Frank  Stedman,  Physician,  Married 
Miss  Carolyn  Robinson,  June  29,  1903,  at  Ayer,  Mass. 
Address,  Ayer,  Mass. 

COMINGS,  Charles  Royce  —  Publisher  and  book- 
seller. Veteran  of  the  Spanish  War  and  Phillipine 
Insurrection.  Married  Miss  Elizabeth  Lea  on  June 
'  28,  1906  at  Bellevue,  Neb.;  son  Sharks  Lea 
Comings  born  May  23,  1907;  son  Fred  Andrew 
Comings  born  July  5,  1908  —  both  at  Oberlin,  O. 
1  Address,  37  West  College  Street,  Oberlin,  Ohio. 

DRUEHL,  Hugo  W.,  —  Druggist,  with  Smith 
Drug  Co.,  Salt  Lake  City,  Utah.  Married  Miss  Sylvia 
Cohn  Nov.  12,  1908  at  New  York  City.  Home  ad- 
dress is  89  N  Street,  Salt  Lake  City,  Utah. 

ELLIOTT,  George  Perley — Newspaper  publisher. 
The  Union  Publishing  Co.,  Manchester,  N.  H.  Is  a 
member  of  present  House  of  Representatives.  Home 
address  342  Bridge  Street,  Manchester,  N.  H. 

FISH,  Harold  Latham — Member  of  New  York 
Stock  Exchange;  business  address  16  Nassau  Street, 
New  York  City.  Married  Dec.  10,  1900  to  Miss 
Elizabeth  Hollister  at  Rutherford,  N.  J.  Daughter 
Elizabeth  Hollister  Fish  born  Dec.  31,  1904;  daughter 
Anne  Hollister  Fish  born  Jan.  20,  1907.  Home  ad- 
dress 97  Joralemon  Street,  Brooklyn,  N.  Y. 

KENYON,  Alfred  Sandford  —  Drop  Forging  — 
with  General  Drop  Forging  Co.,  1738-1756  Elmwood 
Avenue,  Buffalo,  N.  Y.  Married  Katherine  Lee 
North,  daughter  of  Rev.  and  Mrs.  Walter  North  of 
Buffalo,  N.  Y.,  April  22,  1908  at  Buffalo.  Home 
address  15  Bidwell  Parkway,  Buffalo,  N.  Y. 

EDGELL,  Corbin  —  Attorney.  Business  address, 
2  Rector  Street,  N.  Y.  City.  Home  address,  42 
West  35th  Street,  N.  Y.  City. 

PARKER  —  Ernest  Lawrence  —  Physician.  Mar- 
ried Miss  Sally  Leeds  Bufford  October  8th,  1906,  in 
Trinity  Church,  Boston,  Mass.  Daughter,  Louise 
Lawrence  Parker,- born  August  10,  1907,  Worcester, 
Mass.  Business  address  11  Elm  Street.  Home  ad- 
I  dress,  12  Massachusetts  Avenue,  Worcester,  Mass. 
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TYLER,  William  Butler  —  Banking,  assistant 
auditor  with  Fisk  &  Robinson.  Married  Miss  Mary 
Benham  Wolverton  Feb.  18,  1905  at  New  Haven, 
Conn.  Daughter,  Elizabeth  Pierpoint  Tyler,  born 
Nov.  27,  1905  at  Plainfield,  N.  J.  Business  address 
care  Fisk  &  Robinson,  35  Cedar  Street,  New  York 
City.  Home  address  122  East  9th  Street,  Plainfield, 
N.  J. 

In  our  last  report  we  complimented  Schultz  on 
being  the  only  member  of  the  class  who  was  the 
father  of  two  children;  we  can  now  extend  the  same 
compliment  to  Fish,  and  to  Klock,  each  of  whom 
is  the  parent  of  two  young  ladies,  and  also  to  Nich- 
olas who  is  the  father  of  a  young  man  and  a  young 
lady.  Fitch  and  Townsend  have  lately  joined  the 
flock  of  class  paters  who  can  boast  of  one  ewe  lamb 
while  Druehl,  Kenyon  and  Leonard  are  the  latest 
members  of  the  class  to  join  the  ranks  of  that  rapidly 
growing  army  of  benedicts  and  we  understand  that 
another  prominent  man  of  the  class  has  enlisted 
and  will  be  properly  enrolled  before  our  next  report. 
Only  a  respect  for  his  innate  modesty  causes  us 
to  withold  his  name. 

Our  class  can  now  boast  of  two  Honorables  among 
its  number.  The  first  man  to  be  entitled  to  this 
prefix  is  George  Perley  Elliott,  who  while  in  school 
was  '99's  most  prominent  man;  he  being  president 
of  P.  S.  three  terms,  besides  managing  the  class  nine 
in  the  spring  of  '97  and  being  the  class's  represen- 
tative on  the  nines  and  elevens  —  being  also  cap- 
tain of  the  latter.  Bushong  is  also  entitled  to  the 
same  honor,  having  been  elected  to  the  Pennsylvania 
legislature  last  November. 

Our  class  fund  is  very  near  the  $900  mark  and 
slowly  but  steadily  increasing,  and  approaching  the 
mark  we  have  set  for  the  class  total,  $1500.  We 
might  also  add  that  our  reports  in  the  Bulletin  are 
causing  a  stirring  around  in  the  subsequent  classes 
and  we  are  already  in  receipt  of  several  letters  from 
members  of  junior  classes  relating  to  class  reunions 
and  one  man  in  particular  warns  us  that  when  his 
class  lines  up  for  their  first  decennial  that  the  record 
we  are  making  will  go  smash.  We  will  stand  by 
and  watch  them  do  it. 

Walter  S.  Suoden,  Treas. 

Sisterville,  W.  Va. 
Dec.  19th,  1908. 

ADDITIONAL  1899  NOTES 

1899 — Hugh  Archibald  has  left  Creighlon,  Ga.,  and  is 
a  mining  engineer  wilh  the  D.  L.  &  W.  Ry.  and  located 
at  Scranton,  Pcnna.  He  leaves  in  January  for  Hon- 
duras to  examine  some  gold  prospects  in  that  region. 
His  permanent  address  is  236  Monroe  Avenue,  Scranton, 
Penna. 
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1899 — George  Stanleigh  Arnold  is  at  present  District 
Law  Officer  of  the  United  States  Forest  Service  for  Dis- 
trict No.  2,  consisting  of  Colorado,  Wyoming,  North  and 
South  Dakota  and  Minnesota  with  offices  in  the  Majestic 
Building,  Denver,  Col.  His  permanent  address  is  care 
Forest  Service,  Washington,  D.  C. 

1899 — Everett  Elijah  Belding  was  elected  to  the  city 
council  of  the  city  of  Springfield,  Mass.,  at  the  city  election 
of  Dec.  8th,  1908. 

1899 — Robert  Grey  Bushong  was  elected,  at  the  last 
general  election  in  Pennsylvania,  representative  to  the 
General  Assembly  from  the  county  of  Berks. 

1899 — Robert  Emmet  Digney  is  a  member  of  the  law 
firm  of  Digney  &  Horton  with  offices  at  133  Railroad 
Avenue,  White  Plains,  N.  Y.  He  married  Miss  Mabel 
C.  Plummer  in  King's  Chapel,  Boston,  Mass.,  on  Sept.  7, 
1906. 

1899 — Married  in  New  York  City  on  Nov.  12,  1908,  Miss 
Sylvia  Cohn  and  Hugo  William  Druehl.  They  reside  at 
89  N.  Street,  Salt  Lake  City,  Utah,  where  Mr.  Druehl  is 
in  the  drug  business  with  the  Smith  Drug  Co. 

1899 — George  Perley  Elliott  is  a  member  of  the  present 
House  of  Representatives  from  New  Hampshire.  His 
address  is  342  Bridge  Street,  Manchester,  N.  H. 

1899 — Born  to  Mr.  and  Mrs.  Morton  Cross  Fitch,  at 
their  home  at  49  Claremont  Avenue,  New  York  City,  on 
July  23d,  1908,  a  daughter  who  has  been  named  Marjorie. 

1899 — Henry  Farrand  Griffin  is  president  of  the  newly 
organized  Griffin  Double  Thread  Car  Wheel  Company  of 
Buffalo,  N.  Y. 

1899 — Mr.  and  Mrs.  Welcome  Jencks  of  Manchester, 
N.  H.,  have  announced  the  engagement  of  their  daughter. 
Miss  Elizabeth  Jencks,  to  Theodore  Hugh  Nevin  of  3 
Linden  Avenue,  Sewickley,  Penna. 

1899 — Alfred  Sandford  Kenyon  was  married  on  April 
22,  1908  to  Miss  Katherine  Lee  North  in  Buffalo,  N.  Y., 
and  resides  at  15  Bidwell  Parkway  in  the  same  city.  He 
is  with  the  General  Drop  Forging  Co. 

1899— Born  to  Mr.  and  Mrs.  Charles  N.  Kimball,  at 
their  home  at  823  Main  Street,  Sistersville,  W.  Va.,  on 
January  10th,  1909,  a  daughter  who  is  their  second  child; 
she  has  been  named  Mary  Boydston  Kimball. 

1899 — Born  to  Mr.  and  Mrs.  Mabie  Crouse  Klock,  at 
their  home  at  809  Walnut  Avenue,  Syracuse,  N.  Y.,  on 
June  3d,  1908,  a  second  daughter  who  has  been  named 
Laura  Tenney. 

1899 — Married  on  Sept.  15th,  1908  at  Bretton  Hall, 
New  York  City,  Miss  Edith  Asquith  and  George  Everson 
Leonard.  Henry  Chandler  Holt,  '99  was  best  man  and 
the  following  '99  men  were  present :  Theodore  E.  Burnett, 
Morton  C.  Fitch,  James  A.  Hatch,  Charles  W.  Littlefield, 
Alfred  T.  Ogden  and  Norman  L.  Snow.  Mr.  and  Mrs. 
Leonard  spent  their  honeymoon  in  Europe  and  are  now 
at  home  to  their  friends  at  Ellerslie  Court,  141st  Street 
&  Broadway,  New  York  City. 

!899 — Richmond  Mortimer  Levering  is  president  of 
the  Indian  Refining  Company  with  offices  in  the  First 
National  Bank  Building,  Cincinnati,  Ohio. 

1899 — Sol  Metzger  was  head  coach  of  the  foot  ball 
eleven  of  the  University  of  Pennsylvania  during  the  sea- 
son just  ended  and  under  his  leadership  and  coaching 
Pennsylvania  was  represented  on  the  gridiron  with  one 
of  the  best  elevens  in  its  history.  The  eleven  won  every 
game  on  its  schedule  except  that  with  the  Carlisle  Indians 
which  resulted  in  a  tie  game ;  Michigan  was  defeated  by 


a  score  of  29-0  and  Cornell  by  a  decisive  score. 

1899 — Born  to  Mr.  and  Mrs.  Edward  Mithoff  Nicholas, 
at  their  home  at  1616  Hawthorn  Street,  Columbus,  Ohio, 
on  April  26th,  1908,  a  daughter  who  has  been  named 
Helen  Falciner.    This  is  their  second  child. 

1899 — Frederick  Lorraine  Orlady  is  practicing  law  in  the 
office  of  Dalzell,  Fisher  &  Hawkins  with  offices  at  450 
Fourth  Avenue,  Pittsburg,  Penna.  He  did  considerable 
stump  speaking  during  the  campaign  just  closed  in  the 
interests  of  the  Republican  party  and  of  Hon.  John 
Dalzell,  who  was  a  candidate  to  succeed  himself  in  con- 
gress. 

1899 — Born  to  Mr.  and  Mrs.  Erling  Cornelius  Ostby, 
at  their  home,  61  Cook  Street,  Providence,  R.  I.,  on  Dec- 
ember 4,  1908,  a  daughter  who  has  been  named  Virginia 
Brown  Ostby. 

1899 — Charles  Norton  Perrin  is  with  Taylor  &  Crate, 
hardwood  lumber  manufacturers,  Prudential  Building, 
Buffalo,  N.  Y.  His  home  address  is  47  Highland  Avenue, 
Buffalo,  N.  Y. 

1899 — Chester  Bennett  Smith  is  spending  the  winter 
hunting  near  Shreveport,  La.  He  will  not  return  north 
until  about  March  1st;  his  permanent  address  is  care  The 
Union  Metallic  Cartridge  Co.,  315  Broadway,  New  York 
City. 

1899 — Walter  Smith  Sugden  was  one  of  the  men  ap- 
pointed by  the  Central  Board  of  Officials  of  the  American 
Intercollegiate  Rules  Committee  to  officiate  at  foot  ball 
games  in  the  middle  west ;  he  officiated  at  a  number  of 
important  games  in  Pittsburg,  Pa.,  Marietta,  O.,  and  Wash- 
ington, Pa. 

1899— Born  to  Mr.  and  Mrs.  Edward  Perry  Townsend, 
at  their  home  at  306  West  80th  Street,  New  York  City, 
on  October  1st,  1908,  a  daughter  who  has  been  named 
Frances. 


STUDENTS  AT  ANDOVER  BEFORE  1880 


It  would  hasten  forward  the  Biographical  Catalogue  of 
the  Academy  and  insure  accuracy  as  well  as  lessen  expense 
if  all  students  of  Phillips  who  entered  the  institution  be- 
fore 1880  would  answer  the  following  questions  and  mail 
the  same  to  "Biographical  Catalogue,  Phillips  Academy, 
Andover,  Mass."  Name  in  full,  date  of  birth,  place  of 
birth,  age  at  entering,  time  of  leaving,  name  of  father, 
maiden  name  of  mother  in  full,  college  with  year  of 
graduation,  college  degrees,  Civil  War  or  Spanish  War 
record,  civil  or  political  offices  held,  literary  work  done, 
present  address,  occupation. 


It  is  requested  that  death  notices  and  wedding  announce- 
ments be  sent  to  Phillips  Bulletin,  Andover,  Mass.,  in 
order  that  these  records  be  complete  and  accurate. 

January  i  to  December  31,  1908 
Edited  by  George  T.  Eaton,  P.  A.  '73 

DEATHS 

1835 — Calvin  Leland,  died  at  Natick,  30  May. 
1841 — Samuel  Emerson,  died  at  Charlottesville,  Va.,  18 
Jan. 

1845 —  Henry  Thomas  Kimball,  died  at  North  Andover, 
17  Feb. 

1846 —  Charles  Lowell  Pearson,  died  at  Boston,  8  Jan. 

1847 —  Robert  Thompson,  died  at  Vallejo,  Cal.,  10  Feb.' 
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1847 — James  Gardiner  Vose,  died  at  Providence,  R.  I., 
13  March. 

1853 — John  Burnham  Brown,  died  at  Ipswich,  10  Sept. 
1853 — George  William  Webster  Dove,  died  at  Andover, 
24  Oct. 

1853 —  William  Greenough  Harding,  died  at  Pittsfield,  19 
May. 

1 83 3 — Jacob  Farnum  Holt,  died  at  Philadelphia,  Pa., 
30  Aug. 

1854 —  William  Badger,  died  at  Flushing,  N.  Y.,  13  Feb. 

1854 —  Joseph  Wales  Clift,  died  at  Rock  City  Falls,  N. 
Y.,  2  May. 

1855 —  John  Peaslee  Brown,  died  at  Springfield,  19  Sept. 

1855 —  Samuel  Farnum  Chapin,  died  at  Erie,  Pa.,  12  June. 

1856 —  Alonzo  Brayton  Ball,  died  at  Boston,  24  Oct. 

1857 —  Isaac  Morse  Abbott,  died  at  Philadelphia,  Pa., 
3  Jan. 

1857 — Allen  Campbell  Barrows,  died  at  Columbus,  O., 

19  Jan. 

1857 — David  Henry  Brown,  died  at  Medford,  21  Feb. 

1857 —  Joseph  Augustine  Scranton,  died  at  Scranton,  Pa., 
12  Oct. 

1858 —  John  Harvey  Treat,  died  at  Pittsfield,  N.  H., 
8  Nov. 

1859 —  Charles  William  Flint,  died  at  Andover,  5  Dec. 

1860 —  -Francis  Townsend  Hazlewood,  died  at  Lynn,  22 
Jan. 

1860 —  Elias  Wilkins  Howe,  died  at  West  Medford,  28 
Jan. 

1861—  — -Walter  Irving  Stevens,  died  at  Haverhill,  15  Jan. 

1862 —  Samuel  Southmayd  Curtiss,  died  at  New  York, 
N.  Y.,  24  Sept. 

1863 —  Eleazer  Giles  Lemon,  died  at  New  York,  N.  Y., 
27  Oct. 

1864 —  Azel  Ames,  died  at  Danvers,  12  Nov. 

1865 —  Austin  Sanford,  died  at  Albany,  N.  Y.,  28  Dec. 

1868—  Marcello  Hutchinson,  died  at  Lynnfield  Centre, 

20  April. 

1869—  — Charles  Henry  Spafford,  died  at  Rockford,  111., 
3  Jan. 

1870 —  George  Henry  Pearson,  died  at  Andover,  24  Sept. 
1873 — George  Goddard  Convers,  died  at  Naples,  Italy, 

10  March. 

1873 —  Henry  Martyn  Plumer,  died  at  Rochester,  N.  H., 
2  Dec. 

1874 —  Treat  Campbell,  died  at  New  York,  N.  Y.,  12  Feb. 

1875 —  Frederick  Pearson,  died  at  Andover,  20  May. 
1879 — Daniel  Appleton  White,  died  at  Chicago,  111.,  1 

Sept. 

1886 — George  Silas  West,  died  at  Gerardstown,  W.  Va., 
20  Feb. 

1890 — Edward  Franklin  Page,  died  at  Lawrence,  9  Feb. 
1890 — William  Hollis  Pond,  died  at  North  Attleboro, 
31  March. 

1894 — William  Stevens  Ray,  died  at  Brooklyn,  N.  Y., 
7  July. 

'895 — Frederic  Samuel  Hurlburt,  died  at  New  Haven, 
Conn.,  17  April. 

'890 — George  Montgomery  Chadwell,  died  at  Indianapolis, 
Ind.,  23  Sept. 

1899 — Albert  Hilcman,  died  at  Hollidyasburg,  Pa.,  6  May. 
1899 — Eben  Perry  Sturges,  died  at  Silver  City,  N.  M., 
23  Feb. 


1902- — Siragan  Stephen  Azhderian,  died  at  Los  Angeles, 
Cal.,  12  March. 

1902 — Robert  Lincoln  Clark,  died  at  Lake  Geneva,  Switz- 
erland, 27  Sept. 

1902 — Theodore  Munroe  Hall,  died  at  Oakland,  Cal.,  26 
Jan. 

1904 —  William  Douglas  Dick,  died  at  Andover,  28  Feb. 

1905 —  William  Galbraith  Erving,  died  at  El  Paso,  Tex., 
25  Jan. 

1909 — Everett  Pearsall  Viele,  died  at  Glens  Falls,  N.  Y., 
23  Oct. 

1909 — Winship  Walton,  died  at  Wakefield,  25  April. 
1909 — Raymond  Chapin  Wells,  died  at  Chicago,  111.,  26 
June. 


MARRIAGES 

1877 — Chauncey  Rose  Winslow  and  Alice  Louisa  Sibson, 
at  Geneva,  Switzerland,  2  March. 

1882 — Ernest  Bottomley  and  Edith  Ollerenshaw,  at  Hali- 
fax, England,  1  Sept. 

1885 — George  Waldo  Waterman  and  Claribel  Moulton, 
at  Boston,  24  Oct. 

1888 — Harry  Woolen  and  Mrs.  Marguerite  Salter,  at 
Indianapolis,  Ind.,  2  July. 

1890 — Wheelock  Tenny  Craig  and  Nettie  Cora  Brown, 
at  Uxbridge,  24  Dec. 

1890 — Arthur  Gray  Cummings  and  Grace  E.  Wood,  at 
Middleboro,  21  Oct. 

1892 — Philip  Ray  Allen  and  Anne  Lawrence  Kirkham, 
at  Hastings-on-Hudson,  N.  Y.,  7  Nov. 

1892 —  Herbert  Bowman  Lang  and  Katherine  Loretta 
Clarke,  at  Dorchester,  21  Oct. 

1893 —  Harrison  Jewell  Holt  and  Helen  Clifford  Brown, 
at  Portland,  Me.,  29  April. 

J893 — Frank- Ward  Howard  and  Louise  Currier,  at  Lynn 
S  Feb. 

1894 —  Julian  Starkweather  Mason  and  Florence  Grey, 
at  Chicago,  111.,  1  June. 

1894 —  Everett  Lee  Millard  and  Elizabeth  Bell  Boynton, 
at  Highland  Park,  111.,  17  June. 

1895 —  Mason  Tyler  Adams  and  Juliette  Emily  Hubbell, 
at  New  York,  N.  Y.,  31  Oct. 

1895 — Ike  Bourne  Dunlaj)  and  Helen  James,  25  Jan. 

1895 —  Clement  Fessenden  Merrill  and  Bertha  Isabel 
Smith,  at  Winchester,  12  May. 

1896 —  Edward  Clark  Carter  and  Alice  Olin  Draper,  at 
Dark  Harbor,  Me.,  5  Aug. 

1896 —  Sidney  Frank  Shattuck  and  Ruth  Harwood,  at 
Appleton,  Wis.,  29  Dec. 

1897 —  Richard  Henry  Edwards  and  Anna  Rachel  Camp, 
at  Chicago,  111.,  6  Aug. 

1897 — Alexander  Harris  Wadsworlh  and  Alice  May 
Smith,  at  Worcester,  18  Jan. 

1897 —  Arthur  Jewett  Young  and  Madeleine  Carter,  at 
Sherborn,  28  June. 

1898 —  Shirley  Gregory  Ellis  and  Anita  M.  Rennie,  at 
New  York,  N.  Y.,  28  March. 

1898 — Henry  Clay  Hawkins,  Jr.,  and  Frances  Glidden 
Holt,  at  Claremont,  N.  H.,  24  June. 

1898 — Eugene  William  Leach  and  Katherine  Crossman, 
at  Taunton,  10  Oct. 

1898— Harry  Alfred  Peters  and  Rosamond  Katherine 
Zuck,  at  Gilroy,  Cal.,  1  Jan. 
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1899 — Langdon  Albright  and  Charlotte  Spaulding,  at 
Buffalo,  N.  Y.,  5  May. 

,899 — John  Joseph  Bartley  and  Margaret  E.  Desmond, 
at  Lawrence,  30  April. 

1899— Hugh  Galbraith  Christie  and  Kathryn  Grace 
Leavens,  at  Berkeley,  27  Feb. 

1899 — Hugo  William  Druehl  and  Sylvia  Cohn,  at  New 
York,  N.  Y.,  12  Nov. 

1899 — Alfred  Sandford  Kenyon  and  Katherine  Lee 
North,  at  Buffalo,  N.  Y.,  22  April. 

1$9g — George  Everson  Leonard  and  Edith  Asquith,  at 
New  York,  N.  Y.,  15  Sept. 

,899 — Charles  Norton  Perrin  and  Franc  Estelle  Foote, 
at  Rochester,  N.  Y.,  20  June. 

1899 —  Henry  Mitchell  Wallace  and  Louise  Andrews, 
at  Shelton,  Conn.,  28  March. 

,899— James  Earl  Whitin  and  Edgeworth  Paget  Whit- 
tall,  at  Worcester,  6  June. 

1900 —  Louis  Horace  Arnold  and  Edith  Collins,  at  Quincy, 
111.,  6  Oct. 

1900— Harlan  Hoge  Ballard  and  Alice  Whiting  Barker, 
at  Pittsfield,  18  June. 

1900 — Henry  Longfellow  Wadsworth  and  Marion  Lois 
Proctor,  at  Revere,  20  June. 

1900 —  Burnside  Winslow  and  Helen  Trowbridge  Carring- 
ton,  at  New  Haven,  Conn.,  15  Jan. 

1901 —  John  Cathie  Angus  and  Annie  Smart,  at  Andover 
22  Oct. 

I90i — Alden  Brooks  and  Hilma  Chadwick,  at  St.  Ives, 
England,  1 1  July. 

1 90 1 — Howard  Williams  Morey  and  Grace  Bedell  Clark, 
at  Buffalo,  N.  Y.,  20  April. 

i90I — John  Ebsworth  Owsley  and  Helen  Hall,  at  New 
Haven,  Conn.,  17  Nov. 

1901 —  William  Anthony  Schick,  Jr.,  and  Lotta  R.  Brad- 
burn,  at  New  York,  N.  Y.,  19  Dec. 

1902—  Charles  Randolph  Bennett  and  Lillian  May  Hunt, 
at  Brookline,  20  Oct. 

Ig02 — Ogden  Dutcher  and  Marion  E.  Schlingermann, 
at  New  York,  N.  Y.,  11  Nov. 

1902 — Charles  Hayward  Murphy  and  Rebecca  Knox 
Steele,  at  Chicago,  111.,  21  April. 

1902 —  Stanley  Morris  Wiley  and  Margaret  Kyle  Bene- 
dict, at  Chicago,  111.,  21  Nov. 

1903 —  Austin  Warmington  Andrews  and  Emma  S.  Wain- 
wright,  at  Philadelphia,  Pa.,  8  Jan. 

1903 —  George  Philip  Braun,  Jr.,  and  Vesta  McFatrich, 
at  Chicago,  111.,  16  March. 

,903 — William  Henry  Harrison  Cranmer  and  Margaret 
Wood,  at  Denver,  Col.,  27  May. 

ig03_Seth  Worth  Morton  and  Isabelle  M.  Gregory,  at 
Chicago,  111.,  1  Aug. 

1904 —  Robert  Daniels  Bardwell  and  Helen  Margaret 
Pillsbury,  at  Pittsfield,  26  March. 

1904 — David  Edward  Bigwood  and  Beryl  B.  Folder,  at 
Hyde  Park,  10  Dec. 

1904 — Charles  Meredith  DuPuy  and  Eunice  Ward  Parish, 
at  New  Haven,  Conn.,  24  June. 

1904 — Alan  Stotler  Evans  and  Anna  Mosgrove  Graff,  at 
Kittanning,  Pa.,  23  Sept. 

1904 — Chester  Byron  Kelley  and  Helen  Wingate,  at 
Winchester,  19  May. 

1904 — Fred  Hodgden  Thompson  and  Ethel  May  Down- 
ing, at  Bath,  Me.,  27  April. 


1905 — Thomas  Cullen  Gordon  and  Ruth  Perry,  at  Chi- 
cago, 111.,  7  Oct. 

1905 — Ira  John  Mix,  Jr.,  and  Alma  Elizabeth  Metcalf, 
at  Chicago,  111.,  23  Sept. 

1905 — Alexander  Wolfe  Powell  and  Charlotte  Goey,  at 
New  York,  N.  Y.,  6  Oct. 

1905 —  Lindsay  Sleeper  Smith  and  Zella  Zee  Queal,  at 
Minneapolis,  Minn.,  10  Aug. 

1906 —  Theodore  Tweedy  White  and  Margaret  Ely  Hoyt, 
at  Morristown,  N.  J.,  12  Oct. 

1908 — Albertus  Yale  Bartholomew  and  Lucia  Kathryn 
Huebinger,  at  Peoria,  111.,  2  Sept. 

PERSONALS 

1835 — Calvin  Leland  was  the  son  of  Calvin  and  Nabby 
Perry  Leland  and  died  in  Natick,  May  30,  1908,  at  the  age 
of  91  years. 

1843 — Edward  Shaw,  who  has  been  in  the  service  of  the 
U.  S.  government  from  1853  to  1908,  was  recently  given 
a  reception  on  his  84th  birthday  by  his  associates  in  the 
surgeon-general's  office  in  Washington,  D.  C. 

1845 — John  Quincy  Lund,  who  was  born  in  1828,  en- 
gaged in  mining  in  California  and  later  in  the  printing 
business  in  Boston,  is  now  living  in  Somerville. 

1848 — On  October  9,  1908,  in  North  Andover,  occurred 
the  golden  wedding  anniversary  exercises  of  Lieut.  Charles 
H.  Poor  and  his  wife,  who  was  Miss  Rebecca  Spofford. 

1853 — John  Burnham  Brown,  son  of  Manasseh  and 
Mary  Kinsman  Brown,  was  born  in  Ipswich,  December 
10,  1837.  He  was  a  contractor  and  builder  of  railways, 
owner  of  coal  mines  and  dealer  in  real  estate.  He  died 
September  10,  1908,  leaving  to  a  board  of  trustees  one 
million  dollars  to  establish  an  institution  in  Ipswich. 

1853 — George  William  Webster  Dove,  son  of  John  and 
Helen  M.  Dove,  was  born  in  Andover,  June  4,  1835.  He 
graduated  from  the  Lawrence  Scientific  School  of  Harvard 
University  in  1857.  April  30,  1861,  he  was  elected  First 
Lieutenant  of  the  1st  Mass.  Heavy  Artillery,  but  soon 
transferred  to  the  U.  S.  Navy  as  3rd  Assistant  Engineer. 
Served  on  board  the  Richmond  in  the  Gulf  Squadron 
under  Admiral  Farragut,  took  part  in  the  attack  upon 
Pensacola,  upon  Port  Hudson,  and  upon  Vicksburg,  and 
was  promoted  to  be  2nd  Engineer.  He  was  a  member  of 
the  Smith  &  Dove  Manufacturing  Company  of  Andover. 
He  prepared  a  map  for  Miss  Bailey's  History  of  Andover, 
founded  the  Raymond  Male  Quartette,  served  on  the  ex- 
ecutive committee  of  the  Alumni  Association  and  for 
nearly  thirty  years  gave  to  the  Academy  prizes  for  ex- 
cellence in  Latin.  Mr.  Dove  died  in  Andover,  October 
24,  1908. 

1853 —  Jacob  Farnum  Holt,  son  of  Farnum  and  Lucy 
Cummings  Holt,  was  born  at  Greenfield,  N.  H.,  July  24, 
1 83 1 ,  graduated  from  Harvard  in  1857,  and  from  the 
Medical  Department  of  the  University  of  Pennsylvania  in 
1859,  was  a  member  of  the  faculty  of  Philadelphia  Poly- 
technic College  until  1862,  when  he  entered  the  Civil 
War  as  Surgeon,  serving  until  1865.  He  was  a  professor 
of  anatomy,  physiology  and  hygiene  and  head  of  the  de- 
partment of  biology  in  the  Central  High  School  of  Phila- 
delphia for  41  years.  He  accompanied  Captain  Robert 
Peary  in  his  dash  for  the  North  Pole.  He  died  in  Phila- 
delphia, Pa.,  August  30,  1908. 

1854 —  Edward  T.  Fairbanks,  of  St.  Johnsbury,  is  a  Ver- 
mont State  Senator. 
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i8S5 — John  Peaslee  Brown,  son  of  Jonathan  and  Hannah 
Heath  Brown,  was  born  in  Raymond,  N.  H.,  October  12, 
■  8.33.  graduated  from  Dartmouth  in  i860  and  from  the 
Harvard  Medical  School  in  1865.  He  was  assistant  phy- 
sician in  the  New  Hampshire  Asylum  for  the  Insane  for 
thirteen  years  and  for  twenty-eight  years  was  Superin- 
tendent of  the  Insane  Hospital  at  Taunton.  Dr.  Brown 
'died  in  Springfield,  September  19,  1908. 

1855 —  Samuel  Farnum  Chapin  was  born  November  13, 
1833,  in  Butternut,  Otsego  Co.,  N.  Y.,  and  was  the  son 
jf  Joseph  and  Fannie  Farnum  Chapin.  He  was  graduated 
from  the  Yale  Medical  School  in  i860.  During  the  Civil 
War,  Dr.  Chapin  was  Assistant  Surgeon  in  the  30th  Penn. 
infantry,  Major  and  Surgeon  139th  Penn.  Infantry,  Chief 
Dperator  of  the  Third  Division  of  the  Sixth  Army  Corps, 
5urgeon-in-Chief  of  the  Second  Division  Sixth  Corps. 
Practiced  medicine  in  Wattsburg,  Pa.,  for  twelve  years. 
Served  as  School  Director  for  fourteen  years,  published 
'The  Sentinel,"  from  1875  to  1879.  Was  a  member  of  the 
3ennsylvania  Assembly  and  from  1889  to  1907  was  Sur- 
;eon-in-Chief  at  the  Soldiers'  and  Sailors'  Home  at  Erie, 
i?a.    Dr.  Chapin  died  at  Erie,  June  12,  1908. 

1856 —  Alonzo  Brayton  Ball  was  born  in  New  York  City, 
"ebruary  10,  1840,  the  son  of  Alonzo  S.  and  Elizabeth 
Vatson  Ball.  He  graduated  from  Yale  in  i860  and  from 
he  College  of  Physicians  and  Surgeons  in  1863.  He  had 
>een  physician  in  Bellevue,  in  St.  Luke's  Hospital,  in  the 
■Jew  York  Hospital  and  in  the  General  Memorial  Hospital, 
•le  was  professor  of  Clinical  Medicine  in  Columbia  and 
vas  a  member  of  many  medical  societies.  He  died  of 
meumonia  in  Boston,  October  24,  1908. 

1857 —  Joseph  Augustine  Scranton,  son  of  Joseph  Hand 
ttd  Eliza  Wilcox  Scranton,  was  born  July  26,  1838.  He 
vas  a  member  of  the  Yale  class  of  1861  and  under  Pres. 
,incoln  was  Internal  Revenue  Collector  and  under  Pres. 

I  kant  was  postmaster  of  Scranton,  Pa.,  from  1874  to 
882.  He  founded  the  Scranton  Daily  Republican  news- 
iaper  in  1868  and  was  its  proprietor  till  his  death.  He 
vas  a  member  of  the  National  House  of  Representatives 
or  five  terms,  for  three  years  was  treasurer  of  Lacka- 
wanna County  and  for  four  years  served  as  poor  com- 
j  nissioner  of  the  city  of  Scranton.  He  died  at  his  home 
.  n  Scranton,  October  12,  1908.  He  was  a  man  of  magnetic 
■resence,  of  clear  judgment  and  of  forceful  character. 

1858 —  John  Harvey  Treat  was  born  in  Pittsfield,  N.  H., 
uly  23,  1839,  the  son  of  James  Augustus  and  Dorothy 
Ventworth  Harvey  Treat.  He  graduated  from  Harvard 
a  1862.  For  thirty  years  in  business  in  Lawrence.  Was 
ery  much  interested  in  genealogy  and  historical  research 
nd  wrote  many  books  and  pamphlets.  Was  a  frequent 
onor  of  valuable  books  to  the  Harvard  College  library. 
Vas  a  member  of  many  societies  and  had  travelled  widely. 

"  le  died  in  Pittsfield,  N.  H.,  Nov.  8,  1908. 

1859 —  Charles  William  Flint  was  born  in  Andover  in 
838  and  for  forty  years  was  a  car  builder.  He  served 
n  the  school  board  of  Lawrence  and  for  several  years 
■as  an  alderman  in  that  city.  He  died  in  Andover,  De- 
rmber  5,  1908. 

•  859 — Charles  S.  Sheldon,  of  Madison,  Wis.,  is  first 
ice-president  of  the  American  Academy  of  Medicine. 

1861 — Walter  Irving  Stevens  was  born  in  Bradford, 
November  24,  1842,  the  son  of  Robert  and  Olive  Illsley 
tevens.  He  followed  the  business  of  an  undertaker  and 
icd  in  Haverhill,  January  15,  1908. 


j863 — Eleazer  Giles  Lemon  was  born  in  Andover,  Sep- 
tember 13,  1847,  the  son  of  William  and  Elizabeth  Gage 
Holt  Lemon.  For  over  25  years  he  represented  in  New 
York  the  Sawyer  Woolen  Mills  of  Dover,  N.  H.  He  died 
in  New  York  City,  October  27,  1908. 

1864 — Azel  Ames,  son  of  Azel  and  Louisa  Lufkin 
Ames,  was  born  in  Chelsea,  August  16,  1845.  He  gradu- 
ated from  the  Harvard  Medical  School  in  1871,  served 
as  first  lieutenant  in  2nd  Louisiana  Engineers  in  the  Civil 
War  and  as  major  and  brigadier  surgeon  in  the  Spanish 
War,  was  director  of  vaccination  in  Porto  Rico,  delegate 
to  several  medical  and  sanitary  congresses,  secretary  of 
the  Massachusetts  Metropolitan  Commission,  member  of 
the  Massachusetts  House  of  Representatives  in  1879.  Df- 
Ames  was  a  well  known  physician  and  sanitary  engineer 
and  was  an  author  of  many  well  known  works,  among  them 
being  "The  May-Flower  and  Her  Log."  He  died  at  Dan- 
vers,  November  12,  1908. 

1864 —  Rev.  Charles  Edward  Stowe,  son  of  Rev.  Dr. 
Calvin  E.  Stowe,  for  many  years  professor  in  Andover 
Theological  Seminary,  and  of  Mrs.  Harriet  Beecher  Stowe, 
the  authoress,  has  resigned  his  pastorate  at  Bridgewater. 

1865 —  Austin  Sanford,  son  of  Baalis  and  Abigal  Burt 
Sanford,  was  born  in  East  Bridgewater  in  1840,  and  grad- 
uated from  Dartmouth  in  1869.  Taught  in  the  Albany, 
N.  Y.,  High  School  and  died  in  Albany,  December  28. 
1908. 

1870 — George  Henry  Pearson  was  born  in  Andover, 
October  12,  1848,  and  lived  the  active,  successful  life  of  a 
prosperous  farmer  in  that  town  till  his  death,  September 
24,  1908. 

1872 —  Louis  F.  Burchard  has  opened  a  law  office  at  51 
Chambers  street,  New  York  City. 

1873 —  Henry  Martyn  Plumer,  son  of  Francis  and  Elmira 
Otis  Plumer,  was  born  in  Rollinsford,  N.  H.,  April  16, 
1853.  For  more  than  a  quarter  of  a  century  he  was 
cashier  of  the  Rochester  National  Bank  and  treasurer  of 
the  Norway  Plains  Savings  Bank  of  Rochester.  His  abil- 
ity and  integrity  were  so  generally  recognized  that  he 
served  as  treasurer  of  the  Board  of  Trade,  the  Home  for 
the  Aged,  the  Rochester  County  Club,  the  Rochester  En- 
terprise Association,  the  Piscataqua  Congregational  Club 
and  many  other  organizations.  He  served  upon  the  school 
board  and  was  a  trustee  of  many  estates.  He  died  in 
Rochester,  N.  H.,  December  2,  1908. 

1873 — Alfred  L.  Ripley  is  president  of  the  State  Na- 
tional Bank  of  Boston. 

1873 — William  Paine  Sheffield  in  November  was  elected 
from  Rhode  Island  to  the  National  House  of  Represen- 
tatives. 

1879 — Daniel  Appleton  White  graduated  from  Harvard 
in  1883  and  received  the  degree  of  LL.B.  in  1893  from 
Lake  Forest  University.  He  was  born  in  Methuen,  Octo- 
ber 13,  1854,  and  for  twenty-three  years  had  taught  in 
Chicago.  At  the  time  of  his  death  he  was  principal  of  the 
Everett  School. 

1882 —  Ernest  Bottomley  and  Miss  Edith  Ollerenshaw 
were  married  September  1,  1908,  at  Halifax,  England,  the 
home  of  the  bride.  Mr.  Bottomley  is  engaged  in  the  shoe 
business  at  Haverhill. 

1883 —  Eugene  H.  Babbitt  is  teaching  German  at  Dart- 
mouth College. 

1885 — Since  the  death  of  his  father,  Joseph  A.  Scranton, 
P.  A.  '57,  Robert  M.  Scranton  has  been  proprietor  of  the 
Scranton  Daily  Republican,  Scranton,  Pa. 
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1887 — Alfred  Bean  is  an  Orchardist  and  Stockman  at  149 
South  nth  St.,  San  Jose,  Cal.  He  is  president  of  the 
Associated  Charities  of  San  Jose. 

1887 —  Paul  Clagstone  may  be  addressed  at  Clagstone, 
Idaho. 

1888 —  Munson  Burton  is  a  manufacturer  of  Woolen 
Hosiery  at  Mankato,  Minn. 

1888 — Evarts  Wilson  Pond  has  accepted  his  call  to  the 
Dover,  N.  H.,  Congregational  Church. 

1890 — James  T.  Potter  has  been  elected  Captain  of 
Company  M,  Second  Infantry  Regiment,  Massachusetts 
Volunteer  Militia. 

1890 — Eugene  W.  Skelton,  M.D.,  may  be  addressed  at 
307  Sixth  Ave.,  Brooklyn,  N.  Y. 

1892 —  Philip  Ray  Allen  and  Miss  Anne  Lawrence  Kirk- 
ham  were  married  November  7,  1908,  at  Hastings-on- 
Hudson,  N.  Y.  Mr.  Allen  has  recently  been  nominated  by 
Gov.  Guild  to  be  a  trustee  of  the  Foxboro  State  Hospital. 

J893 — Alva  B.  Adams  is  a  member  of  the  law  firm  of 
Adams  and  Gast,  Pueblo,  Col. 

1893 —  Frank  S.  Bayley,  Harvard  1897,  is  a  partner  in 
the  law  firm  of  Herr,  Bayley  &  Wilson,  Seattle,  Wash. 

1894 —  Burr  C.  Chamberlin  is  with  the  firm  of  William 
Knowlton  &  Sons,  manufacturers  of  straw  goods,  564 
Broadway,  N.  Y. 

1894 — Nathaniel  W.  Hobbs  is  a  member  of  the  Board 
of  Councilmen  of  Concord,  N.  H. 

1894 — William  Stevens  Ray  was  born  in  Brooklyn,  N. 
Y.,  June  16,  1876,  the  son  of  William  and  Addie  Wadhams 
Stevens  Ray.  He  graduated  from  Yale  in  1898  and  the 
New  York  Law  School  in  1900.  Was'  a  member  of  the 
firm  of  Wm.  Ray  &  Co.  Was  secretary  of  the  Cotton 
Exchange  and  died  July  7,  1908,  at  Brooklyn,  N.  Y. 

1896 — Frank  M.  Atterholt  is  an  attorney-at-law  with 
office  in  the  Cooper  Building,  Denver,  Col.  His  main 
practice  deals  with  irrigation  laws. 

1896 — George  Montgomery  Chadwell,  son  of  George 
William  and  Sarah  Field  Chadwell,  was  born  at  Lee, 
March  7,  1871,  graduated  at  Williams  in  1900,  taught  and 
became  principal  and  supervising  director  of  the  colored 
schools  of  Indianapolis,  Ind.  He  died  in  that  city,  Sep- 
tember 23,  1908. 

1896 — Louis  A.  Cook  is  assistant  Clerk  of  Courts  for 
Suffolk  County. 

1896 — Small,  Maynard  &  Co.,  publish  a  volume  "The 
American  Stage  of  Today"  written  by  Walter  Prichard 
Eaton. 

1896 — William  R.  Maloney,  Jr.,  is  a  member  of  the  law 
firm  of  Maloney  and  Hamlin,  49  Wall  Street,  New  York. 

1896 —  Arthur  A.  Smith  is  chief  inspector  of  the  Smith 
Typewriter  Inspection  Co.,  232  Appleton  Street,  Lowell. 

1897 —  Edward  D.  Brown  is  a  member  of  the  firm  of 
Colby  &  Goldbeck,  1 1 1  Broadway,  New  York. 

1897 — William  E.  Davis,  Jr.,  is  a  member  of  the  firm 
Reynolds  &  Company,  transacting  a  general  business  in 
bonds  and  other  investment  securities  at  31  Nassau  Street, 
New  York. 

1897 — Arthur  J.  Young  is  in  charge  of  the  Worcester 
office  of  the  law  firm  of  Choate,  Hall  &  Stuart  of  Boston. 


1898 — Hugh  Satterlee  is  with  the  law  firm  of  Cravath, 
Henderson  &  de  Gersdorff,  52  William  Street,  New  York., 

1898 — Enos  K.  Sawyer  is  mayor  of  Franklin,  N.  H. 

1900 — Emerson  W.  Baker  is  a  member  of  the  law  firm 
of  Baker  &  Baker,  140  Main  Street,  Fitchburg. 

1900 — Thomas  B.  Hemmick  holds  a  government  position 
at  Port  Hope,  Ontario,  Canada. 

1900 — Arthur  J.  Mills  has  charge  of  the  underground 
work  of  the  Hudson  River  Telephone  Co.  operating  be 
tween  Albany  and  New  York  City  with  headquarters 
Albany,  N.  Y. 

1900 — L.  Parmelee  Reed  is  with  the  law  firm  of  Stetson 
Jennings  &  Russell,  15  Broad  Street,  New  York. 

1900 —  Alfred  N.  Robbins  is  engaged  in  the  pulp  wo 
industry  and  may  be  addressed  at    17   Maple  Avenue 
Quebec,  Canada. 

1 90 1 —  Joseph  L.  Burns,  a  graduate  from  Harvard  Col 
lege  in  1905  and  from  the  Harvard  Law  School  in  1908 
has  opened  a  law  office  in  Andover  and  in  Boston. 

1 90 1 — Rufus  J.  Dryer  spent  last  year  in  Spain  studyin) 
art  and  has  opened  a  studio  in  New  York  City  and  maj 
be  addressed  at  327  West  85th  Street. 

1901 —  Egbert  E.  Weeks  is  special  agent  for  the  Na 
tional  Union  Fire  Insurance  Company  at  Pittsburgh,  Pa 

1902 —  Robert   J.    Campbell    is   assistant   general  sal 
agent,  in  charge  of  sales  in  Kansas  and  Nebraska  of  th 
Central  Coal  &  Coke  Company  of  Kansas  City,  Mo. 

1902 — Robert  Lincoln  Clark,  son  of  William  Jared  am 
Mary  Josephine  Terry  Clark,  was  born  in  Derby,  Conn 
April  29,  1885,  graduated  at  Yale  in  1906,  and  enterei 
the  Harvard  Law  School.    He  lost  his  life  in  Lake  Genev 
Switzerland,  September  27,  1908. 

1902 — Lyman    B.    Kilpatrick    is    in    the  automobil 
business  in  Rochester,  N.  Y.,  and  may  be  addressed  at  2 
Alexander  Street,  Rochester,  N.  Y. 

1902 — Edwin  White  has  opened  a  brokerage  office  in  S 
Paul,  Minn.    His  address  is  767  Goodrich  Street. 

1902 —  Roger  M.  H.  Wilcox,  of  Portland,  Me.,  a  grac 
uate  last  June  from  the  Harvard  Law  School  has  bee 
awarded  a  scholarship  in  the  New  Bedford  Textile  Scho( 
by  the  National  Association  of  Cotton  Manufacturers. 

1903 —  John  M.  Cates  is  in  the  legal  department  of  ti 
U.  S.  Forest  Service  and  is  located  in  District  No. 
with  offices  in  the  Majestic  Building,  Denver,  Col. 

1903 —  Lucius  O.  Meacham  is  with  the  New  London  G 
&  Electric  Co.,  New  London,  Conn. 

1904 —  Sydney  D.  Frissell  is  upon  a  300  acre  farm 
his  own  at  Burke  Villa,  fifty  miles  west  of  Richmond,  V 

1904 — Gilmore  Kinney,  Jr.,  is  now  living  at  Jerom 
Idaho. 

1904 — Frederick  H.  Schmidt  is  in  the  law  school  of  tl 
University  of  Michigan. 

190=; — Charles  D.  Raymond  is  with  the  General  Electr 
Company  and  his  address  is  The  Kensington,  Lynn. 

1909 — Everett  Pearsall  Viele,  son  of  Frederick  Claren 
and  Sarah  Elizabeth  Pearsall  Viele,  was  born  in  Gle 
Falls,  N.  Y.,  August  7,  1890.  He  was  a  member  of  t 
Senior  Classical  class  and  was  stricken  with  typhoid  fev 
soon  after  reaching  Andover  and  died  at  his  home  in  Gle 
Falls,  October  23,  1908. 
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A  NEW  ORGAN 


The  announcement  that  Phillips  Academy  is  to 
lave  a  new  organ  for  the  chapel  is  most  welcome 
lews.  The  organ  is  to  be  the  gift  of  Mrs.  William 
Egleston  of  New  York,  as  a  memorial  to  her  late 
msband,  William  C.  Egleston  of  the  class  of  1856. 
Plans  for  the  installation  of  the  organ  have  been 
jerfected,  and  the  builders  have  promised  to  have 
he  instrument  completed  and  set  up  before  the 
-.lose  of  the  current  school  year. 

The  trustees   have  approved  the  general  plans 
uggested  by  the  architect,  Mr.  Guy  Lowell  of  Bos- 
on, and  organ  builders,  The  Hall  Company  of  New 
rlaven,  who  have  recently  made  a  careful  study 
f  the  chapel  with  reference  to  installing  the  organ 
n  the  most  effective  way.    According  to  these  plans 
he  new  instrument  will  be  divided  into  two  parts, 
he  larger,  or  grand  organ,  will  be  located  directly 
ehind  the  pulpit;  the  smaller,  or  swell  organ,  will 
e  placed  about  where  the  present  organ  is  situated 
hough  somewhat  nearer  the  main  room.   The  latter 
ill  be  of  special  service  to  the  choir,  while  the 
ormer  will  be  used  to  furnish  the  volume  and 
trength     needed  to  inspire  good  congregational 
inging.    The  present  architectural  setting  of  the 
ulpit   will   be    changed   materially.     The  carved 
oodwork  and  curtains  back  of  the  pulpit  will  be 
amoved  and  the  organ  pipes  and  necessary  ground- 
ork  will  form  the  background.    The  pillars  and 
irved  woodwork  in  the  arch  in  front  of  the  pres- 
it  organ  will  also  be  taken  away,  thus  preventing 
ie  old  and  serious  obstruction  to  the  sound.  The 
ipes  will  probably  be  tinted  a  light  green  to  har- 
onize  with  the  general  coloring  of  the  interior  of 
ie  chapel. 

The  need  of  a  suitable  organ  in  the  chapel  has 
ng  been  felt.  The  present  instrument  has  proved 
holly  inadequate  to  the  demands  made  upon  it. 
he  singing  of  the  school  at  its  religious  services 


has  for  many  years  been  conspicuously  weak.  In 
the  main  this  has  been  due  to  lack  of  volume  and 
strength  secured  from  the  small  organ  now  in  use. 
The  influence  of  good  music  in  an  institution  such 
as  Phillips  Academy  is  potent  and  far  reaching. 
The  new  organ  which,  through  the  generosity  of 
Mlrs.  Egleston,  is  soon  to  be  placed  in  the  chapel 
will  be  designed  with  special  reference  to  its  sur- 
roundings and  the  needs  of  the  student  congrega- 
tions that  make  use  of  the  chapel.  The  school  is 
profoundly  grateful  for  this  latest  addition  to  its 
equipment — an  addition  which  is  bound  to  strength- 
en the  moral  and  religious  life  of  the  student  body, 
and  which  will  enlarge  and  extend  the  best  influ- 
ences exerted  by  the  Academy. 

THE  SEMINARY  PURCHASE  FUND 

PROGRESS  TO  DATE 

The  acquisition  of  the  property  formerly  belong- 
ing to  the  Theological  Seminary,  and  of  which  full 
accounts  have  been  published  in  earlier  issues  of  the 
BULLETIN,  has  forced  upon  the  trustees  the 
necessity  of  raising  a  large  sum  of  money  to  pay  for 
this  new  and  most  valuable  addition  to  the  equip- 
ment of  the  school.  The  actual  purchase  price 
agreed  upon  by  the  two  institutions  is  two  hundred 
thousand  dollars,  a  very  reasonable  sum  considering 
the  value  of  the  buildings  involved.  In  addition  to 
this  amount  it  has  been  estimated  that  an  additional 
fifty  thousand  dollars  will  be  needed  to  adapt  these 
buildings  and  grounds  fully  to  the  requirements 
of  the  school.  The  trustees  have  therefore  under- 
taken to  raise  among  the  Alumni  and  friends  of  the 
Academy  the  sum  of  two  hundred  and  fifty  thous- 
and dollars. 

In  view  of  the  financial  depression  of  the  times 
very  substantial  progress  has  been  made  in  this 
undertaking.  The  reception  accorded  those  who 
have  been  called  on  to  perform  the  not  altogether 
pleasant  task  of  approaching  prospective  givers  has 
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been  in  the  main  most  friendly  and  considerate,  and 
has  done  much  to  lighten  the  necessary  burdens 
attending  this  work.  The  trustees  are  most  grate- 
ful for  this  cooperative  spirit  so  generously  mani- 
fested by  the  Alumni.  The  fact  that  good  progress 
has  been  made  is  due  very  largely  to  the  loyalty 
and  interest  displayed  by  old  Andover  men. 

At  the  time  this  issue  of  the  BULLETIN  goes  to 
press  the  sum  of  ninety-six  thousand  dollars  has 
been  pledged  to  this  fund.  In  addition  to  this 
amount  twenty-five  thousand  dollars  have  been 
promised  by  Mr.  Andrew  Carnegie  when  the  bal- 
ance of  the  entire  fund  shall  have  been  raised.  Ap- 
proximately one  half  of  the  entire  amount  required 
is  therefore  in  sight  at  the  present  time.  The 
trustees  will  continue  their  efforts  to  secure  the  bal- 
ance of  the  amount  in  the  near  future. 

It  should  be  clearly  understood  by  the  Alumni 
that  this  fund  when  actually  paid  in  to  the  school 
will  be  in  the  nature  of  a  new  endowment.  When 
fully  paid  for,  the  old  Seminary  property  through 
dormitory  room  rents  and  house  rents  will  yield 
the  school  a  net  annual  income  of  approximately 
ten  thousand  dollars.  In  a  sense  therefore  the 
new  investment  takes  the  place  of  the  General  En- 
dowment Fund  which  the  trustees  began  to  raise 
some  two  years  ago.  Efforts  to  complete  that  fund 
were  temporarily  abandoned  when  it  became  evident 
to  the  trustees  that  the  more  pressing  necessity  of 
purchasing  the  Seminary  property  was  soon  to  be 
forced  upon  them.  The  General  Endowment  Fund, 
however,  should  not  be  confused  with  the  Annual 
Contribution  Fund  for  current  expenses.  This  lat- 
ter fund  is  devoted  chiefly  to  the  strengthening  of 
the  faculty,  and  the  demands  upon  it  are  likely  to 
increase  rather  than  decrease  with  the  larger  devel- 
opment of  the  school. 

The  names  of  those  who  have  already  subscribed 


to 

the  Seminary  Purchase  Fund  are  given 

below : 

Contributors  to 

the  Seminary  Purchase 

Fund. 

F. 

M.  Alger 

'96 

J.  deForest 

'92 

R. 

A.  Alger 

'93 

F.  F.  Dryden 

'89 

F. 

R.  Appleton 

'71 

A.  M.  Easton 

'83 

H. 

R.  Bailey 

'73 

J.  Farson,  Jr. 

'01 

C. 

E.  Beeson 

'90 

VV.  H.  Field 

'95 

E. 

B.  Bishop 

'90 

H.  J.  Fisher 

'92 

M 

C.  D.  Borden 

'60 

A.  Fox 

'99 

E. 

H.  Brainard 

'89 

C.  W.  Frear 

'89 

G. 

B.  Case 

'90 

S.  L.  Fuller 

'94 

S. 

E.  Cobb 

'83 

J.  A.  Garver 

'71 

L. 

Cogswell 

'69 

L.  H.  Gates 

'83 

R.  Colgate 

'92 

R.  C.  Gilmore 

'93 

C 

A.  Corliss 

'86 

J.  M.  Goetchius 

'92 

c. 

E.  Coxe 

'89 

G.  C.  Greenway,  Jr.  '94 

F. 

G.  Crane 

'84 

J.  C.  Greenway 

'96 

R. 

S.  Croker,  Jr. 

'96 

Mrs.  M.  V.  Hartwell 

G. 

H.  Danforth 

'86 

B.  H.  Hayes 

M 

C.  Day 

'58 

W.  B.  Isham 

'73 

0.  Isham 

'7i 

T.  F.  Russell 

NS 

A.  C.  James 

J.  C.  Sawyer 

'90 

O.  G.  Jennings 

'83 

G.  Schreiber 

'94 

F.  H.  Johnson 

'52 

C.  H.  Schweppe 

'98 

L.  A.  Johnson 

'93 

O.  S.  Seymour 

'9i 

R.  A.  McLord 

'9i 

ft              1         /Y*      1  1 

G.  S.  Sheffield 

'92 

G.  X.  MlcLanahan 

'92 

G.  P.  Shiras 

'10 

Tl        TT        H  if"      H  f  '11 

P.  H.  McMillan 

'91 

F.  H.  Simmons 

'94 

J.  L.  Mills 

'97 

E.  C.  Smith 

'71 

C.  Morgan 

'89 

L.  W.  Smith 

'92 

H.  P.  Moseley 

'90 

J.  P.  Stevens 

'86 

L.  D.  Mowry 

'89 

H.  L.  Stimson 

'84 

J.   B.  Neale 

'92 

A.  S.  Taylor 

'90 

A.  D.  Pardee 

'92 

A.   P.  Thompson 

'92 

J.  Parsons 

'89 

S.  H.  Tolles,  Jr. 

'08 

T    W  Prentiss 

'94 

H.  S.  Van  Duzer 

'71 

O.  Preston 

'94 

F.  C.  Walcott 

'87 

W.  F.  Richards 

'85 

F.  D.  Warren 

'79 

A.  L.  Ripley 

'73  J.  M.  Woolsey 

'94 

RESIGNATION  OF 

U. 

S.  DISTRICT  ATTOR- 

NEY HENRY  L.  STIMSON 


Henry  L.  Stimson,  P.  A.  '84,  at  present  a  member 
of  the  Board  of  Trustees  of  Phillips  Academy,  has 
tendered  to  the  President  his  resignation  as  United 
States  Attorney  for  the  southern  district  of  New 
York.  M!r.  Stimson  has  been  retained  as  special 
assistant  to  conduct  all  further  investigations  and 
prosecutions  growing  out  of  the  sugar  frauds  in 
New  York  and  to  argue  the  appeals  in  the  Morse 
bank  cases.  A  statement  issued  by  the  Department 
of  Justice  at  Washington  says: 

"Mr.  Stimson  is  regarded  by  the  department  as 
having  been  one  of  the  most  efficient  and  able  dis- 
trict attorneys  in  the  country,  and  his  resignation 
was  received  with  great  regret.  Mr.  Stimson's  ser- 
vices, however,  will  not  be  entirely  lost  to  the  Gov- 
ernment." 

SWIMMING  TANK 
The  student  body  has  recently  undertaken  to 
raise  funds  for  the  erection  of  a  swimming  tank  to 
be  added  to  the  gymnasium.  While  by  no  means 
disapproving  of  the  plan,  the  trustees  -have  felt  it 
necessary  to  advise  the  students  that,  because  of  the 
problem  now  before  them  of  raising  the  large  fund 
necessary  to  pay  for  the  Seminary  property,  it  will 
be  impossible  for  them  to  aid  in  the  undertaking; 
and  they  have  further  expressed  themselves  as  un- 
willing that  the  alumni  of  the  school  should  be  ap- 
proached at  this  time  when  the  larger  and  more 
important  problem  of  paying  for  the  Seminary  prop- 
erty is  already  before  them.  The  attitude  of  the 
trustees  has  in  no  wise  dampened  the  enthusiasm  of  1 
the  student  body,  who  believe  that  the  required 
amount  of  money  can  be  raised  among  their  parents 
and  friends.  Committees  from  the  various  classes] 
have  been  appointed  to  assume  charge  of  thi>  under 
taking. 
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SCHOOL  NEWS 


LITERARY 


SCHOLARSHIP  HONORS  —  WINTER  TERM 
The  following  students  were  awarded  scholarship 
'  honors  for  the  winter  term  of  1909: — 
Honors  of  the  First  Grade: 

John  Radford  Abbot,  Andover. 
David  Ernest  Adams,  Hanover,  N.  H. 
Howard  Fulton  Barrows,  Newton  Centre. 
Wilfred  W.  Barrows,  Newton  Centre. 
Alexander  Bern  Bruce,  2d,  Lawrence. 
Edmund  M'athew  Joseph  Finn,  Lawrence. 
Roy  Edward  Hardy,  Andover. 
Hudson  Roswell  Hawley,  Bristol,  Conn. 
Charles  Carleton  Kimball,  Andover. 
Frederick  Johnson  Manning,  New  York,  N.  Y. 
Walter  Henry  Snell,  Brockton. 
Francis  Butler  Thwing,  Cleveland,  O. 

Honors  of  the  Second  Grade: 

Cornelius  Joseph  Callahan,  Lawrence. 

Frederick  Bryan  Chamberlain,  Unionville,  Conn. 

Yu  Mai  Chu,  Canton,  China. 

John  Nichols  Donovan,  Bellingham,  Wash. 

Gaylord  Merritt  Gates,  Andover. 

William  Ernest  Gould,  Bristol,  Conn. 

Alvin  Bartlett  Gurley,  Bronxville,  N.  Y. 

Roland  Jackson  Hunter,  Freehold,  N.  J. 

John  Bradbury  Judkins,  Merrimac. 

Frederick  Benjamin  Kugelman,  New  York,  N.  Y. 

Phillips  Garrison  Morrison,  Andover. 

William  Laubach  Nute,  St.  Louis,  Mo. 

Knight  Barry  Owen,  Vineyard  Haven. 
1     Luther  Savage  Phillips,  Northeast  Harbor,  Me. 
1     Ernest  Wetmore  Pittman,  Flushing,  N.  Y. 

Lucian  Piatt,  Baltimore,  Md. 
I   Ward  Ely  Pratt,  Nunda,  N.  Y. 

John  Houghton  Taylor,  Cambridge. 

Josiah  Donald  Thompson,  East  Liverpool,  O. 

I Tames  Ward  Twichell,  Pittsburg,  Pa. 
kVillyme  Forbes  Woodward,  Denver,  Colo. 
The  annual  Forum  Banquet  was  held  Saturday 
jht,  March  20,  at  The  Phillips  Inn.    There  were 
enty-seven  present.  The  guests  of  the  Society  were 
incipal    Stearns,    Mr.    Domincovich,    Mr.  Stack- 
le,  and  F.  T.  Bennett,  president  of  Philo. 
The  trials  for  the  Andover  debating  team,  which 
to  represent  the  Academy  in  the  annual  debate' 
th  Exeter,  were  held  in  the  Archaeology  Building 
the  evening  of  March  26.    The  question  for  de- 
te,  which  has  been  chosen  for  the  contest  with 
ceter  also,  is:  "Resolved,  That  direct  nomination 
■  the  party  is  superior  to  the  present  system  of 
ocus  and  convention." 
The  following  were  selected  for  the  team:  G.  Saf- 
"d  Torrey,  '09,  of  Providence,  R.  I.,  leader;  Herbert 
Pickett,  '09,  of  Worcester,  N.  Y.;  Lucian  Piatt, 
),  of  Baltimore,  Md.;  Willyme  F.  Woodward,  '09, 
Denver,  Colo.,  was  chosen  alternate. 


PHILO-FORUM  DEBATE 

The  seventeenth  annual  debate  between  the  Phil- 
omathean  Society  and  Forum  for  the  Robinson 
prizes,  held  in  the  Stone  Chapel  on  the  evening  of 
March  26,  was  won  by  the  Forum  team.  The  ques- 
tion for  debate  was:  "Resolved,  That  laws  should 
be  enacted  providing  that,  in  case  of  personal  injury 
to  a  workman,  arising  out  of  and  in  course  of  em- 
ployment, his  employers  shall  be  liable  for  adequate 
compensation,  and  shall  not  set  up  contributory 
negligence  or  negligence  of  a  fellow-servant  as  a 
defense."  Philo,  supporting  the  affirmative,  was  rep- 
resented by  the  following  speakers:  George  Safford 
Torrey,  '09,  of  Providence,  R.  I.;  Frederick  Benja- 
min Kugelman,  '09,  of  New  York;  Lucian  Piatt, 
'09,  of  Baltimore,  Md.  For  Forum,  and  the  nega- 
tive side  of  the  question,  the  speakers  were  Herbert 
Elmer  Pickett,  '09,  of  Worcester,  N.  Y.;  Adolphus 
Washington  Greely,  '09,  of  Washington,  D.  C; 
Harold  Hart  Hartwell,  '09,  of  Fitchburg,  Mass. 
Judge  J.  J.  Mahoney,  Colver  Stone,  Esq.,  and  Prin- 
cipal Charles  L.  Curtis,  of  the  Punchard  School, 
acted  as  judges.  Of  these  annual  contests  Forum 
has  won  eleven;  Philo,  six. 

The  McLanahan  Prizes  for  stories  published  in 
the  Mirror  were  awarded  for  the  fall  term  as  fol- 
lows: first  prize,  ten  dollars,  to  Frederick  B.  Kugel- 
man, '09,  New  York,  for  his  story  entitled  "The 
Lucky  Ladder",  in  the  October  issue;  second  prize, 
five  dollars,  to  Glenn  A.  Wilson,  '10,  Westfield,  N. 
J.,  for  his  story  entitled  "Christmas  at  the  Gap",  in 
the  December  issue. 

The  Philomathean  Society  has  elected  the  fol- 
lowing officers  for  the  Spring  term:  President,  G. 
S.  Torrey,  '09,  Providence,  R.  I.;  Vice-president, 
Lucian  Piatt,  '09,  Baltimore,  Md.;  Secretary,  D.  E. 
Adams,  '09,  Hanover,  N.  H.;  Treasurer,  F.  B. 
Thwing,  '08,  Cleveland,  O. 

Forum  has  elected  the  following:  President,  H. 
A.  Colver,  '11,  Seattle,  Wash.;  Vice-President,  Ward 
E.  Pratt,  '09,  Nunda,  N.  Y.;  Secretary,  Pliny  F. 
Stewart,  'n,  Glen  Ridge,  N.  J.;  Treasurer,  Philip 

E.  Swartout,  '09,  So.  Dartmouth,  Mass. 

The  preliminary  competition  for  the  Means  Prizes 
has  resulted  in  the  selection  of  the  following  candi- 
dates, who  will  speak  publicly  in  the  final  competi- 
tion early  in  the  Spring  term:  David  E.  Adams,  '09, 
Hanover,  N.  H.;  Miltimore  W.  Brush,  '09,  Green- 
wich, Conn.;  Raymond  E.  Cox,  '11,  Roxbury;  Ed- 
ward W.  Freeman,  '09,  New  York,  N.  Y.;  Francis 
C.  Hall,  '09,  Brookline;  William  L.  Nute,  '10,  St. 
Louis,  Mo.;  Herbert  E.  Pickett,  '09,  Worcester,  N. 
Y.;  Malcolm  L.  Raymond,  '11,  Waverly,  N.  Y.; 
G.  Safford  Torrey,  '09,  Providence,  R.  I.;  Willyme 

F.  Woodward,  '09,  Denver,  Colo. 
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RELIGIOUS 


ACADEMY  PREACHERS 

The  following  preachers,  besides  the  School  Min- 
ister, have  served  at  one  or  both  Sunday  Chapel  ser- 
vices during  the  Winter  term: 

The  Rev.  Daniel  Evans,  D.D.,  of  Cambridge. 

The  Rev.  E.  A.  Paddock  of  Idaho  Industrial  In- 
stitute, Weiser,  Idaho. 

The  Rev.  Alexander  Mann,  D.D.,  of  Boston. 

The  Rev.  Samuel  H.  Dana,  D.D.,  '64,  of  Exeter. 

The  Rev.  Samuel  C.  Bushnell  of  Arlington. 

The  Rev.  Nehemiah  Boynton,  D.D.,  '75.  of  Brook- 
lyn, N.  Y. 

The  Rev.  William  G.  Thayer,  Headmaster  of  St. 
Mark's  School,  Southborough. 

The  Rev.  John  Hopkins  Denison  of  Boston. 

The  Rev.  Charles  S.  Mills,  D.D.,  '78,  of  St.  Louis, 
Mo. 

The  Rev.  Jay  T.  Stocking  of  Newtonville. 
Principal  Alfred  E.  Stearns. 
The  preachers  for  the  Spring  term  are: 
Mr.  Robert  E.  Speer  of  New  York,  N.  Y. 
The  Rev.  Willis  H.  Butler  of  Northampton. 
Right  Rev.  William  Lawrence,  D.D.,  of  Boston. 
The  Rev.  Charles  O.  Day,  D.D.,  of  Barnet,  Ver- 
mont. 

The  Rev.  George  Hodges,  D.D.,  of  Cambridge. 
The  Rev.  Charles  E.  Jefferson,  D.D.,  of  New  York, 
N.  Y. 

SOCIETY  OF  INQUIRY  MEETINGS 
The  Sunday  evening  meetings  of  the  Society  of 

Inquiry  have  varied  in  attendance  from  forty  to 

over  one  hundred.    Much  interest  in  these  meetings 

has  been  shown. 

The  program  for  the  Winter  term  was  as  follows: 
jan    IO— Stereopticon  Lecture  on  China,  by  the 

Rev.  William  B.  Steele  of  Peking. 

Jan.  17— "Missionary  Experiences  in  the  West", 

by  the  Rev.  E.  A.  Paddock  of  Weiser,  Idaho. 

Jan.  24— "Experiences  in  the  Ministry",  by  the 

Rev.   Alexander   Mann,   D.D.,   of  Trinity  Church, 

Boston. 

Jan.  31— Open  meeting  led  by  W.  L.  Nute,  '10. 
Subject:  "The  True  Meaning  of  Charity". 

Feb.  7— Address  by  the  Rev.  Samuel  C.  Bushnell 
of  Arlington. 

Feb.  i4_"Personal  Lessons  from  School  Life  at 
Andover",  by  the  Rev.  Nehemiah  Boynton  (P.  A. 
'75)  of  Brooklyn. 

Feb.  21— Open  Meeting. 

Feb.  28—  Election  of  Officers.  Address  on  "Chris- 
tian Life  and  Work  in  School"  by  David  R.  Porter, 
Secretary  for  Schools  in  the  International  Y.  M. 
C.  A. 

March  7— "The  Life  and  Medical  Discoveries  of 


Louis  Pasteur"  by  George  M.  Garland,  M.D.,  of 
Boston,  (with  steropticon  illustrations). 

Mar.  14— Stereopticon  Talk  on  the  History  of  the 
School  by  Principal  Alfred  E.  Stearns,  '90. 

Mar.  21— "The  Work  of  a  Social  Settlement"  by 
Harry  B.  Taplin,  '98,  Head  of  Hale  House,  Boston. 
'  Mar.  28— Open  Meeting  led  by  G.  S.  Torrey,  '09. 

INQUIRY  BOOKLET 
A  very  attractive  thirty-five  page  booklet  was  is-' 
sued  last  term  by  the  Society  of  Inquiry  in  com- 
memoration of  its  seventy-fifth  anniversary.  After 
a  foreword  by  Robert  E.  Speer,  '86,  there  is  a  val- 
uable paper  giving  "Historical  Reminiscences  of 
the  Society  of  Inquiry"  by  the  Rev.  Samuel  H. 
Dana,  D.D.,  '64.  This  is  followed  by  two  brief  ad- 
dresses upon  the  work  of  the  society  by  President 
Charles  F.  Thwing,  LL.D.,  '71,  and  Principal  Alfred 
E.  Stearns,  '90.  The  booklet  closes  with  an  account 
of  the  present  policy  of  the  Society  by  F.  B.  Thwing, 
'09,  and  the  Constitution  and  By-Laws.  This  inter- 
esting pamphlet  will  be  sent  without  expense  to 
any  former  member  of  the  school  upon  application 
to  F.  B.  Thwing,  Andover  Cottage,  Phillips 
Academy. 

DISCUSSION  CLASSES 
Six  voluntary  weekly  discussion  classes  have  been 
successfully  maintained  during  the  Winter  term  with 
an  aggregate  attendance  averaging  over  fifty.  The 
classes  have  been  held  as  follows: 

1.  Mr.  Stearns.  Sunday  noon  in  the  Churchill 
room.    Subject:  Student  Problems. 

2.  Mr.  Hinman.  Sunday  noon  at  Abbot  House. 
Subject:  The  Life  of  Paul. 

3.  Mr.  Allen.  Monday  evening  at  56  Bartlet 
street.    Subject:  The  Life  of  Christ. 

4.  Mr.  Hinman.  Wednesday  evening  at  Abbot 
House.    Subject:  Great  Men  in  Christian  History. 

5.  Mr.  Stackpole.  Thursday  evening  at  189  Main 
street.  Subject:  The  Teaching  of  Christ  upon  Mod- 
ern Questions. 

6.  Mr.  Stackpole.  Sunday  noon  at  189  Main 
street.  Subject:  The  Teaching  of  Christ  upon  Mod- 
ern Questions. 

INQUIRY  OFFICERS 

The  officers  of  the  Society  of  Inquiry  for  the  sec- 
ond half-year  are  the  following:  I 

President:  G.  S.  Torrey,  '09,  Providence,  R.  I. 

Vice-President:  W.  H.  Baldwin,  3d.,  '09,  New 
York,  N.  Y. 

Secretary:  Justus  Fletcher,  '10,  Hagerstown,  Md. 
Treasurer:  W.  L.  Nute,  'io,  St.  Louis,  Mo. 
Member  of  Permanent  Board:  E.  J.  Webster,  'ojN 
Andover. 

Eighty  members  were  enrolled  in  the  Society  last 
term. 
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SOCIAL  WORK  IN  LAWRENCE  AND 
ANDOVER 

On  the  first  Sunday  of  each  month  a  delegation 
has  accompanied  Rev.  Clark  Carter  to  the  Lawrence 
Jail  to  assist  in  singing  at  the  service. 

A  few  members  have  assisted  regularly  in  the 
evening  work  of  the  Lawrence  Boys'  Club. 

Several  classes  at  the  Lawrence  Y.  M.  C.  A.  for 
teaching  the  English  language  to  Italians  and  Syr- 
ians have  been  successfully  taught  by  students  from 
the  Academy. 

Other  students  have  assisted  from  time  to  time 
at  the  boys'  athletic  games  at  the  Andover  Guild. 

On  the  evening  of  March  3  the  Combined  Musical 
Clubs  gave  a  concert  in  the  City  Hall,  Lawrence, 
for  the  benefit  of  the  City  Mission. 

COLLECTIONS 
Two  chapel  collections  of  about  $70  each  were 
taken  during  the  term,  one  for  the  earthquake  suffer- 
ers and  the  other  for  the  Idaho  Industrial  Institute, 
a  school  for  boys  and  girls  from  the  ranches,  in 
charge  of  Rev.  E.  A.  Paddock. 

GEORGE  CHEEVER  ARRESTED 
To  many  old  Andover  men  it  will  be  interesting 
news  to  learn  that  George  Cheever,  after  several 
years  of  successful  operations  in  various  swindling 
games  in  which  Andover  men  have  figured  prom- 
inently, has  at  last  been  apprehended  and  sent  to 
jail.  Emboldened  by  his  earlier  successes,  Cheever 
has  of  late  been  operating  on  increasingly  extensive 
scales.  The  arrest  was  made  in  New  York  City 
last  month  on  complaint  of  the  Hotel  Belmont  and 
the  New  York  Athletic  Club.  According  to  the 
police  Cheever  has  recently  secured  between  twenty 
and  twenty-five  thousand  dollars  by  getting  col- 
lege graduates,  especially  old  Andover  men,  to 
indorse  worthless  checks  for  him.  Although 
Cheever  has  always  claimed  to  be  an  old  Phillips 
Academy  student  he  has  never  been  connected  with 
the  Academy  in  any  capacity.  Through  his  earlier 
residence  in  the  town  of  Andover  he  has  been  able 
to  identify  old  boys  and  familiar  places  in  a  way 
that  has  given  his  stories  weight  with  his  victims. 
In  earlier  issues  of  the  BULLETIN  Andover  men 
have  been  fully  warned  against  Cheever  and  his 
methods. 

FRESHMAN  HONORS  AT  YALE 
The  following  Andover  men  secured  honors  in  the 
Freshman  class  at  Yale  for  the  Fall  term: 

Academic — William  Nelson  Allen,  Alexander 
Blum,,  Edgar  Wells  Freeman,  Robert  Abbe  Gardner, 
Stanley  Easton  Gifford,  Edwin  Henry  Mead,  Ed- 
ward Bancroft  Twombly. 

Sheffield — William  Richard  Barbour,  Robert  Palen 
Bon  nie,  Washington  Piatt,  Charles  Kindness  Moore, 
Walter  Vanderveer  Struby. 

Mr.  W.  W.  Ellsworth  of  New  York  City,  Secre- 
tary of  the  Century  Company,  gave  an  illustrated 
lecture  on  the  Life  of  Lincoln,  in  the  Stone  Chapel, 
on  the  evening  of  February  25. 


GENERAL 


NEW  STUDENTS 
The  following  is  a  list  of  the  new  students  in  the 
Academy: 

Chisholm,  Lawrence  Chesley,  Salem,  Woods  4. 
Callahan,  Cornelius  Joseph,  Lawrence. 
Knapp,  Joseph  Fairchild,  New  York,  Bancroft  8. 
Manning,    Frederick   Johnson,    New    York,  Mr. 
Ricker's. 

Quinn,  Charles  Peart,  Salem,  Mrs.  Burtt's. 
Sheldon,   William   Wheeler,   Kansas   City,  Miss 
Carter's. 

Timbie,  Clyde  Taylor,  Pittsfield,  Bartlet  1. 
Ungvary,   John  James,   South   Norwalk,  Conn., 
Mrs.  Tree's. 

The  Academy  track-house,  which  last  year  was 
remodeled  and  fitted  up  as  an  infirmary,  was  seri- 
ously damaged  by  fire  early  in  the  morning  of  Jan- 
uary 30.  The  exterior  was  not  totally  destroyed  and 
the  house  will  be  rebuilt  at  once. 

CHAPEL  MUSIC 

Under  the  leadership  of  Professor  Joseph  N. 
Ashton  there  has  been  improvement  during  the  year 
in  the  chapel  singing.  The  choir  has  met  once  a 
week  for  practice  and  has  usually  sung  an  anthem 
at  the  Vesper  Service.  The  leader  is  K.  Reynolds, 
'09.  It  is  expected  that  a  new  hymn  book  especially 
prepared  for  the  use  of  the  school  will  be  ready 
early  next'  year. 

ABRAHAM!  LINCOLN 

The  exercises  in  chapel  on  the  morning  of  Feb- 
ruary 12,  were  devoted  entirely  to  commemorating 
the  anniversary  of  the  birth  of  Abraham  Lincoln. 
The  choir  opened  the  exercises  with  a  patriotic  an- 
them. Instead  of  the  regular  scripture  lesson,  Mr. 
Stearns  read  the  Gettysburg  Address.  The  exercises 
were  closed  with  "America". 

UNIQUE  TROPHY 

Rev.  William  Edwards  Park,  of  the  class  of  1856, 
has  recently  presented  to  the  school  an  interesting 
trophy  connected  with  what  was  probably  the  first 
organized  football  game  ever  played  at  the  Acad- 
emy. The  trophy  is  an  old  tree  horn  gaily  be- 
decked in  paint  of  various  hues  and  suitably  in- 
scribed. The  class  of  '56,  then  seniors,  played  the 
class  of  '57  for  the  possession  of  the  coveted  trophy. 
The  game  was  played  on  the  open  field  in  the  rear 
of  the  Seminary  buildings.  Professor  O.  C.  Marsh, 
later  a  noted  scientist,  led  the  forces  of  '56.  A 
large  crown  was  present  including  Principal  Taylor 
and  Dr.  Fcnn  of  the  faculty.  The  latter  contributed 
a  bright  speech  after  the  game.    After  the  contest 
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the  teams  adjourned  to  the  school  dining-hall  where 
a  cold  lunch  and  speeches  were  in  order.  The 
trophy  bears  this  inscription: 

"Won  by  the  class  of  '56  from  '57." 

GIFT  TO  GERMAN  DEPARTMENT 
The  German  Department  of  the  Academy  has  re- 
cently received  from  Mrs.  Michael  Piel,  of  New 
York,  a  framed  picture  entitled  "Weimar  in  1803". 

The  sixth  annual  Junior  Promenade  was  held  in 
the  Borden  Gymnasium  on  the  evening  of  Feb- 
ruary 19.  About  two  hundred  guests  were  present. 
The  music  was  furnished  by  the  Pentucket  orchestra 
of  Haverhill.    Page  of  Lowell  was  the  caterer. 

The  committee  in  charge  of  the  Prom,  was  com- 
posed of  the  following:  Donald  Butler  (chairman), 
Evanston,  111.;  Robert  G.  Hopwood,  Minneapolis, 
Minn.;  Fred  R.  Large,  North  Tonawanda,  N.  Y.; 
Leonard  M.  Gard,  Buffalo,  N.  Y.;  Richard  F. 
Decker,  Convent  Station,  N.  T. 

The  following  ladies  acted  as  patronesses:  Mrs. 
A.  E.  Stearns,  Mrs.  M.  S.  McCurdy,  Mrs.  F.  A. 
Goodhue,  Mrs.  M.  A.  Baldwin,  Miss  E.  Means,  Mrs. 
P.  S.  Page,  Mts.  W.  K.  Moorehead,  Mrs.  B.  H. 
Hayes,  Mrs.  A.  L.  Baldwin,  Mrs.  M.  W.  Stackpole, 
Mrs.  J.  C.  Sawyer,  Mrs.  E.  Sturgis. 

The  Senior  Class  gave  a  reception  on  the  after- 
noon of  February  19,  in  the  Archaeology  Building, 
to  the  Middle  Class  and  to  all  who  were  going  to 
attend  the  Junior  Prom,  in  the  evening.  The 
Columian  Orchestra  of  Lawrence  furnished  music. 
Page  of  Lowell  served  the  refreshments  in  the 
Library. 

The  Reception  Committee  was  as  follows:  H.  H. 
McLean,  chairman,  St.  John,  N.  B.;  J.  R.  Shuman, 
Chicago,  111.;  P.  B.  Lanius,  Denver,  Col.;  O.  H. 
Sheldon,  Kansas  City,  Mb. 

The  ushers  were:  R.  E.  Litchfield,  F.  C.  Coates, 
R.  M.  Burch,  C.  W.  Hamilton. 

The  patronesses  were:  Mrs.  A.  E.  Stearns,  Mrs. 
P.  S.  Page,  Miss  E.  Means,  Mrs.  M.  W.  Stackpole, 
Mrs.  M.  S.  McCurdy,  Mrs.  Goodhue,' Miss  Goodhue, 
Mrs.  W.  K.  Moorehead. 

The  Andover  Musical  Clubs  held  their  annual  con- 
cert in  the  Town  Hall,  on  the  evening  of  February 
S,  before  a  large  and  appreciative  audience.  An 
especially  amusing  part  of  the  program  was  a  one- 
act  sketch,  entitled  "Class  Day",  presented  by  the 
Dramatic  Club. 

The  Musical  Clubs  gave  a  concert  at  Rogers 
Hall  School  in  Lowell  on  the  evening  of  January 
30.  On  February  27,  they  made  a  trip  to  Bradford  1 
Academy.  Each  concert  was  followed  by  a  dance. 
On  the  evening  of  March  3,  the  clubs  gave  a  per- 
formance in  the  City  Hall  of  Lawrence  for  the  bene- 
fit of  the  Lawrence  City  Mission. 


The  combined  musical  clubs  of  Andover  and  Exe- 
ter gave  their  second  annual  concert  on  Saturday 
night,  March  13,  in  the  Exeter  Town  Hall.  The 
concert  was  very  successful;  the  audience  was 
large,  and  the  applause  frequent  and  hearty.  As 
soon  .as  the  Andover  clubs  arrived  in  Exeter,  each 
member  was  introduced  to  a  member  of  the  Exeter 
clubs,  who  acted  as  his  host  during  the  remainder 
of  the  visit. 

The  Andover  clubs  have  elected  the  following 
leaders  for  1909-1910:  Glee  Club,  Quentin  Reynolds, 
'10,  Montclair,  N.  J.;  Mandolin  Club,  F.  S.  Meach- 
am,  '09,  Cincinnati,  O.;  Banjo  Club,  C.  H.  Black,  Jr., 
'10,  Seattle,  Washington. 


ATHLETICS 


BASKETBALL  TEAM  UNBEATEN 
The  1909  basketball  team  did  not  suffer  a  single 
defeat.  The  three  men  on  the  team  who  played  in 
the  previous  season,  Snell,  Swihart,  and  Litchfield, 
assisted  by  E.  L.  Reilly  and  H.  F.  Johnston,  suc- 
ceeded in  playing  through  twelve  games  in  winning 
form. 

Following  is  the  list  of  games  and  scores: 

Andover  Opponent* 


Rindge  Manual  Training, 

28 

19 

Boston  Interscholastic, 

28 

23 

St.  Anselm, 

44 

8 

Lowell  Textile  School, 

50 

5 

Worcester  Polytechnic  Institute, 

26 

17 

Brown  Second, 

20 

18 

Harvard  Freshman  (Cambridge), 

24 

23 

Cushing  Academy, 

23 

10 

Manhattan  College, 

20 

17 

Harvard  Freshman, 

26 

15 

Dean  Academy, 

27 

9 

Lowell  Textile  School  (Lowell), 

46 

20 

Total, 

362 

184 

HOCKEY 

An  innovation  in  hockey  proved  to  be  very  help- 
ful in  developing  the  game  at  Andover.  Two  regu- 
lation-sized rinks  were  constructed  on  Brothers' 
Field,  which  furnished  much  good  skating  for  prac 
tice  and  games.  One  of  these  rinks  was  devoted 
principally  to  the  use  of  the  first  team,  and  the 
other  to  the  use  of  the  class  teams.  The  results 
were  so  good  that  it  is  planned  to  increase  the 
rinks  next  winter,  possibly  by  flooding  the  greater 
part  of  the  field. 

The  following  men  represented  the  Academy  on 
the  first  team:  K.  Reynolds,  goal;  L.  Gard,  point; 
L.  Paine,  R.  Decker,  cover  points;  C.  Martin  (Capt), 
C.  Palmer,  H.  McLean,  R.  Lee,  D.  Rogers,  forwards. 
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ANDOVER  WINS  RELAY  RACE 

For  the  first  time  in  a  number  of  years,  Andover 
won  the  relay  race  with  Exeter  by  nearly  half  .a  lap 
at  the  twentieth  annual  indoor  meet  of  the  Boston 
Athletic  Association,  held  in  Mechanics  Hall.  An- 
dover was  unable  to  do  better  than  sixth  place  in 
the  actual  number  of  points  won,  but  this  was  partly 
due  to  the  fact  that  she  held  back  some  of  her  best 
men  in  order  to  save  them  for  the  team  race  with 
Exeter.  Exeter  easily  won  the  meet  with  2^/2 
points,  her  closest  rival  being  Worcester  Academy 
with  18  points.  By  this  victory,  Exeter  won  the  big 
silver  cup,  offered  by  the  B.  A.  A.,  as  a  permanent 
possession. 

INTER-CLASS  SERIES 

Some  very  good  games  of  basketball  were  played 
between  the  class  teams  this  year.  Although  the 
1009  team  improved  enough  to  defeat  1910  in  the 
final  game,  the  championship  went  to  the  Middlers. 
These  men  won  their  numerals:  J.  Takamine,  M. 
H.  Smith,  Jr.,  J.  S.  Reilly,  M.  S.  Coffin,  L.  M.  Stew- 
art, H.  Elwell,  W.  W.  Butts,  and  N.  Williams. 

In  class  hockey,  1911  succeeded  in  retaining  first 
place.  The  good  sport  enjoyed  by  those  who 
played  on  the  class  teams  made  hockey  gain  in  pop- 
ularity. With  more  rink  space  next  year  there  will 
be  many  more  fellows  out  to  play  this  admirable 
game. 

TRACK  SCHEDULE 

Manager  Sheldon  has  arranged  to  have  the  track 
team  take  part  in  four  preliminary  meets  before  the 
dual  meet  with   Exeter.     The   season  as  planned 
consists  of  the  following  dates: 
May    1 — Annual  spring  meet. 

"     — Dual  meet  with  the  Harvard  Freshmen. 

"    15 — Harvard  interscholastic  meet. 

"    22 — Yale  interscholastic  meet. 

"    31 — Andover-Exeter  meet  at  Andover. 

1910  WINS  MEET 

The  annual  inter-class  track  meet,  which  was  held 
1  :>n  March  17th,  was  won  by  the  very  narrow  margin 
i"  if  one-half  a  point  by  the  Middlers.  The  most  ex- 
>  :iting  event  proved  to  be  the  mile-run,  in  which 
:  jould,  Blakeslee,  and  Dowling  fought  hard  for  the 
i  irst  three  places,  finishing  in  the  order  named, 
ii 

RIFLE  TEAM  STARTED 

The  installation  of  a  sub-target  rifle  in  the  gym- 
lasium  has  aroused  considerable  interest  in  rifle 
shooting,  and  a  club  has  been  organized.  It  is  the 
,[  >urpose  of  the  club  to  develop  proficiency  in  shoot- 
'  ng,  both  by  use  of  the  sub-target  gun  and  by  range 
'  hooting  at  Wakefield.  A  team  may  be  entered  in 
1  ome  of  the  tournaments  to  be  held  soon. 


BASEBALL  SCHEDULE 

A  very  promising  baseball  squad  is  hard  at  work 
in  preparation  for  the  list  of  games  which  follows: 
April  10 — Dartmouth. 
April  14 — Bowdoin. 
April  17 — Yale  Freshmen. 
April  22 — Colby. 
April  24 — Boston  College. 
April  26 — Mercersburg. 
April  29 — Carlisle  Indians. 
May  1 — Princeton  Freshmen. 
May  5 — Harvard  at  Cambridge. 
May  8 — Yale  at  New  Haven. 
May  12 — Bates. 

May  15 — Springfield  Training  School. 
May  19 — Harvard  Freshmen. 
May  21 — Pennsylvania  Freshmen. 
May  26 — Open. 

May  29- — Mass.  State  College. 

May  31 — Open. 

June  5 — Exeter  at  Exeter. 

1909  FOOTBALL  SCHEDULE 

The  Andover  football  schedule  for  the  season  of 
1909  has  been  completed  by  Manager  Redman  and  is 
as  follows: 

Sept.  25 — Cushing  Academy. 

Sept.  29 — Lowell  Textile. 

Oct.     2 — Worcester  Academy. 

Oct.     9 — Yale  Freshmen. 

Oct.   16 — Pennslyvania  Freshmen. 

Oct.  23 — Harvard  Freshmen. 

Oct.  30 — Yale  Freshmen  at  New  Haven. 

Nov.  6 — Exeter  at  Exeter. 

NEW  FOOTBALL  COACH 

As  Mr.  Lillard  has  been  granted  by  the  trustees 
a  year's  leave  of  absence,  it  has  been  necessary  to 
secure  some  other  man  to  coach  the  1909  football 
team.  A  Dartmouth  man,  Mr.  Jesse  B.  Hawley,  has 
been  engaged.  Hawley  has  played  left  half-back  on 
the  last  two  Dartmouth  teams,  and  was  considered 
one  of  the  very  best  half-backs  of  the  past  season. 
He  has  also  been  on  the  track  teams. 

After  coaching  the  Dartmouth  team  next  fall,  Mr. 
Lillard  will  study  at  Oxford,  returning  to  Andover 
in  1910. 

NEW  CAPTAINS 

Homer  D.  Swihart,  from  Coshocton,  Ohio,  was 
elected  captain  of  the  1910  basketball  team.  Swihart 
has  played  right  forward  on  the  team  for  two  years. 

The  hockey  team  re-elected  Clyde  Martin,  of 
Brooklyn,  N.  Y.,  as  captain  of  the  team  for  1910. 

Among  the  Andover  men  who  played  on  the  Yale 
Freshman  Basketball  team  were  James  Finnessy, 
captain,  George  Richmond,  Virgil  Belford,  and 
Stewart  Pittman. 
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ARCHAEOLOGY  NOTES 

During  the  past  summer  and  fall  Dr.  Peabody 
was  abroad  representing  the  Peabody  Museum  of 
Harvard  and  the  Department  at  Andover.  He  at- 
tended two  Archaeological  Congresses  at  Chambery 
and  Vienna.  After  the  Vienna  Congress,  he  went 
on  scientific  excursions  to  Hungary,  Croatia,  Bosnia, 
the  Herzgovina  and  Dalmatia.  He  visited  archaeo- 
logical sites  in  Ireland,  England,  France,  Belgium, 
Italy,  and  Austria,  where  he  dug  up  many  speci- 
mens. At  French  caves  he  collected  hundreds  of 
objects,  and  while  passing  through  the  various  coun- 
tries, saw  most  of  the  museums.  At  the  two  Con- 
gresses he  read  a  paper  describing  the  Andover 
Ozark  expedition  of  last  May.  The  European 
archaeologists  were  much  interested  in  hearing  of 
the  work  of  an  American  preparatory  school  in 
archaeological  science. 

The  following  series  of  lectures  has  been  given 
under  the  direction  of  the  Department  of  Archae- 
ology :— 

Oct.  27th — Games  of  the  American  Indians.  War- 
ren K.  Moorehead. 

Nov.  17th — Five  American  Nations;  Conquerors 
of  the  Snow,  Forest,  Mist,  Desert,  and  Plains.  Prof. 
Harlan  I.  Smith. 

Dec.  8th — The  White  Races.    Charles  Peabody. 

Jan.  12th — The  Metal  Ages.     Charles  Peabody 

Jan.  26th — Lewis  and  Clark  Expedition  to  the 
Head  of  the  Columbia.    Warren  K.  Moorehead. 

Feb.  9th — Lewis  and  Clark  Expedition  to  the 
Pacific.    Warren  K.  Mioorehead. 

Feb.  23rd — Caves  at  Home  and  Abroad.  Charles 
Peabody. 

Mar.  9th — Social  Life  of  the  American  Indians. 
Warren  K.  Moorehead. 

Mar.  23rd — Lake  Dwellings  and  the  Bronze  and 
Iron  Cultures.    Charles  Peabody. 

Apr.  13th — Origin,  Accomplishments,  and  Destiny 
of  the  American  Indians.    Warren  K.  Moorehead. 

Warren  K.  Moorehead,  the  Curator  of  the  Depart- 
ment of  Archaeology,  has  recently  been  appointed 
a  member  and  special  investigating  agent  of  the 
United  States  Commission  on  Indian  affairs.  On 
March  10  Mr.  Moorehead  left  for  the  West,  to  visit 
some  of  the  Indian  agencies  and  look  into  the  con- 
ditions of  the  Indians  there. 


ALUMNI  NEWS 


THE   SECOND   ANNUAL  REPORT  OF  THE 
ALUMNI  FUND  COMMITTEE 

This  Association  was  organized  early  in  the  year 
1906  and  adopted  a  Constitution  and  By-Laws.  Its 
purposes  as  stated  in  its  Constitution  are  twofold: 

First.    To  obtain  contributions   to   the  Phillips 


Andover  Alumni  Fund,  which  Fund  is  devoted  to 
the  general  uses  of  the  school  as  distinguished  from 
the  particular  uses  of  any  particular  department. 

Second.  To  advance  the  interests  of  Phillips 
Andover  in  every  possible  way;  to  increase  her  re- 
sources, and  to  help  maintain  a  lively  and  contin- 
uous interest  in  her  welfare  in  the  hearts  of  all  her 
former  members. 

The  Trustees  of  the  school  have  appointed  the 
undersigned  a  Board  of  Directors  to  hold  office  until 
Commencement,  1909,  and  the  Directors,  in  turn, 
acting  under  Article  IV.  of  the  Constitution,  have 
appointed  a  General  Committee  consisting,  as  far 
as  possible,  of  a  representative  from  each  class. 

It  is  through  this  General  Committee  that  the 
whole  work  of  the  Alumni  Fund  is  carried  on, 
and  it  is  by  their  annual  presentation  of  the  cause 
to  their  classmates  that  it  is  hoped  that  each  year 
the  needs  of  the  school  will  be  made  known  to  the 
more  than  6,000  living  men  who  have  spent  at  least 
a  part  of  their  student  days  on  Andover  Hill.  The 
success  of  the  whole  movement  is  dependent  largely 
upon  the  work  done  by  this  General  Committee  and, 
in  the  last  analysis,  of  course,  to  the  response  made 
by  each  individual  to  the  appeal  of  his  class  repre- 
sentative. 

The  work  of  the  Andover  Alumni  Fund  was 
started  in  order  to  meet  the  pressing  needs  of  the 
school.  A  grossly  inadequate  endowment,  a  large 
increase  in  the  student  body,  and  the  universal  ad- 
vance in  the  cost  of  living  have  generally  resulted, 
in  spite  of  the  most  painstaking  economy,  in  an  an- 
nual deficit  in  the  administration  expenses  of  the 
school. 

The  plan  adopted  by  the  Board  of  Directors  con- 
sists roughly  in  the  establishment  of  two  funds, 
one  of  which  is  called  an  "Endowment  Fund"  and 
the  other  a  "Current  Expense  Fund". 

Since  the  work  of  the  Alumni  Fund  started,  three 
years  ago,  there  has  been  contributed  to  the  school, 
through  its  agency,  the  sum  of  $106,000.25.  These 
contributions  have  flowed  from  1008  former  mem- 
bers of  the  school,  and  from  ten  persons  who  have 
not  been  members  of  the  school.  Of  the  above 
amount  $86,400.14  has  been  contributed  toward  the 
Endowment  Fund,  and  the  balance,  $13,606.11, 
toward  the  Current  Expense  Fund.  The  money 
contributed  toward  the  Endowment  Fund  is  always 
permanently  invested  by  the  Trustees,  so  that  the 
Academy  may  enjoy  the  income  therefrom,  while 
the  contributions  toward  the  Current  Expense  Fund 
are  expended  annually,  as  the  name  of  the  Fund 
implies,  for  current  administration  expenses.  The 
results  of  1908  have  been  obtained  from  only  378 
men  out  of  a  possible  6,000,  and,  if  this  work  is  to 
be  far-reaching  and  permanent  in  its  results,  there 
should  be  a  condition  where  3,000  men  annually 
contribute  to  this  good  cause  with  habitual  regu- 
larity.   A  small  average  subscription  from  such  a 
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number  would  solve  the  current  expense  problem  of 
the  Academy. 

The  Board  of  Directors  is  composed  of  the  fol- 
lowing men:  Francis  R.  Appleton,  '71;  Tracy  H. 
Harris,  '82;  Oliver  G.  Jennings,  '83;  D.  Mark  Cum- 
mings,  '85;  William  D.  Sawyer,  '85;  George  B.  Case, 
'90;  Thomas  Cochran,  Jr.,  '90;  Harold  S.  Wallace, 
'97- 

Anyone  desiring  to  communicate  with  the  Board 
may  do  so  by  addressing  the  Secretary,  Thomas 
Cochran,  Jr.,  320  Central  Park  West,  New  York,  by 
whom  all  communications  will  be  promptly  ac- 
knowledged and  inquiries  gladly  answered. 

The  names  of  the  Class  Committeemen  represent- 
ing the  various  classes  who  have  contributed  and 
the  aggregate  contribution  received  from  each  class 
from  Aug.  1,  1907 — Aug.  1,  1908,  are  given  below: 

No. 

Class.  Class  Committeman.  Contrib-  Amount. 

mors. 

1843  Chamberlain,   Rev.   Leander  T., 

D.D.,  1  $2.00 

1848  Cochran,  Thomas,  Jr.,  1  5.00 

1849  Cochran,  Thomas,  Jr.,  2  12.00 

1850  Cochran,  Thomas,  Jr.,  1  10.00 
1853  Cochran,  Thomas,  Jr.,  4  27.00 

1855  Cochran,  Thomas,  Jr.,  3  11.00 

1856  Cochran,  Thomas,  Jr.,  1  5.00 

1857  Cochran,  Thomas,  Jr.,  4  18.00 

1858  Cochran,  Thomas,  Jr.  3  17.00 

1859  Chamberlain,   Rev.   Leander  T., 

D.D.,  13  51.00 

1860  Olney,  Peter  B.,  4  27.02 

1861  Olney,  Peter  B.,  1  5.00 

1863  Burrell,  Rev.  David  J.,  D.D.,  2  50.00 

1864  Burrell,  Rev.  David  J.,  D.D.,  1  10.00 

1865  Deming,  Horace  E.,  6  57-00 

1866  Deming,  Horace  E.,  1  10.00 

1867  Deming,  Horace  E.,  1  50.00 

1868  Minor,  Dr.  S.  Carrington,  2  7.00 

1870  Roosa,  De  Witt,  1  10.00 

1871  Roosa,  De  Witt,  5  137.00 

1872  Wiggin,  Dr.  Frederick  H.}  1  15.00 

1874  Moore,  Charles,  2  20.00 

1875  Swoope,  Roland  D.,  1  10.00 

1877  Day,  William  P.,  12  1037.05 

1878  Day,  William  P.,  11  76.00 

1879  Warren,  Frank  B.,  1  5.00 

1880  Selfridge,  Arthur  }.,  2  30.00 

1881  Selfridge,  Arthur  J.,  5  33.00 

1882  Harris,  Tracy  H.,  8  130.00 

1883  Jennings,  Oliver  G.,  10  1106.00 

1884  Atterbury,  Robert  R.,  6  75.00 

1885  Sawyer,  Wm.  D.,  12  455  00 

1886  Danforth,  G.  H.,  12  82.00 

1887  Walcott,  Frederick  C,  7  52.00 

1888  Bronson,  Rev.  O.  H.,  6  65.00 

1889  Moore,  F.  W.,  13  297.00 

1890  Addis,  Albert  E.,  22  247.10 

1891  McCormick,  Vance  C,  11  96.00 

1892  Thompson,  Augustus  P.,  21  1219.00 

1893  Murphy,  Dr.  Fred  T.,  21  135.00 

1894  Simmons,  Frank  H.,  16  75.00 

1895  Burgess,  Edward  G,  Jr.,  14  83.00 

1896  Drinkwater,  Arthur,  '  18  119.00 

1897  Morris,  Ray,  3  8.50 

1898  Schweppe,  Charles  H.,  24  187.00 

1899  Quinby,  Frank  L.,  7  47.00 

1900  Raffcrty,  Charles  D.,  24  93.50 


1901  Deming,  Harold  S., 

1902  Goodhue,  Francis  Abbot, 

1903  Chapin,  Edward  Barton, 

1904  Garver,  Chauncey  B., 

1905  Cushman,  Trevor  A., 
1907  Wilson,  Walter  O., 


20.00 
46.00 
82.50 
55-00 
167.00 
31.00 


Total,  378  $6720.67 

An  analysis  of  the  contributions  made  during  the 
year  1908  is  as  follows: 

General  Endowment  Fund,  $2,899.00 
Current  Expense  Fund,  3,821.67 

  $6,720.67 

Expenses,  309.52 


Net  result, 
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BOSTON  ALUMNI  DINNER 

Graduates  of  Phillips  Andover  Academy  from  all 
parts  of  New  England  to  the  number  of  150,  met 
at  Young's  Hotel  on  the  evening  of  February  12, 
to  organize  the  Boston — Andover  alumni  associa- 
tion, following  the  example  of  other  associations 
which  have  been  formed  in  New  York,  Chicago, 
Washington,  and  elsewhere.  Anyone  is  eligible  to 
membership  in  this  association  who  lives  in  New 
England  and  has  at  any  time  and  in  any  way  been 
enrolled  in  the  books  of  the  academy,  and  it  is 
estimated  that  there  are  at  present  1500  so  eligible. 
Provision  is  also  made  for  the  election  of  honorary 
members. 

The  officers  of  the  association  as  elected  are: 
President,  Hollis  R.  Bailey  '73;  vice-presidents,  Hon. 
Robert  R.  Bishop,  '54;  Dr.  William  A.  Mowry,  '54; 
Desmond  Fitz  Gerald,  '63;  Alvin  F.  Sortwell,  '71; 
Frederick  W.  Tilton,  ex-principal  of  the  Academy, 
Hon.  William  H.  M'oody,  '72;  Nathaniel  Stevens, 
'76;  Marcus  Morton,  '79;  Arthur  B.  Chapin,  '87;  sec- 
retary, Arthur  Drinkwater,  '96;  treasurer,  Joseph 
W.  Lund,  '86;  executive  committee,  Dr.  Arthur  C. 
Jelly,  '78;  Rev.  James  H.  Ropes,  '85;  Dr.  William  P. 
Graves,  '87;  Dr.  Frederick  T.  Murphy,  93;  Fred- 
erick D.  Greenhalge,  '94;  Arthur  B.  Chapin,  '87; 
Philip  W.  Thomson,  '98;  F.  A.  Goodhue,  '02,  and 
G.  S.  Shirk,  '05. 

The  guests  of  the  evening  were:  Alfred  E.  Stearns, 
'90,  principal  of  the  Academy;  Prof.  David  Y.  Com- 
stock,  formerly  of  the  faculty;  John  A.  Garver,  '71, 
a  prominent  lawyer  of  New  York  and  president  of 
the  New  York  Andover  alumni  association;  Dean 
Wallace  C.  Sabine  of  Harvard;  Alfred  Ripley,  '73, 
a  trustee  of  the  academy  and  member  of  the  Yale 
corporation,  and  Judge  Robert  R.  Bishop,  '54,  of 
the  superior  court  of  Massachusetts.  Letters  of 
regret  were  read  from  Justice  Moody  of  the  U. 
S.  Supreme  court,  Prof.  W.  B.  Graves,  Henry 
Austin  Kittredgc  and  Prof.  Henry  E.  Emery  of 
Yale. 

Principal  Stearns,  introduced  by  toastmaster 
Arthur  Chapin  '87,  spoke  of  the  progress  recently 
made  by  the  academy.    He  dwelt  especially  on  the 
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acquisition  of  the  Seminary  property  and  the  great 
value  to  the  school  resulting  from  this  addition  to 
the  material  equipment.  He  spoke  also  of  the  efforts 
being  put  forth  to  strengthen  and  advance  the  high 
scholarship  standards  of  the  Academy.  Mr.  Stearns 
ended  by  saying  that  it  was  an  expensive  matter 
for  the  school  to  maintain  its  cherished  and  historic 
standards  of  broad  American  democracy  but  that 
the  trustees  were  united  in  feeling  that  this  standard 
must  and  would  be  maintained  at  all  hazards. 

Professor  Comstock  received  a  hearty  and  deser- 
ved welcome.  He  contrasted  the  Andover  of  the 
present  with  the  Andover  of  the  past,  and  related 
many  humorous  incidents  connected  with  his  teach- 
ing boys  at  Andover. 

Mr.  Garver  told  of  the  work  of  the  New  York 
association,  now  17  years  old  and  with  600  mem- 
bers, and  of  the  need  of  the  support  of  the  alumni 
in  the  support  of  that  most  democratic  of  second- 
ary institutions,  whose  work  it  was  to  teach  its 
boys  "the  great  and  real  business  of  living." 

Dean  Sabine  contrasted  the  secondary  schools  of 
New  England,  which,  broad  and  democratic,  "can 
carry  their  students  through  part  of  the  transition 
from  the  home  life  to  the  responsibility  of  indepen- 
dent business  existence"  with  the  comparatively 
narrow  "town"  schools  of  the  middle  west,  whose 
only  function  is  to  "keep  a  boy  four  years  and  then 
turn  him  loose."  Mr.  Sabine  spoke  in  high  praise 
of  the  work  being  done  at  Andover,  and  stated  that 
in  his  judgment  the  boys  who  came  to  Harvard 
from  Phillips  Academy  were  not  excelled  by  those 
from  any  other  preparatory  school. 

Mr.  Ripley  emphasized  Mr.  Garver's  plea  of  the 
need  of  money,  not  for  additions  and  improvements, 
but  just  "to  give  the  professors  a  living  wage  and 
make  them  self-respecting  as  well  as  self-support- 
ing", and  the  consequent  value  of  alumni  associa- 
tions. 

A  quartet  from  the  Academy  Glee  Club  led  the 
singing. 

NEW  YORK  ALUMNI  DINNER 
The  annual  dinner  of  the  New  York  Alumni 
Association  of  Phillips  Academy  was  held  at  the 
University  Club,  New  York  City,  on  Friday  evening, 
January  29th.  Mr.  John  A.  Garver,  '71,  President 
of  the  Association,  presided.  After  a  brief  business 
meeting,  in  which  the  reports  of  the  Treasurer  and 
Secretary  were  read  and  accepted,  those  present 
adjourned  to  the  dining-room,  where  the  banquet 
was  served.  The  speakers  of  the  evening,  in  addi- 
tion to  Principal  Stearns,  were  Rev.  William  F. 
Richards,  of  New  York  City,  a  graduate  of 
Andover  Theological  Seminary,  Mr.  Robert  E. 
Speer,  '86,  and  Hugh  A.  Bayne,  '88.  Frank  H. 
Simmons,  '94,  had  charge  of  the  music  as  usual. 
Mr.  James  B.  Neale,  who  had  come  over  from 
Pittsburg  to  attend  the  dinner,  was  called  on  to 


say  a  word  for  the  Pittsburg  Association.  The 
speeches  were  of  unusual  excellence,  and  the  meet- 
ing an  enthusiastic  one.  Mr.  Garver  was  re-elected 
president  of  the  Association  for  the  coming  year. 

Mr.  Stearns  told  the  alumni  of  the  acquisition  of 
the  Seminary  property  by  the  Academy,  and  of  the 
efforts  now  being  put  forth  by  the  trustees  to  raise 
the  money  required  for  the  purchase  of  the  prop- 
erty. He  said  that  seventy  thousand  dollars  had 
been  subscribed  by  alumni  and  friends,  and  that  in 
addition  to  this  amount  Mr.  Carnegie  had  promised 
to  give  twenty-five  thousand  dollars  when  the  bal- 
ance should  have  been  raised. 

At  the  close  of  the  formal  dinner  the  crowd 
broke  up  into  groups  of  varying  sizes,  and  in  the 
discussion  of  old  school-days  and  events  renewed 
friendships  and  strengthened  again  old  ties.  Some 
of  these  groups  did  not  separate  until  the  early 
morning  hours. 

PITTSBURG  ALUMNI  MEETING 
The  Phillips  Alumni  Association  of  Pittsburg,  Pa., 
held  its  annual  dinner  at  the  Duquesne  Club  on 
Thursday  evening,  January  28th.  The  meeting  was 
the  most  successful  ever  held  by  the  Club,  and  came 
very  near  the  high-water  mark  for  attendance.  The 
Association  has  on  its  list  the  names  of  not  quite 
a  hundred  Andover  men  residing  in  Pittsburg  and 
vicinity.  Of  this  number  sixty-five  men  sat  down 
at  the  dinner,  a  remarkably  good  showing.  Those 
who  were  present,  too,  exhibited  plenty  of  enthu- 
siasm and  Andover  spirit. 

William  N.  Frew,  '72,  President  of  the  Asso- 
ciation, presided.  The  regular  speakers  in  addition 
to  Principal  Stearns,  who  was  the  guest  of  the 
Association,  were  Rt.  Rev.  Courtland  Whitehead, 
'59,  Bishop  of  Pennsylvania,  James  B.  Neale,  '92, 
of  Minersville,  and  C.  C.  McCord,  '68.  Bishop  White- 
head gave  reminiscences  of  his  own  school  days 
under  Dr.  Samuel  Taylor.  Mr.  Neale  spoke  for  the 
Alumni,  and  laid  particular  stress  on  the  attach- 
ment which  the  old  men  felt  for  the  Academy, 
chiefly  because  of  its  broad  democracy  and  its  policy 
of  estimating  each  individual  at  his  own  worth.  Mr. 
McCord  responded  to  the  toast,  "The  Jolly  Go  Hop- 
pies",  and  gave  an  amusing  account  of  the  founda- 
tion of  this  wonderfully  named  secret  society  back 
in  the  '6o's,  of  its  short  existence  in  temporary  head- 
quarters on  Salem  street,  and  of  its  sudden  and  un- 
timely end  when  Dr.  Taylor  discovered  its  presence 
in  the  school. 

In  addition  to  the  regular  speakers  several  others 
present  were  called  on  for  remarks.  J.  A.  Phillips, 
'89,  the  hero  of  the  famous  Fern.  Sem.  sleighride, 
was  compelled  to  tell  the  eager  crowd  all  about  his 
escapade,  and  how  he  managed  to  ride  from  An- 
dover to  Lowell  and  back  with  the  senior  class  of 
Abbot  Academy  without  being  detected.  Capt.  C. 
D.  V.  Hunt,  '79,  of  the  United  States  Army,  res- 
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ponded  to  the  request  to  deliver  ,a  humorous  reci- 
tation purporting  to  be  the  love  song  of  a  Philip- 
pine maiden.  During  the  dinner  a  colored  quartette 
stationed  in  the  gallery  furnished  music,  in  which 
the  diners  frequently  joined.  Andover  songs  and 
cheers  were  tried  by  all  present,  old  and  young,  with 
varying  degrees  of  success.  The  Committee  having 
charge  of  the  dinner  was  composed  of  C.  C.  McCord, 
'68,  J.  M.  Magee,  '95,  Southard  Hay,  '98,  and  L.  D. 
Waddell,  '98,  chairman.  Mr.  McCord  was  elected 
president  of  the  Asociation  for  the  coming  year, 
and  it  was  the  opinion  of  all  present  that  the  stand- 
ard set  by  this  year's  dinner  must  be  maintained  in 
the  future. 

PHILLIPS  CLUB  AT  BROWN 
A  meeting  of  the  Exeter  and  Andover  men  was 
held  in  the  Union  at  Brown  University,  during  the 
winter  term,  for  the  purpose  of  reorganizing  the 
Phillips  Club  at  Brown.  Plans  were  submitted  for 
getting  Exeter  and  Andover  men  down  to  the 
Brown  banquet  and  also  for  keeping  in  touch  with 
men  who  are  likely  to  go  to  Brown.  It  was  also 
decided  to  inform  the  students  of  these  schools 
what  their  graduates  at  Brown  were  doing.  The 
following  officers  were  elected:  H.  K.  Jackson,  A. 
'05,  B.  '09,  president;  J.  Dean,  E.  '05,  B.  '09,  vice- 
president;  E.  Gardner,  E.  '07,  B.  '11  corresponding 
secretary  for  Exeter;  A.  Farnsworth,  A.  '06,  B.  '10 
corresponding  secretary  for  Andover. 
NORTHWESTERN  ASSOCIATION  MEETING 
The  second  annual  meeting  of  the  Northwestern 
Alumni  Association  was  held  in  Minneapolis  during 
the  latter  part  of  March.  Sickness  prevented  a 
number  of  men  from  attending,  though  they  had 
previously  accepted  the  invitations  sent  out  by  the 
officers.  Though  the  attendance  was  small,  those 
present  enjoyed  a  thoroughly  good  time.  Letters 
were  read  from  absent  members  of  the  Association 
and  from  Principal  Stearns.  Among  those  present 
were:  L.  W.  Rundlett,  '64,  Charles  C.  Bovey,  '86, 
Franklin  Benner,  '72,  W.  B.  Jordan,  Jr.,  '00,  A.  W. 
Abbott,  '59,  K.  P.  Grant,  '02,  Morton  Barrows,  '76, 
F.  M.  Crosby,  '93,  Frank  M.  Taylor,  '06,  M.  M. 
Cochran,  '00,  Edwin  White,  '02. 

PROPOSED  PHILADELPHIA  ALUMNI 
ASSOCIATION 
Through  the  efforts  of  Charles  F.  Richardson, 
'61,  and  J.  G.  Dunlap,  '02,  a  new  Alumni  Association 
in  Philadelphia  is  likely  to  become  a  reality  in  the 
near  future.  A  letter  sent  by  Mr.  Richardson  to 
the  Andover  men  in  Philadelphia  and  vicinity  early 
in  February  called  together  a  group  of  interested 
alumni,  and  this  meeting  has  been  followed  by 
others.  Plans  for  the  new  association  have  been 
discussed  and  formulated,  and  it  is  expected  that 
the  first  meeting  and  dinner  will  be  held  within  a 
few  weeks. 


REUNION  OF  CLASS  OF  SEVENTY-ONE 

The  fifth  reunion  of  the  Class  of  1871  was  held 
at  the  Harvard  Club  Private  Dining  Room,  New 
York  City,  Thursday  evening,  February  nth. 

The  class  is  widely  scattered  but  there  were  fif- 
teen present  at  the  banquet.  More  had  signified 
their  intention  of  being  present  but  found  them- 
selves unavoidably  detained  at  the  last  moment.  1 
Those  present  were  Frank  Appleton,  Lon  Beards- 
ley,  Will  Butler,  Will  Chapin,  George  Cole,  Roger 
Griswold,  I.  Freeman  Hall,  Charles  Isham,  Sam 
Isham,  Joe  Jamieson,  Almet  Jenks,  DeWitt  Roosa, 
Frank  Somers,  Al  Sortwell  and  Henry  VanDuzer. 

Almet  Jenks  was  unanimously  elected  president 
of  the  class.  I.  F.  Hall  was  reelected  secretary  and 
treasurer. 

Letters  from  twenty  absent  members  were  read. 
No  set  speeches  were  made,  but  as  the  night  pro- 
gressed we  sat  around  the  board  and  visited.  Those 
who  had  anything  to  say  said  it. 

"Then  when  the  tables  were  cleared  and  hunger 

appeased  by  the  banquet, 
Long  we  inquired  of  each  other  the  fate  of  our 

missing  companions." 

Many  absent  members  were  referred  to  and  pleas- 
ant words  spoken  concerning  those  who  had  passed 
away  but  were  still  held  in  remembrance  by  us 
all: — Eben  Young  Backus,  Frederick  Bartlett, 
Walker  Blaine,  Charles  Fleming,  George  French, 
Roe  Hasbrouck,  Guy  Howard,  Elsworth  Hunt,  Billy 
Klem,  O.  W.  Meeks,  Johnnie  Patton,  Frank  San- 
born, Ed.  Short,  Will  Thompson  and  Sam  Wiggin. 

Uncle  Sam  was  not  forgotten,  nor  the  able  and 
efficient  principal  of  1909. 

One  topic  of  great  interest  and  prime  importance 
was  discussed  "THE  INCREASE  OF  THE 
PHILLIPS  ALUMNI  FUND."  Two  members  of 
the  class  had  already  contributed  one  thousand 
dollars  each  and  another  member  five  hundred  dol- 
lars. De  Witt  Roosa  of  Kingston,  N.  Y.  was 
instructed  to  take  the  matter  in  hand  at  once,  and 
agreed  to  receive  and  forward  in  the  name  of  the 
class  any  contributions,  large  or  small. 

The  dinner  was  so  much  enjoyed  it  was  at  once 
voted  that  the  next  reunion  (the  40th)  would  be 
held  in  February,  1911. 

Since  February  nth  the  Secretary  has  received 
interesting  and  cordial  letters  from  Carruth,  Mason, 
Washburn,  Cutter,  Randall,  Suffern,  Giddings, 
Dinsmore,  Headley,  Stevens  and,  Atwater,  saying 
that  they  would  certainly  be  present  in  191 1  to  see 
and  greet  the  boys  again.  I.  F.  HALL. 

CLASS*  OF  '84  REUNION 

The  class  of  '84  will  observe  its  25th  anniversary 
by  a  reunion  at  Andover  at  the  coming  commence- 
ment season.  A  banquet  will  be  served  on  the 
evening  of  June  22. 
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All  members  of  the  class  are  urged  to  be  present 
and  make  this  a  memorable  event. 

The  great  increase  in  size  and  number  of  class 
reunions  in  Andover  during  recent  years  should 
aid  in  bringing  together  a  large  gathering  of  '84 
men. 

The  committee  is  unable  to  reach  all  on  account 
of  lack  of  proper  addresses,  but  will  be  very  glad 
to  hear  from  any  one  who  has  not  received  an 
official  notification.  Address,  G.  A.  Higgins,  An- 
dover, M&ss. 

'99  DECENNIAL  REUNION 

In  response  to  our  circular  letter  of  March  1st, 
we  have  heard  from  fifty-eight  men  and  thirty- 
eight  of  these  have  paid  their  class  assessment. 
Of  the  remaining  twenty-one  the  greater  part  are 
not  yet  able  to  decide  definitely  whether  they  can 
be  present  or  not.  The  men  who  have  bought 
tickets  to  the  class  dinner  are:  Atwater,  Brainard, 
Codding,  Curtiss,  Donahue,  Dreisbach,  Evans,  Fox, 
Hatch,  Hicks,  Hill,  F.  A.,  Hull,  Janes,  Kimball, 
Klock,  Leonard,  Levering,  Littlefield,  McClintock, 
Melcer,  Nathan,  Nevin,  Nicholas,  Ogden,  O'Neil, 
Parker,  Perkins,  Pierce,  Potter,  Roberts,  N.  R., 
Sayward,  Sidley,  Smith,  Stiles,  Sugden,  Townsend! 
Van  Wickle,  and  Williams.  We  urge  all  men,  whether 
they  are  planning  to  attend  the  reunion  or  not,  to 
send  in  their  class  assessment  at  once,  as  it  is  from 
this  fund  that  the  Committee  must  pay  the  expenses 
of  the  reunion,  including  class  dinner,  class  hats, 
transportation,  menus  and  other  necessary  incidental 
expenses,  and  publication  of  class  report,  and  it  is 
impossible  for  us  to  arrange  any  of  the  details  def- 
initely until  we  know  how  many  men  we  can  rely 
upon  for  these  purposes,  and  then  again,  the  Com- 
mittee must  be  considered,  for  work  is  piling  up 
on  our  hands  and  the  sooner  these  checks  are  in, 
the  earlier  we  will  be  able  to  get  affairs  closed  up. 

We  have  decided  not  to  attempt  the  publication 
of  a  class  report  until  after  the  reunion  and  dinner, 
both  on  account  of  the  amount  of  work  devolving 
upon  us  at  this  time  in  arranging  reunion,  and  in 
order  that  we  may  incorporate  an  account  of  the 
"doings"  in  that  report. 

The  School  authorities  have  designated  Churchill 
Memorial  Room,  Phillips  Hall,  as  headquarters  of 
the  class  during  the  reunion  at  Andover  and  the 
men  of  the  class  are  expected  to  meet  there  and 
register  with  the  Secretary  on  Wednesday  morning, 
June  23rd,  as  early  in  the  day  as  possible,  and  after 
spending  the  day  at  Andover,  they  will  go  by  a 
special  electric  car  to  Boston,  where  the  class  din- 
ner will  be  held  at  the  Parker  House. 

To  date  we  have  reports  from  ONE  HUNDRED 
TWENTY  FIVE  men,  there  being  only  seven  men, 
whose  names  appear  in  the  Class  Book,  from  whom 
we  have  not  heard,  and  who  are:  Blaikie,  Brown, 
T.  M.  H.,  Hill,  T.  E.,  Lucas,  Lyon,'  Tuttle  and 


Wagar.  FIFTY-NINE  of  the  One  Hundred 
Thirty  Five  men  heard  from  are  married,  and  thirty- 
eight  children,  twenty-one  boys  and  seventeen  girls, 
have  been  born  to  them.  The  following  men  have 
two  children:  Comings,  Curtiss,  Donahue,  Fish, 
Hicks,  Kimball,  Klock,  Lippincott,  Nicholas,  and 
Schultz.  The  engagements  of  Dr.  Tasker  Howard 
and  N.  L.  Snow  have  been  announced. 

Our  class  fund  now  amounts  to  $951,  which  has 
been  contributed  by  fifty-seven  men,  so  there  are 
seventy-eight  men  who  have  been  heard  from  who 
have  contributed  nothing  as  yet  to  the  class  fund, 
although  practically  all  have  promised  to  give  some- 
thing before  the  reunion.    The  pledges  and  con- 
tributions which  make  up  this  amount  are:  One  of 
$65;  One  of  $50;  Five  of  $30;  Ten  of  $25;  Three  of 
$20;  Eleven  of  $15;  Three  of  $12;  Ten  of  $10;  One 
of  $9;  One  of  $8;  Three  of  $6;  Eight  of  $5;  making 
a  total  of  $951.,  an  average  of  $16.68  per  man.  We 
are  anxious  to  make  this  fund  $1200,  at  least,  and 
if   the    seventy-eight   men   who   have  contributed 
nothing  will  only  do  half  as  well  as  the  fifty-seven 
who  have  contributed,  a  class  fund  of  over  $1500]  d 
will  be  easily  raised.     All  pledges  and  promises 
made  to  the  class  fund  ARE  DUE  MAY  1ST,  and  . 
should  be  remitted  to  the  Treasurer  now  as  soon  as 
possible,  and  we  hope  the  men  will  do  so  without  I 
further  notice,  for  besides  the  amount  of  work  now 
being  entailed  on  us,  and  consequent  loss  of  time  I  I 
from  business,  our  postage  and  stationery  account  is  I  b 
already  enormous,  and  in  this  connection  we  might  i. 
add  that  every  man  who  has  not  contributed  to 
the  class  fund  has  been  and  is  a  source  of  expense 
to  the  class  because  the  postage  and  stationery  used 
on  him  has  been  paid  for  by  the  men  who  have]  \k 
contributed  to  the  fund.    As  we  said  in  our  first 
circular  letter  of  May  1st,  1907,  we  feel  that  after 
ten  years  immunity  from  foot-ball,  base-ball,  track, 
class  book  and  pot-pourri  subscription  fiends  every 
fellow  connected  with  the  class  should  now  have; 
something  in  his  pocket  for  old  Andover. 

Inasmuch  as  the  greater  part  of  the  statistic  blanks! 
were  sent  in  almost  two  years  ago,  we  know  that 
in  that  time  there  have  been  many  changes,  and  we 
urge  every  man  to  inform  us  of  all  changes  of  ad- 
dress, business  connections,  marriage,  birth,  poli- 
tical appointment,  etc.,  so  we  can  correct  our  records 
and  keep  them  up  to  date.  It  will  be  a  great  con- 
venience to  the  Committee  if  the  men  will  take  it! 
upon  themselves  to  send  us  the  changes  without 
our  writing  for  them,  and  we  ask  every  man  tc 
drop  a  postal  telling  us  if  there  have  been,  or  have 
not  been,  any  changes  since  his  blank  was  filled 
out,  so  that  the  blanks  may  be  brought  up  to  date 

We   have   received,   since   last   report,   statistic)  t 
blanks  from  the  following  men  who  have  not  beer 
heretofore  reported: 

FITZ-GIBBON,  Richard  A.— Mining  operato: 
and  broker,  37  Wall  St.,  New  York,  N.  Y.  Married 
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Miss  Florence  D.  Pinckney  Feb.  18,  1906,  at  New 
Rochelle,  N.  Y.  Home  address  1  Serpentine  Drive, 
Rochelle  Park,  New  Rochelle,  N.  Y. 

GRIMES,  Cecil  Paul — Garage  Proprietor,  Pena- 
cook,  N.  H.  '  Married  Miss  Mary  Isabel  Harris, 
Dec.  14,  1905,  at  Penaccok,  N.  H. 

HICKS,  Leslie  Robert — Electrical  Engineer  with 
Fall  River  Electric  Light  Co.,  Fall  River,  Mass. 
Married  Miss  Cecile  Baxter  Feb.  20,  1905,  at  New- 
port, R.  I.  Son,  Leslie  Robert  Hicks,  Jr.,  born 
May  6,  1906;  daughter,  Beatrice  Hicks,  born  July 
23d,  1908;  both  at  Elgin,  Ills.  Home  address  70 
School  Street,  Fall  River,  Mass. 

HOWARD,  Warren  Joel — Physician,  Roxbury, 
Vt.  Married  Miss  Lena  Evelyn  Everett,  Sept.  it, 
1907,  at  Burlington,  Vt. 

JANES,  Julius  French  (Judy) — Treasurer  of  the 
Morgan  Lithograph  Co.,  St.  Clair  Ave.,  cor.  3d 
Street,  N.  E.,  Cleveland,  O.  Married  Miss  Ruth 
Hawkins  Nov.  11,  1903,  at  Cleveland,  O.  Son  Julius 
French  Janes,  Jr.,  born  Mlarch  4,  1909  at  Cleveland, 
O.  Home  address  1951  East  83d  Street,  Cleveland, 
Ohio. 

LIPPINCOTT,  Isaac — Instructor  in  Physics  and 
Chemistry  in  Smith  Academy,  St.  Louis,  Mo.,  and 
on  staff  of  Washington  Times  and  St.  Louis  Star. 
Married  Edna  May  Wright  Aug.  24,  1903,  at  St. 
Louis,  Mo.  Son,  John  Wright,  born  Oct.  14,  1904; 
son,  David  Wells,  born  Nov.  3,  1905 — both  in  St. 
Louis,  Mo.  Home  address  5944  West  Cabanne 
Place,  St.  Louis,  Mo. 

MOOREHEAD,  Robert  White— With  Gordon 
Manufacturing  Co.,  Harrisburg,  Penna.  Married 
Miss  Marion  Esther  Pannebecker  Nov.  20,  1907,  at 
Lancaster,  Penna.  Home  address  203  Hamilton 
Street,  Harrisburg,  Penna. 

MIUNSON,  Walter.  Starbuck— With  Munson 
Bros.  Co.,  Engineers,  Founders  &  Machinists, 
Broadway  &  Erie  Canal,  Utica,  N.  Y.  Home  ad- 
dress 36  Brinckerhoff  Ave.,  Utica,  N.  Y. 

PERKINS,  Alfred  Norton— Travelling.  Home 
address,  Sharon,  Penna. 

PHIPPS,  Henry  Carnegie— Real  Estate,  787 
Fifth  Ave.,  New  York,  N.  Y.  Married  Miss  Gladys 
Mills,  Dec.  7,  1907,  at  Staatsburgh,  N.  Y.  Son, 
Ogden  Phipps,  born  Nov.  27,  1908,  at  New  York 
City.    Home  address  Roslyn,  L.  I.,  N.  Y. 

ROBERTS,  Nicholas — Executive  Secretary  of 
Chamber  of  Commerce  of  Springfield,  111.  One  of 
fifteen  commissioners  appointed  by  the  Governor 
to  organize  the  Illinois  Celebration  of  Lincoln's 
One  Hundredth  Anniversary.  Address,  Springfield, 
I  His. 

SKINNER,  Harry  Hooker — Fire  Insurance,  1008 
Machesney  Bldg.,  Pittsburg,  Penna.  Home  address, 
Fort  Pitt  Hotel,  Pittsburg,  Penna. 

WOOD,  Samuel  Newell— Art  Publish  er  and 
Dealer  with  Horace  K.  Turner  Co.,  221  Columbus 
Ave.,  Boston,  Mass.    Married  Miss  Mabel  Brown, 


June  12,  1905,  at  Dorchester,  Mass.  Son,  Henry 
Newell  Wood,  born  Nov.  23,  1906,  at  Dorchester, 
Mass.  Home  address  88  Greenwood  St.,  Dorches- 
ter, Mass. 

Walter  S.  Sugden,  Treas. 

NOTES  OF  '99  MEN  HERETOFORE  REPORTED 

1899 — Kilburn  D.  Clark  is  representative  in  New  York 
and  Canada  for  the  Harbison-Walker  Co.  of  Pittsburg, 
Pa.,  with  headquarters  at  Buffalo,  N.  Y.  He  may  be 
addressed  care  Touraine  Hotel,  Buffalo,  N.  Y. 

1899— Born  to  Mr.  and  Mrs.  William  Blacic  Donahue, 
at  their  home  in  Catskill,  N.  Y.,  on  August  20,  1908,  a 
daughter,  who  has  been  named  Catharine  Jeanette ;  this 
is  their  second  child. 

1899— Mr.  and  Mrs.  F.  S.  Woodbury,  of  Washington, 
D.  C,  have  announced  the  engagement  of  their  daughter, 
Mary,  to  Dr.  Tasker  Howard,  of  388  Clinton  Street 
Brooklyn,  N.  Y. 

1899 — At  the  annual  meeting  of  the  Richmond  Ice 
Company  of  Pittsfield,  Mass.,  Norman  C.  Hull  was  elected 
a  director.  Hull  was  also  recently  elected  Secretary  of 
the  Democratic  Committee  for  Pittsfield  for  the  third 
term. 

1 

1899— Born  to  Mr.  and  Mrs.  Julius  French  Janes,  at 
their  home  at  1951  East  83d  Street,  Cleveland,  Ohio,  on 
March  4,  1909,  a  son,  who  has  been  named  Julius  French 
Janes,  Jr. 

1899— Born  to  Mr.  and  Mrs.  Ferdinand  Frazier  Jelke„ 
at  their  home  at  565  Dearborn  Ave.,  Chicago,  111.,  on 
Dec.  is,  1908,  a  son,  who  has  been  named  Ferdinand 
Frazier  Jelke,  Jr. 

1899— Sol  Metzger  has  been  again  made  head  coach 
of  the  football  eleven  of  the  University  of  Pennsylvania 
for  the  season  of  1909. 

1899— Married  Feb.  10th,  1909,  at  Manchester,  N.  H., 
Miss  Elizabeth  Jencks,  daughter  of  Mr.  and  Mrs.  Wel- 
come Jencks,  and  Theodore  Hugh  Nevin  of  Sewickley, 
Penna.  Mr.  and  Mrs.  Nevin  are  at  home  at  3  Linden 
Place,  Sewickley,  Penna. 

1899— Emmet  F.  Sidley  has  been  transferred  by  the 
New  England  Telephone  &  Telegraph  Co.,  from  Rochester, 
N.  H.,  to  Winchendon,  Mass.  His  home  address  is  93 
Bodwell  St.,  Lawrence,  Mass. 

1899— Mr.  and  Mrs.  William  H.  Harris  of  New  York 
City  have  announced  the  engagement  of  their  daughter, 
Helen  Fancher,  to  Mr.  Norman  Leslie  Snow,  of  the  same 
city. 

1899 — Norman  L.  Snow  has  severed  his  connection  with 
the  Sirocco  Engineering  Company  and  is  with  The  Terry 
Steam  Turbine  Co.,  90  West  Street,  New  York  City. 

1899 — Married,  Dec.  17,  1907,  at  Philadelphia,  Pa.,  Miss 
Katherine  North,  and  Griswold  Wilson.  Mr.  Wilson  is- 
now  traveling  Freight  Agent  of  the  Chicago,  Burlington 
&  Quincy  Railroad,  with  offices  in  Williamson  Bldg., 
Cleveland,  O. 

1899 — The  following  '99  men  attended  the  Yale  '03 
dinner  at  the  Yale  Club  in  New  York  City  on  Jan.  9th  : 
Dreisbach,  (Easton,  Pa.)  ;  Fitch,  Fox,  Haas,  Holt,  John- 
ston, (Wilmington,  Del.)  ;  Leonard,  Littlcfield,  Melcer, 
(New  London,  Ct.)  ;  Ogden,  Stern,  Townsend,  and  Wal- 
lace (Ansonia,  Ct.) 
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STUDENTS  AT  ANDOVER  BEFORE  1880 


It  would  hasten  forward  the  Biographical  Catalogue  of 
the  Academy  and  insure  accuracy  as  well  as  lessen  expense 
if  all  students  of  Phillips  who  entered  the  institution  be- 
fore 1880  would  answer  the  following  questions  and  mail 
the  same  to  "Biographical  Catalogue,  Phillips  Academy, 
Andover,  Mass."  Name  in  full,  date  of  birth,  place  of 
birth,  age  at  entering,  time  of  leaving,  name  of  father, 
maiden  name  of  mother  in  full,  college  with  year  of 
graduation,  college  degrees,  Civil  War  or  Spanish  War 
record,  civil  or  political  offices  held,  literary  work  done, 
present  address,  occupation. 


It  is  requested  that  death  notices  and  wedding  announce- 
ments be  sent  to  Phillips  Bulletin,  Andover,  Mass.,  in 
order  that  these  records  may  be  complete  and  accurate. 


PERSONALS 

1846 —  Aaron  Cummings,  son  of  Francis  Peabody  and 
Lois  Chamberlain  Cummings,  was  born  in  Albany,  Me.. 
September  11,  1819.  He  was  one  of  four  brothers  who 
attended  Phillips  Academy  and  he  had  a  son,  Rev.  Arthur 
G.  Cummings,  in  the  class  of  1890.  For  several  seasons 
he  taught  school  and  for  many  years  was  in  the  employ 
of  the  trustees  of  the  Academy.  During  all  his  life  he 
was  much  interested  in  education  and  all  that  tended  to 
the  uplifting  of  mankind.  He  died  in  Andover,  March  11, 
1909. 

1847 —  Joseph  James  Couch,  son  of  Rev.  Paul  and  Har- 
riet Tyler  Couch,  was  born  in  Newburyport,  March  24, 
1828.  For  ten  years  after  leaving  Andover  he  was  in- 
terested in  mechanical  inventions,  was  the  pioneer  in 
inventing  the  first  steam  drill,  used  later  in  exca- 
vating the  Hoosac  tunnel  and  he  invented  various  im- 
provements in  sewing  machines.  In  1861  he  was  ap- 
pointed inspector  of  customs  in  the  New  York  Custom 
House  and  remained  there  till  his  death,  rising  to  be 
special  deputy  collector,  the  practical  head  of  the  service. 
He  died  in  Brooklyn,  N.  Y.,  February  10,  1909. 

1847 — George  Henry  Morrill  of  Norwood,  long  the  head 
of  the  company  which  manufactures  printers'  inks,  died 
April  1,  1909,  at  Port  Antonio,  Jamaica,  West  Indies. 
Early  in  life  Mr.  Morrill  learned  the  machinist's  trade 
and  was  a  locomotive  engineer  on  the  New  York  Central 
railroad. 

1847 — Moody  Adoniram  Stevens,  son  of  David  and  Bet- 
sey Rider  Stevens,  was  born  February  7,  1828,  at  Bedford, 
N.  H.  He  attended  the  Academies  at  Andover  and  Exe- 
ter. He  was  a  student  of  music  for  seven  years  and  of 
theology  at  Union  Seminary  in  1859-1861.  He  was  chap- 
lain of  the  2nd  New  York  regiment  in  the  Civil  War, 
held  various  pastorates  in  Vermont,  Massachusetts,  Illi- 
nois and  Minnesota.  Mr.  Stevens  died  in  Milford,  N.  H., 
March  3,  1909. 

1852 — Quincy  Eliot  Dickerman  was  born  in  Stoughton 
and  educated  at  the  Bridgewater  Normal  School  and  Phil- 
lips. He  taught  in  several  towns  in  the  public  schools 
and  since  1865  in  the  city  of  Boston.  For  thirty  years 
he  was  connected  with  the  Brimmer  School,  since  1880  as 
master.  For  26  years  he  was  a  member  of  the  Somerville 
school  committee.  He  died  in  Daytona,  Fla.,  January  25, 
1909. 

1852 — Lucius  Floyd,  son  of  David  and  Sally  Floyd,  was 
born  in  the  historic  Deane  Winthrop  house  in  Chelsea, 
now  Winthrop,  in  1834.  For  several  years  a  sailor,  then 
contractor  and  builder.  He  was  in  charge  of  the  first 
sewer  system  of  Winthrop  Beach.  For  nearly  twenty 
years  he  was  a  selectman,  a  building  inspector  for  eight 


years,  served  on  the  school  committee  and  was  moderator 
at  more  than  a  hundred  town  meetings.    He  died  March 

31,  1909. 

1853 —  Charles  Atwood  Abbott,  son  of  Enoch  and  Rox- 
anna  Tyler  Abbott,  was  born  in  Andover,  September  27, 
1836,  and  in  1854  went  to  California  to  live  on  a  ranch. 
Mr.  Abbott  died  in  Norwalk,  Cal.,  January  20,  1909. 

1854 —  Matthew  Chalmers,  son  of  Thomas  Clarke  and 
Margaret  McGowan  Chalmers,  was  born  in  New  York 
City,  October  6,  1836.  He  graduated  from  Yale  in  1858 
and  from  the  College  of  Physicians  and  Surgeons  in  1861. 
He  entered  the  Civil  War  as  assistant-surgeon  in  the  U. 
S.  Navy  and  served  at  the  Navy  Yard  Hospital  at  Brook- 
lyn, on  board  of  the  Colorado,  blockading  Mobile  and  on 
board  the  Monitor  Kaatskill  off  Charleston.  He  prac- 
ticed his  profession  in  New  York  City.  He  was  one  of 
the  charter  members  of  the  Union  League  Club.  Dr. 
Chalmers  died  in  New  York  City,  January  6,  1909. 

1854 — George  Washington  Crosby  was  born  in  Leomin- 
ster, October  23,  1835,  and  graduated  from  Harvard  in 
1858.  He  was  an  expert  accountant  and  had  been  con- 
nected with  the  R.  H.  White  Company  of  Boston  for 
forty-seven  years  as  treasurer  and  financial  manager. 
He  died  at  Newton  Highlands,  April  14,  1909. 

1854 — Augustus  Turner  Jones,  son  of  Augustus  and  Al- 
meda  Torrey  Jones,  was  born  May  21,  1832,  in  North 
Bridgewater.  For  two  years  he  was  a  member  of  Am- 
herst College  and  graduated  from  Yale  in  1858.  He  taught 
in  Stamford,  Conn.,  and  in  Williamsburg,  was  proprietor 
of  the  Brockton  Gazette  for  20  years,  was  first  president 
of  the  common  council,  was  city  treasurer  for  seven 
years,  postmaster  of  Brockton  under  President  Grant,  and 
treasurer  of  the  Peoples'  Savings  Bank  since  its  organ- 
ization.   He  died  in  Brockton,  March  8,  1909. 

1854 — Silver,  Burdett  &  Co.  have  recently  published 
"The  Recollections  of  a  New  England  Educator"  written 
by  William  A.  Mowry,  Ph.D.,  of  Hyde  Park. 

1854 —  Edward  Trask  Strong,  son  of  Dr.  Simeon  E.  and 
Rachel  L.  Smith  Strong  was  born  in  Ipswich,  February 
10.  1840.  As  a  boy  he  followed  the  sea  in  merchant  ves- 
sels, at  the  opening  of  the  Civil  War  he  entered  the  navy 
as  a  volunteer,  commissioned  as  ensign  in  the  regular 
navy  in  1868,  and  rose  through  the  various  ranks  till  he 
was  retired  in  1900  with  rank  of  rear  admiral.  During 
the  Spanish  War  he  was  in  charge  of  the  Portsmouth 
Navy  Yard.  Admiral  Strong  died  in  Andover,  March  18, 
1909. 

1855 —  James  Augustus  Rumrill  was  born  in  New  York 
City,  April  8,  1837,  the  son  of  James  Bliss  and  Rebecca 
Pierce  Rumrill.  Graduated  from  Harvard  in  1839  and 
for  a  time  was  a  member  of  the  Harvard  Law  School. 
For  two  years  he  practiced  law  in  Springfield,  in  1865 
became  secretary  and  attorney  of  the  Western  Railroad, 
in  1880  was  made  vice-president  of  the  Boston  &  Albany 
R.  R.,  and  was  a  director  and  officer  in  several  other  rail- 
road interests.  He  was  a  director  of  the  Chapin  National 
Bank  of  Springfield  and  had  been  a  vice-president  of  the 
Hampden  Savings  Bank  of  the  same  city.  For  35  years 
he  was  connected  with  the  City  Library,  acting  as  presi- 
dent much  of  the  time.  He  was  one  of  the  founders  of 
the  Springfield  Hospital,  a  life  member  of  the  Metropolitan 
Museum  of  New  York  City  and  a  member  of  numerous 
clubs.  In  1875  he  served  on  the  staff  of  Gov.  William  A. 
Gaston.    Mr.  Rumrill  died  in  Springfield,  January  20,  1909. 

1857 —  Luther  Ward  Alger  is  a  physician  and  resides  at 
LaCrosse,  Wis. 

1858 —  Robert  Crockett  McKenzie,  son  of  William  and 
Mary  Bangs  McKenzie,  was  born  June  10,  1836,  in  Liver- 
pool, Nova  Scotia.    After  leaving  Andover,  Mr.  McKenzie 
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travelled  to  Australia,  China  and  the  East  Indies.  During 
the  Civil  War,  he  served  in  the  United  States  Navy,  ris- 
ing from  acting  master's  mate  to  acting  master  in  com- 
mand of  the  Lodona.  He  returned  to  Gloucester  after 
the  war  and  engaged  in  the  fishing  business  and  later 
became  a  notary  public  and  real  estate  agent.  He  was 
also  a  member  of  the  board  of  assessors.  He  died  in 
■Gloucester,  September  i,  1908. 

1859— Rev.  Dr.  James  G.  Merrill,  recently  president  of 
Fisk  University  at  Nashville,  Tenn.,  has  charge  of  the 
Congregational  Church  at  Somerset. 

1859—  Livingston  Scott,  a  past  department  commander 
of  the  Rhode  Island  Grand  Army  of  the  Republic  and 
judge  of  the  Probate  Court  at  Woonsocket,  R.  I.,  died  in 
that  city  March  11,  1909.  He  was  captain  of  the  Third 
Rhode  Island  Regiment  during  the  Civil  War. 

1860 —  Ebenezer  Punderson  Couch,  son  of  Rev.  Paul  and 
Harriet  Tyler  Couch,  was  born  in  North  ^  Bridgewater, 
January  16,  1840,  graduated  from  Harvard  in  1864.  For 
a  dozen  or  more  years  he  was  engaged  in  New  York  City 
in  chemistry  and  civil  engineering  and  in  1877  he  removed 
to  Mystic,  Conn.  He  was  selectman,  postmaster  and  rep- 
resentative in  the  Connecticut  legislature.  He  died  in 
Brooklyn,  N.  Y.,  March  13,  1909. 

X86i — Joshua  Abbe  Fessenden,  son  of  Samuel  Clement 
and  Mary  Abigail  Grosvenor  Abbe  Fessenden,  was  born 
at  Rockland,  Me.,  February  15,  1841.  He  graduated^  at 
Williams  in  1864.  He  served  as  sergeant  in  the  First 
Maine  Cavalry  during  the  Civil  War.  He  became  lieuten- 
ant, captain  and  major  in  the  Fifth  Artillery,  U.  S.  A., 
and  was  retired  in  1894.  For  eleven  years  he  was  post- 
master at  Stamford,  Conn.,  where  he  died  June  24,  1908. 

^62 — William  Clinton  Tracy,  son  of  Waterman  B.  and 
Mary  Aun  Casson  Tracy,  was  born  in  Wattsburg,  Pa., 
May  28,  1833.  He  graduated  from  the  Harvard  Medical 
School  in  1866,  and  practiced  his  profession  in  Steam- 
boat Rock,  Iowa  and  in  Erie,  Pa.,  and  died  at  Erie,  Feb- 
ruary 9,  1909. 

1865— Hon.  Nathan  W.  Littlefield  of  Providence,  R.  L, 
was  the  orator  at  the  Lincoln  celebration  in  Taunton,, 
February  12,  1909. 

,866 — William  Bullard  Cutler,  son  of  Simeon  Morse 
and  Elmira  Bullard  Cutler,  was  born  in  Hollistoh,  Decem- 
ber 13,  1846,  attended  Exeter  before  coming  to  Andover, 
was  two  years  at  Amherst,  was  ocnnected  with  the  class 
of  1870  at  Yale,  graduated  from  the  Harvard  Medical 
School  in  1872.  He  practiced  medicine  at  35  Dover  street, 
Boston,  for  25  years.    He  died  in  Boston,  March  5,  1909. 

1868 — George  F.  Babbitt,  who  for  twenty-five  years  has 
been  an  editorial  writer  for  the  Boston  Herald  has  re- 
tired from  newspaper  work. 

1868 —  Henry  Dutton  Shattuck  was  born  in  Nashua,  N 
H.,  June  24,  1848  and  died  in  Boston  March  29,  1909. 
He  was  in  the  dry  goods  business  in  Boston,  Lowell  and 
Topeka,  Kans.  For  the  last  sixteen  years  he  has  beer, 
the  buyer  in  the  furniture  department  of  Houghton  & 
Dutton,  Boston. 

1869 —  Mortimer  Blake  Mason  was  born  in  Cambridge, 
August  s,  "1850  and  for  forty-two  years  was  connected 
with  the  firm  of  S.  D.  Warren  &  Co.,  paper  manufacturers 
of  Koston  with  mills  near  Portland,  Me.  He  was  con- 
nected with  many  financial  interests  in  Boston  and  was 
a  trustee  of  Abbot  Academy.  He  died  in  Boston,  Feb- 
ruary 6,  1909. 

1869 — Henry  Fearing  Wild,  son  of  Alfred  and  Desire 
Thatcher  Wild  died  at  Goldficld,  Nevada,  February  17, 
1909. 


,871 — Charles  Armstrong  Field,  son  of  Charles  and 
Henrietta  Armstrong  Field,  was  born  at  Dorset,  Vt.,  May 
23,  1853.  For  twenty  years  he  was  manager  of  the 
foreign  department  of  the  Vermont  Marble  Company's 
branch  in  San  Francisco,  Cal.  He  was  widely  versed 
in  antiquarian  and  ethnological  matters.  He  died  ,  at 
Tucson,  Ariz.,  March  8,  1908. 

1872 — Moses  Hampton  Houseman  is  an  attorney-at-law 
at  11  Pine  St.,  New  York  City. 

1874 — Rev.  Harlan  P.  Beach  of  the  Yale  Divinity  School 
has  ben  chosen  president  of  the  American  Ramabai  Asso- 
ciation. 

1874 —  William  Preston  Hill  is  a  practicing  physician 
and  writer  on  medical  subjects  at  102  North  8th  St.,  St. 
Louis,  Mo. 

1875 —  Rev.  Mardon  D.  Wilson  is  managing  editor  of 
the  Pacific  Churchman,  published  in  San  Francisco,  Cal. 

1876 —  Daniel  Walter  Lord  is  an  examiner  in  the  Patent 
Office  in  Washington,  D.  C. 

1878 —  Charles  Francis  Gardner  served  as  receiver  of 
Public  Moneys  at  Sacramento,  Cal.,  under  President 
Arthur,  as  Land  and  Mining  Specialist  for  five  years,  for 
four  years,  reappointed  by  President  Harrison  a  receiver 
of  Public  Moneys  at  Sacramento  and  at  present  is  an 
attorney-at-law  at  the  Pacific  Building,  San  Francisco,  Cal. 

1879 —  John  Brown  Moran,  son  of  John  and  Ellen  Brown 
Moran  was  born  in  Wakefield,  April  27,  1859.  He  at- 
tended Boston  University,  practiced  law  in  Woburn,  Rox- 
bury  and  Boston.  At  the  time  of  his  death  he  was  dis- 
trict attorney  for  Suffolk  County.  He  died  February  6, 
1909  at  Phoenix,  Ariz. 

1881 —  Edward  B.  Downing  is  secretary  of  the  Green- 
wood Timber  Company,  Seattle,  Wash. 

1882 —  George  Rice  Carpenter,  son  of  Charles  C.  and 
Feronia  Rice  Carpenter,  was  born  at  Eskimo  River  Mis- 
sionary Station  on  the  coast  of  Labrador,  October  25, 
1863.  While  in  Phillips  he  was  business  manager  of  the 
Phillipian  and  graduated  with  highest  honors.  He  re- 
ceived his  A.  B.  at  Harvard  in  1886,  studied  abroad, 
taught  at  Harvard,  Massachusetts  Institute  of  Technology, 
Wellesley  College  and  for  sixteen  years  was  professor  of 
Rhetoric  and  English  Composition  at  Columbia.  He  was 
author  and  editor  of  many  books  relating  to  English.  He 
died  in  New  York  City,  April  8,  1909. 

1882 —  William  A.  Nettleton  is  with  the  Rock  Island 
Railway  Company,  Chicago,  111. 

1883 —  Victor  B.  Caldwell  of  Omaha,  Neb.,  is  presi- 
dent of  J.  W.  Hugus  &  Co.,  operating  stores  and 
banks  in  Wyoming,  Colorado  and  the  Rocky  Mountain 
States. 

1883 —  Henry  L.  Stimson,  recently  United  States  At- 
torney for  the  Southern  District  of  New  York,  has  re- 
turned to  the  law  firm  of  Winthrop  &  Stimson,  32  Liberty 
St.,  New  York  City. 

1884 —  Alva  D.  Alderman  is  editor  of  the  Marietta  Daily 
Journal,  Marietta,  O. 

1884 — John  Francis  McGuinness  is  a  merchant  and 
manufacturer  of  Narrow  Fabrics  at  10  Purchase  St.,  New 
Bedford. 

1886 —  Charles  E.  Taylor  is  private  secretary  of  Secre- 
tary Meyer.  Mr.  Taylor  is  son  of  George  H.  Taylor, 
teacher  at  Phillips  from  1867  to  1875  and  grandson  of 
Principal  Samuel   H.  Taylor. 

1887 —  Arthur  B.  Chapin  resigned  his  office  as  treasurer 
of  the  state  of  Massachusetts  to  accept  that  of  bank  com- 
missioner of  the  state. 
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1887 — John  C.  Powell  is  in  the  real  estate,  mortgage 
and  loan  business  in  Seattle,  Wash  with  offices  in  the 
Empire  building. 

1887 —  Rev.  Henry  Hallam  Tweedy  of  Bridgeport,  Conn., 
has  been  chosen  professor  of  practical  theology  in  the 
Yale  Divinity  School. 

1888—  Rev.  Oliver  H.  Bronson  is  pastor  of  the  DeWitt 
Memorial  Church,  New  York  City. 

1888— Rev.  William  P.  Ladd  is  professor  of  church 
history,  Berkeley  Divinity  School,  Middletown,  Conn. 

j888 — Walter  DeWitt  Smith  is  a  manufacturer  and 
dealer  in  Dry  Goods  at  Fayetteville,  N.  Y. 

1890— Prof.  George  R.  Noyes  has  edited  "The  Poetical 
Works  of  John  Dryden"  which  Houghton  Mifflin  Co. 
publish. 

1891^ — Letchworth  Smith,  son  of  Byron  Clark  and  Char- 
lotte Letchworth  Smith,  was  born  in  Auburn,  N.  Y., 
March  28,  1870.  He  graduated  from  Yale  in  1894,  at- 
tended the  College  of  Physicians  and  Surgeons  in  New 
York  City,  enlisted  May  13,  1898  in  Company  M  Third 
Regiment,  N.  Y.  Volunteers,  transferred  to  Troop  A,  New 
York  Volunteer  Cavalry  and  was  mustered  out  Nov.  28, 
1898.  In  1899  he  was  connected  with  the  Hudson  Street 
Hospital  in  New  York  City,  for  one  year  he  studied  in 
London,  Berlin  and  Vienna.  For  three  years  he  taught 
in  the  Cornell  University  Medical  School.  For  the  last 
years  of  his  life,  he  was  pathologist  of  the  University 
of  Louisville,  Ky.    He  died  in  that  city  April  10,  1909. 

!892 — James  A.  Ballentine  is  a  lawyer  in  the  Humboldt 
Bank  Building,  San  Francisco,  Cal. 

1892 — John  Edmund  Oberne  is  treasurer  and  general 
manager  of  the  Southern  Extract  Company  at  900  Temple 
Ave.,  Knoxville,  Tenn. 

1892 —  Lewis  R.  Yeaman  is  in  business  with  McKinley 
Boyle,  P.  A.  '93  at  17  Battery  Place,  New  York  City. 

1893 —  James  L  Lineaweaver  is  connected  with  the  firm 
of  Thomas  A.  Biddle  &  Co.,  bankers,  Philadelphia,  Pa. 

,893 — Knox  Maddox  has  law  offices  at  the  Monadnock 
Block,  San  Francisco,  Cal. 

1893 —  John  Homer  Smith  is  an  examiner  in  the  Patent 
Office  in  Washington,  D.  C. 

^93 — Charles  Hornblower  Woodruff,  Jr.,  son  of  Charles 
Hornblower  and  Catherine  G.  Sanford  Woodruff,  was  born 
April  13,  1872,  in  New  York  City.  He  was  connected 
with  the  class  of  1896  at  Yale.  He  was  in  business  at 
Bridgeport,  Conn.,  New  York  City  and  Ampere,  N.  J. 
He  died  in  New  York  City,  February  17,  1909. 

1894 —  Leland  E.  Bristol  is  engaged  in  real  estate  and 
law  in  Seattle,  Wash.,  and  may  be  addressed  at  148 
North  74th  St. 

1894 —  Rev.  David  Brewer  Eddy,  of  East  Orange,  N.  J., 
has  accepted  the  position  of  assistant  secretary  of  the 
home  department  of  the  American  Board. 

1895 —  Edmund  P.  Smiley  is  now  living  at  Warrenton, 
Oreg. 

1895 — Charles  W.  Tarr  is  a  civil  engineer  of  the  Long 
Island  department  of  the  Board  of  Water  Supply  of 
Babylon,  Long  Island,  N.  Y. 

1895 — Edward  Seymour  Woodruff,  son  of  Charles 
Hornblower  and  Catherine  G.  Sanford  Woodruff,  was 
born  in  New  York  City,  December  23,  1876.  He  grad- 
uated from  Yale  in  1899  and  from  the  Yale  Forest  School 
in  1907.  Between  these  dates  he  had  taken  post-graduate 
courses  in  Biology  at  John  Hopkins  University.  He  was 
one  of  the  New  York  State  foresters  and  died  in  New 
York  City,  January  15,  1909. 


1896 — Leonard  A.  Hochstadter  is  a  member  of  the  firm 
of  Albert,  Loeb  &  Co.,  brokers  32  Broadway,  New  York. 

1896 — George  S.  McCartin  is  a  member  of  the  law  firm 
of  McCartin  &  Alverson,  at  Watertown,  N.  Y. 

1896 — Hamilton  G.  Merrill  is  a  deputy  supervisor  of  the 
U.  S.  Forest  Service  with  headquarters  at  Santa  Barbara, 
Cal. 

1898 — Henry  L.  Finch  is  a  member  of  the  firm  of  J. 
S.  &  R.  D.  Farlee,  brokers,  11  Wall  St.,  New  York  City. 

1898 — Hugh  Satterlee  and  Miss  Helen  Curtis  Taylor 
were  married  at  Rochester,  N.  Y.,  February  1,  1909. 

1901 — John  Farson,  Jr.,  is  vice-president  and  general 
manager  of  Farson  &  Sons'  New  York  branch  at  29  Pine 
Street,  New  York,  N.  Y. 

1 90 1 — Daniel  Nathan  Gage  and  Miss  Mary  E.  Moore 
were  married  January  28,  1909,  at  Boston.  Mr.  Gage  is 
assistant  secretary  of  the  Aetna  Indemnity  Co.  and  lives 
at  East  Orange,  N.  J. 

1901 —  Halsey  R.  Philbrick  is  in  the  New  York  office 
of  the  American  Telephone  &  Telegraph  Co. 

1902 —  William  T.  Bacon  is  with  the  Chicago  Savings 
Bank  &  Trust  Company  at  72  Madison  Street,  Chicago,  111. 

1902 — In  the  November  number  of  the  Baseball  Mag- 
azine is  an  article  descriptive  of  the  later  successes  of 
Alexander  W.  Bannwart,  who  has  been  of  late  the  man- 
ager of  the  Lowell  Baseball  Team.  The  sketch  contains 
his  picture. 

1902 — Stanley  Buffington  is  with  the  International  Con- 
struction Co.,  at  Sweetwater,  Texas. 

1902 — Ralph  Parsons  Kinney  and  Miss  Annie  Averill 
were  married  at  Beaumont,  Texas,  January  8,  1909.  Mr. 
Kinney  is  president  and  general  manager  of  the  Espanosa 
Plantation  in  Porto  Rico. 

1902 — James  McEwan  is  president  of  the  Newark  Gen- 
eral Manufacturing  Company,  manufacturers  and  model 
makers  at  the  foot  of  Centre  St.,  Newark,  N.  J. 

1902 —  Harold  N.  Scott  is  assistant  superintendent  of  the 
Sacramento  Square  plant  of  the  Griffin  Wheel  Co.  His 
address  is  300  Schiller  Street,  Chicago,  III. 

1903 —  Charles  W.  Carpenter,  Jr.,  is  purchasing  agent 
of  R.  Hoe  &  Co.,  printing  press  manufacturers. 

1903 — Russell  Griswold  Colt  and  Miss  Ethel  Barry- 
more  were  married  at  Hyde  Park,  March  14,  1909. 

1 903— Paul  S.  Sheldon  is  a  member  of  the  Consolidated 
Stock  Exchange,  with  address  at  10  Wall  Street,  New 
York,  N.  Y. 

1903 — Philip  C.  Smith,  Jr.,  is  with  French  &  Hubbard, 
consulting  engineers,  with  offices  at  the  Albany  Building, 
Boston. 

1903 — Gilbert  T.  Sugden  is  with  the  firm  of  Prall  & 
Letchworth,  Buffalo,  N.  Y. 

1903 —  Cyril  Sumner  is  a  student  at  the  College  of 
Physicians  and  Surgeons,  New  York  City. 

1904 —  Charles  Bartlett  Clark,  son  of  Sidney  T.  and 
Emily  Bartlett  Clark  was  born  in  Binghamton,  N.  Y.,  in 
1883.  He  studied  law  in  New  York  City  and  was  plan- 
ning to  take  an  examination  for  the  bar.  He  was  drowned 
in  the  Susquehanna  River  at  Binghamton,  July  11,  1908. 

1904 —  Archie  M.  Sheldon  is  with  the  United  States  Steel 
Works  in  Gary,  Ind. 

1905 —  John  Stuart  Stack,  son  of  John  and  Eunice  G. 
O'Connor  Stack,  was  born  in  Andover,  November  19, 
1885.  After  leaving  Phillips,  he  was  connected  wtih  the 
New  York  Life  Insurance  Company.  He  died  in  Andover, 
February  26,  1909. 

1907 — Charles  W.  Kerr  is  studying  to  be  a  dentist  at 
the  College  of  Physicians  and  Surgeons,  Boston. 
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PHILLIPS  COMMENCEMENT 

The  one  hundred  and  thirty-first  commencement 
exercises  of  the  Academy  were  held  on  Sunday, 
Monday,  Tuesday,  and  Wednesday,  June  20-23. 
The  weather  was  ideal  and  the  attendance  even  lar- 
ger than  in  former  years.  The  exercises  occurred 
n  the  following  order. 

The  Baccalaureate  Sermon 

The  sermon  to  the  Seniors  was  preached  in  the 
ifternoon  by  Rev.  Rockwell  H.  Potter,  D.  D.,  of 
Hartford,  Conn.  Dr.  Potter  took  for  his  text  Psalms 
19:33— "Teach  me,  O  Lord,  the  way  of  Thy  stat- 
ltes  and  I  shall  keep  it  unto  the  end,"  and  he  made 
he  central  theme  of  his  discourse  "The  School  of 
Jfe." 

Draper  Speaking 

The  forty-third  annual  speaking  for  the  Draper 
irizes  took  place  at  the  Stone  Chapel  Monday  even- 
ng.    The  program  was  an  interesting  one  and  the 
1  peaking  was  of  high  order. 

PROGRAM 

"he  Murder  of  Lovejoy  Wendell  Phillips 

Boylston  Adams  Tompkins,  Trenton,  N.  J  . 
V  Vision  of  War  and  a  Vision  of  Peace 

Robert  G.  Ingersoll 
-lanford  Lester  Harrington,  East  Worcester,  N.  Y. 
■election  from  "The  Man  Without  a  Country" 

Edward  E.  Hale 
Marcus  Beebe,  Wakefield,  Mass. 
Iome  Rule  in  Ireland  William  E.  Gladstone 

John  Bedford  Davis,  Haverhill,  Mass. 
he  Chariot  Race  Lew  Wallace 

Milti^pre  Witherell  Brush,  Greenwich,  Ct. 
he  Influence  of  Poetry  F.  W.  Robertson 

Francis  Butler  Thwing,  Cleveland,  O. 
j'he  Secret  of  Lincoln's  Power       Henry  Watterson 
Herbert  Elmer  Pickett,  Worcester,  N.  Y. 


The  Troop  of  the  Guard        Hermann  Hagedorn  Jr. 

William  Laubach  Nute,  St.  Louis,  Mo. 
Daniel  O'Connell,  the  Orator,  the  Statesman 

Wendell  Phillips 
John  Nichols  Donovan,  Bellingham,  Wash. 
The  Death  of  Garfield,  James  G.  Blaine 

Edward  Woolsey  Freeman,  New  York,  N.  Y. 
The  judges  were  Frank  D.  Somers  of  Andover, 
William  D.  Sawyer  of  New  Rochelle,  N.  Y.,  and 
Joseph  C.  Dupont  of  Houma,  La.,  and  they  awarded 
the  prizes  as  follows: 
.  1st  prize — Francis  Butler  Thwing. 
2nd  prize — Marcus  Beebe. 
3d  prize — John  Nichols  Donovan. 

Class  Day 

The  Class  day  exercises  are  peculiarly  and  en- 
tirely the  student's  own  part  in  the  Commencement 
program.  They  were  held  Tuesday  afternoon  on 
the  lawn  in  front  of  the  Borden  Gymnasium  and 
covered  the  following. 

PROGRAMME 
Music 


Jonathan  Sawyer,  New  Rochelle,  N.  Y. 

Edward  Jerome  Webster,  Andover 
Music 


History, 
Oration, 

Poem, 

WiHyme  Forbes  Woodward,  Denver,  Colo. 
Prophecy, 

Paul  Baxter  Lanius,  Denver,  Colo. 
Music 

Ivy  Exercises 

The  committee  in  charge  of  the  exercises  was: 
Donald  Carr  Dougherty  of  Steubenville,  O.,  chair- 
man; Frederick  Standish  Meacham  of  Cincinnati, 
O.;  Leonard  Flint  Burdett  of  Swampscott;  Jona- 
than Sawyer  of  New  Rochelle,  N.  Y.;  and  Rufus 
Earle  Litchfield  of  Fitchburg. 
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The  Organ  Recital 

With  splendid  music  and  appropriate  addresses, 
the  new  memorial  organ  was  dedicated  Tues- 
day afternoon.  A  large  audience  was  in  attendance, 
and  the  program  was  thoroughly  enjoyed  by  all. 


ORDER  OF  SERVICE 


Paul  Geist 


Organ  Prelude 
Address  of  Acceptance 

Principal  Alfred  E.  Stearns 

Responsive  Sentences 

The  Lord  is  nigh  unto  all  that  call  upon  him,  to 
all  that  call  upon  him  in  truth. 

Honor  and  majesty  are  before  him;  strength  and 
beauty  are  in  his  sanctuary. 

Be  glad  then  ye  children  of  men  and  rejoice  in 
the  Lord  your  God. 

Sing  forth  the  honor  of  his  name;  make  his  praise 
glorious. 

The  Lord  send  thee  help  from  the  sanctuary  and 
strengthen  thee  out  of  Zion. 

O  give  thanks  unto  the  Lord  for  he  is  good,  for 
his  mercy  endureth  forever. 

The  Anthem  Joseph  N.  Ashton 

Dedicated  to  Alfred  E.  Stearns 
and  Markham  W.  Stackpole 

One  generation  shall  praise  Thy  Name  to  another 
and  declare  Thy  mighty  acts. 

Unto  Thee,  O  Lord,  do  I  lift  up  my  soul,  for 
Thou  art  faithful  in  all  Thy  works  and  just  in  all 
Thy  ways.  O  Lord,  my  trust  is  in  Thy  mercy  and 
my  heart  is  joyful  in  Thy  salvation. 

Thy  mercy,  O  Lord,  reacheth  unto  the  heavens 
and  Thy  faithfulness  unto  the  clouds.  Thy  right- 
eousness standeth  like  the  strong  mountains;  Thy 
judgments  are  like  the  great  deep. 

O  Lord  of  Hosts,  blessed  is  the  man  that  trusteth 
in  Thee. 

The  Lord's  Prayer 

Prayers  and  Benediction 

Organ  Music 
Elevation,  Op.  94,  No.  1  Bossi 
Magnificat  Lemmens 
Pastorale  Klien 
Siciliano  Bach 
Entree  in  E  flat  Rousseau 
Joseph  N.  Ashton 
Organist  and  Director  of  Music 

Senior  Reception 

Principal  and  Mrs.  Stearns  gave  their  annual  re- 
ception to  seniors  and  their  friends  on  Tuesday  even- 
ing in  the  Borden  Gymnasium. 

Graduation  Exercises 

Ninety-four  young  men  took  their  diplomas  at 
Phillips  on  Wednesday,  at  the  final  closing  exercises. 


Hanover,  N.  H 
Cleveland.O 
Andover 
Providence,  R.  1 
New  York 


The  program  was  as  follows: 

Music 
Prayer 

Special  service  of  the  Honorary  Scholarship  So 
ciety,  Alpha  Delta  Tau,  with  an  address  by  Principa 
Henry  Pitt  Warren,  L.  H.  D.,  of  Albany,  N.  Y.,  ; 
graduate  of  the  class  of  1865. 

ESSAYS 

In  Competition  for  the  Andrew  Potter  Prizes 
Geronimo 

Frederick  Benjamin  Kugelman,  New  Yorl 

Ideals  of  Manhood  in  Homer 

David  Ernest  Adams, 
Arthur  Henry  Hallam 

Francis  Butler  Thwing, 
Cato  the  Censor 

Charles  Carleton  Kimball, 
Oliver  Wendell  Holmes 

George  Safford  Torrey, 
Savonarola 

Edward  Woolsey  Freeman 
Music 

Announcement  of  Prizes 
Awarding  of  Diplomas 
Hymn 

The  class  numbered  ninety-four,  fifty-four  bein; 
in  the  Classical  department  and  forty  in  the  Scien 
tine. 

The  following  is  a  list  of  the  graduates: 

CLASSICAL  DEPARTMENT 
Adams,  David  Ernest  Hanover,  N.  H. 
Baldwin,  William  Henry,  3d 

D     ,  New  York,  N.  Y. 

Bartlett,  Albert  Long,  Jr.  St.  Joseph,  Mo. 
Bentley,  Edward  Salisbury 

Lawrence,  N.  Y. 
Brush,  Miltimore  Witherell 

Greenwich,  Conn. 

Chase,  Albert  Woodworth 

Catskill,  N.  Y. 

Cone,  Morris  Huntington 

Hartford,  Vt. 

Flanders  Marston  Clough 

Vineyard  Haven 
Freeman,  Edward  Woolsey 

New  York,  N.  Y. 

Hagar,  Thomas  Mitchell 

St.  Louis,  Mo. 
Hall,  Francis  Cooley  Brookline 
Judkins,  John  Bradbury  Merrimac 
Kimball,  Charles  Carleton 

Andover 

Klingbeil,  Frank  Leo         Lorain,  O. 
Kugelman,  Frederick  Benjamin 

New  York,  N.  Y. 
Large,  Hamilton  Roy        North  Tonawanda,  N.  "i 
Lee,  Robert  Church  Rochester,  N.  Y. 
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Scranton,  Pa. 
Bridgeport,  Conn 
Brockton 
Cambridge 
Cleveland,  O. 
Providence,  R.  I. 
Syracuse,  N.  Y. 
Pittsburg,  Pa. 


Oldtown,  Me. 
Kansas  City,  Mo. 
Manchester,  N.  H. 
Philadelphia,  Pa. 
Brookline 
Fitchburg 


3ickett,  Herbert  Elmer      Worcester,  N.  Y. 

leed,  Nathaniel  Clark       South  Weymouth 

Schofield,  George  Frederick 

Naugatuck,  Conn. 

icragg,  Harold  Alonzo 
>eeley,  William  Parker 
inell,  Walter  Henry 
?aylor,  John  Houghton 
rhwing,  Francis  Butler 
?orrey,  George  Safford 
?uttle,  John  Raymond 
wichell,  James  Ward 
Vebster,  Edward  Jerome  Andover 
Veils,  Collin  Hanover,  N.  H. 

Yilliams,  Edward  Higginson,  III 
Andover 

^pplegate,  Edward  Perry 

Louisville,  Ky. 
iabigian,  Dickran  Lowell 
.arrows,  Howard  Fulton   Newton  Centre 
Sennett,  Francis  Theodore 

New  Haven,  Conn. 

rowne,  Carl  Gray 
'ickey,  Walter  Grant 
jlliott,  Alonzo,  Jr. 
limbel,  Frederic  Adam 
1  ann,  George  Rice 
artwell,  Harold  Hall 
Lenkel,  Frederick  William 

Chicago,  111. 
itchfield,  Rufus  Earle  Fitchburg 
xCulloch,  Samuel  Stewart 

Muskogee,  Okla. 
cLean,  Hugh  Havelock  St.  John,  N.  B. 
larache,  Theodore,  Jr.     Brooklyn,  N.  Y. 
eeker,  David  Edward      Brooklyn,  N.  Y. 
eedham,  Daniel  Groton 
erce,  Elbridge  Bancroft  Branford,  Conn, 
wyer,  Jonathan  New  Rochelle,  N.  Y. 

loupe,  Mason  Charles    St.  Joseph,  Mo. 
llivan,  Upton  Supple      Philadelphia,  Pa. 
oodward,  Willyme  Forbes 

Denver,  Colo, 
oolverton,  William  Henderson,  Jr. 

New  York,  N.  Y. 

SCIENTIFIC  DEPARTMENT 

Inold,  Stanley  Berry       Chicago,  111. 
rrows,  Wilfred  Warren 

Newton  Centre 
S3,  Walter  Jason  Hyde  Park 

ikeslee,  Miles  Grant       New  Haven,  Conn, 
rchard,  Harold  Woodworth 

Seattle,  Wash, 
amberlin,  Frederick  Bryan 

Unionville,  Conn, 
•novan,  John  Nichols      Bcllingham,  Wash, 
stman,  Arthur  Gilman  Townsend 


iott,  Edwin  Eugene 
iham,  Jarlath  John 


Minneapolis,  Minn. 
Chicago,  111. 


Greely,  Adolphus  Washington,  Jr. 

Washington,  D.  C. 

Hamilton,  William  Galloway 

Fond  du  Lac,  Wis. 

Hanna,  Richard  Wright    Franklin,  Pa. 
Haynes,  Raymond  Bontecou 

Emporia,  Kans. 
Heilbron,  George  Henry    Seattle,  Wash. 
Henze,  Louis  Frederick     Flushing,  N.  Y. 
Hunt,  Martin  Charles  Joseph 

Steinway,  N.  Y. 
Lanius,  Paul  Baxter  Denver,  Colo. 

Leslie,  Graham  McKay      Newburg,  N.  Y. 

Littlefield,  Arthur  Sylvester 

Colorado  Springs,  Colo. 

Mathews,  Ross  Jersey  City,  N.  J. 

Meacham,  Frederick  Standish 

Cincinnati,  O. 
Mead,  Charles  Stanley  Everett 
Pittman,  Ernest  Wetmore 

Flushing,  N.  Y. 
Piatt,  Lucian  Baltimore,  Md. 

Shuman,  John  Rusher        Chicago,  111. 
Thompson,  Josiah  Donald 

East  Liverpool,  O. 
Beddall,  Thomas  Henry     Pottsville,  Pa. 
Bennett,  Herbert  Ewart    Pawtucket,  R.  I. 
Colver,  Henry  Andrews    Seattle,  Wash. 
Colwell,  Paul  A  Kittanning,  Pa. 

Conlon,  Daniel  Frederick,  Jr. 

Lawrence 
Creighton,  James  Alexander 

Thomaston,  Me. 
Hall,  Louis  Snyder  Topeka,  Kans. 

Hoffman,  Wray  Nathan     Allentown,  Pa. 
Hubbard,  Burt  Cowles       Syracuse,  N.  Y. 
Partridge,  Stanley  Minneapolis,  Minn. 

Reilly,  James  Arthur  Brockton 
Sherman,  Wilton  Wales     Hartford,  Conn. 
Storrs,  John  Tyler  Ware 

Senior  honors  were  awarded  as  follows: 

English' — Frederick  Benjamin  Kugelman,  Nathan- 
iel Clark  Reed,  Walter  Henry  Snell. 

French,  Elementary — Wilfred  Warren  Barrows, 
Frederick  Bryan  Chamberlin,  Charles  Carleton  Kim- 
ball, George  Frederick  Schofield. 

French,  Advanced — Walter  Henry  Snell. 

German,  Elementary —  David  Ernest  Adams,  Wal- 
ter Grant  Dickey,  John  Houghton  Taylor,  Francis 
Butler  Thwing. 

German,  Advanced — William  Henry  Baldwin,  3d, 
John  Bradbury  Judkins. 

Greek — David  Ernest  Adams,  Thomas  Mitchell 
Hagar,  Charles  Carleton  Kimball,  John  Houghton 
Taylor,  George  Safford  Torrey. 

History,  Greek  and  Roman — David  Ernest  Adams. 
John  Nichols  Donovan,  Charles  Carleton  Kimball, 
Walter  Henry  Snell,  Francis  Butler  Thwing. 

Latin — David  Ernest  Adams,  Charles  Carleton 
Kimball. 
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Mathematics,  Advanced  Algebra— Frederick  Bryan 
Chamberlin. 

Mathematics,  Solid  Geometry — Lucian  Piatt,  John 
Raymond  Tuttle. 

Mathematics,  Trigonometry— Adolphus  Washing- 
ton Greely,  Jr.,  Lucian  Piatt. 

Physics — Charles  Carleton  Kimball 

Prize  Men 

The  Harvard  English  Prizes,  English  Composi- 
tion and  Rhetoric,  $15.,  $10.,  sustained  by  the  An- 
dover  Club  at  Harvard — (1)  Francis  Butler  Thwing, 
Cleveland,  Ohio;  (2)  Elbridge  Bancroft  Pierce,  Bran- 
ford,  Conn. 

The  Cook  Prizes,  excellence  in  Greek,  $15.,  $10., 
$5.,  endowed  by  the  late  Joseph  Cook,  LL.D.,  Class 
of  '57— (1)  John  Houghton  Taylor,  Cambridge;  (2) 
David  Ernest  Adams,  Hanover,  N.  H.  ;  (3)  George 
Safford  Torrey,  Providence,  R.  I.;  honorable  men- 
tion, Charles  Carleton  Kimball,  Andover. 

The  Robert  Stevenson  German  Prize,  excellence 
in  German  Composition,  founded  by  Robert  Steven- 
son, Jr.,  Class  of  '96,  $8 — Edward  Woolsey  Freeman- 
New  York,  N.  Y. 

The  Yale-Andover  Prizes,  already  awarded,  $15., 
$10.,  to  those  members  of  the  Senior  Academic  Class 
who  have  passed  with  highest  average  a  minimum 
of  eight  subjects  in  the  June  entrance  examinations 
for  Yale  College— (1)  Walter  Henry  Snell,  Brockton; 
(2)  Marston  Clough  Flanders,  Vineyard  Haven. 

Sheffield  Scientific  School,  $15.,  $10.,  to  those  mem- 
bers of  the  Senior  Scientific  Class  who  have  passed 
with  highest  average  a  minimum  of  eight  subjects 
for  the  Sheffield  Scientific  School — (1)  Walter  Jason 
Bass,  Hyde  Park;  (2)  John  Rusher  Shuman,  Chicago, 
111. 

The  Convers  Prizes,  excellence  in  Mathematics, 
$20.,  $15.,  $10.,  sustained  by  the  late  E.  B.  Convers, 
of  Englewood,  N.  J.,  Class  of  '57—  (1)  James  Par- 
sons Gifford,  New  York,  N.  Y.;  (2)  Frederick  Ben- 
jamin Kugelman,  New  York,  N.  Y.;  (3)  Jonathan 
Sawyer,  New  Rochelle,  N.  Y. 

The  Dove  Prizes,  excellence  in  Latin,  $20.,  $15., 
$10.,  endowed  by  the  late  George  W.  W.  Dove  and 
sustained  by  his  sons — (1)  John  Raymond  Tuttle, 
Syracuse,  N.  Y.;  (2)  George  Safford  Torrey,  Provi- 
dence, R.  I.;  (3)  William  Parker  Seeley,  Bridgeport, 
Conn. 

The  William  S.  Wadsworth  Prize,  for  excellence 
in  Physics  in  the  Scientific  Department,  $10.,  sus- 
tained by  Dr.  W.  S.  Wadsworth  of  Philadelphia, 
Pa.,  Class  of  '87 — Roy  Edward  Hardy,  Andover. 

The  Valpey  Classical  Prizes,  Latin  and  Greek 
Composition,  $10.,  $10.,  founded  by  the  bequest  of 
the  late  Rev.  Thomas  G.  Valpey,  Class  of  '54 — Latin: 
divided  between  Earnest  Bartholow  Dustan,  Con- 
cord, John  Radford  Abbott,  Andover.  Greek:  John 
Radford  Abbott,  Andover. 

The  Frederic  Holkins  Taylor  Prize,  founded  in 
1908  by  an  anonymous  friend  of  the  class  of  '68,  for 
excellence  in  French  Conversation  or  French  Com- 


position, $8. — Walter  Henry  Snell,  Brockton;  honor- 
able mention,  Roy  Edward  Hardy,  Andover. 

The  Boston  Yale  Club  Cup,  awarded  to  that  mem- 
ber of  the  Senior  Class  who  attains  the  greatest  pro- 
ficiency in  Scholarship  and  Athletics,  given  by  the 
Yale  Club  of  Boston — Walter  Henry  Snell,  Brockton. 

The  Washington  Alumni  Prize,  awarded  to  that 
student  from  Washington,  D.  C,  who  has  in  the 
opinion  of  the  Faculty  made  the  best  general  record 
for  the  year,  $25. — Adolphus  Washington  Greely, 
Jr.,  Washington,  D.  C. 

The  Andrew  Potter  Prizes,  best  essays  on  assign- 
ed subjects  at  Commencement  Exercises,$30.,  $20., 
sustained  by  James  T.  Potter,  Class  of  '90 — (1)  Ed-I 
ward  Woolsey   Freeman,   New  York,  N.  Y.;  (2) 
David  Ernest  Adams,  Hanover,  N.  H. 

Alpha  Delta  Tau. 

Newly  elected  members  of  Alpha  Delta  Tau,  the  J 
Honorary  Scholarship  Society — David  Ernest  Adams,  I 
Wilfred  Warren  Barrows,  Frank  Bryan  Chamberlin,  I 
John   Nichols   Donovan,   John   Bradbury  Judkins,  I 
Charles    Carleton    Kimball,    Frederick  Benjamin 
Kugelman,  Ernest  Wetmore  Pittman,  Lucian  Piatt, 
Francis    Butler   Thwing,   George   Safford  Torrey, 
Walter    Henry    Snell,    Josiah    Donald  Thompson, 
James  Ward  Twichell. 

Justus  Fletcher 

The  death  of  Justus  Fletcher,  of  Hagerstown,  Md., ; 
member  of  last  year's  Middle  Class,  is  reported 
elsewhere  in  these  columns. 

Probably  no  other  boy  in  the  school  enjoyed  the 
confidence  and  esteem  of  his  mates  as  extensively 
as  did  Fletcher.  His  death  is  an  irreparable  loss 
to  the  life  of  the  school  in  which  he  filled  a  prom- 
inent and  influential  place. 

Fletcher  came  to  Andover  from  Mount  Hermon 
School  in  the  fall  of  1908,  to  prepare  for  Princeton 
University,  from  which  he  planned  to  enter  the 
Divinity  School  to  fit  for  the  ministry.  Mature  in 
years  and  in  character,  faithful  and  earnest  in  the 
performance  of  everything  he  undertook,  Fletcher 
early  won  the  respect  of  students  and  faculty  alike. 
The  spirit  of  earnestness  which  characterized  his 
life  was  manifest  in  his  studies,  in  his  religious 
activity  and  in  his  work  on  the  school  football  team. 
His  influence  in  the  school  was  strong  and  far- 
reaching.  He  had  definite  convictions  and  he  lived 
up  to  them.  Moral  courage  in  him  was  so  inherent 
a  trait  and  so  natural  that  it  seemed  hardly  neces- 
sary to  him  to  put  forth  an  effort  to  protest  against 
wrong:  and  the  most  thoughtless  boy  was  subdued 
and  held  in  check  by  Fletcher's  presence  alone. 

Justus  Fletcher  was  a  type  of  boy  of  which  an) 
institution  may  justly  be  proud.     In  the  broadljl  a 
democratic   life   of   Phillips   Academy   his  talents 
found  their  best  expression.    Though  a  poor  boyj  a 
dependent  upon  his  own  efforts  and  talents  aload  ^ 
to  make  his  way,  "the  dignity  of  his  life  and  thd 
soundness  of  his  character  left  their  impress  oij  ' 
boys  of  all  classes  and  won  for  him  the  unqualifiedH* 
respect  of  the  boys  of  wealth  as  well  as  of  hiaBi 
mates  in  Commons.    In  his  life  Fletcher  splendidrwli 
exemplified  the  best  traditions  of  the  school,  anc II 
Phillips  Academy  was  honored  by  his  presence. 
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Alumni  Dinner 

There  was  a  large  company  of  alumni  and  guests 
at  the  alumni  dinner  which  was  served  in  the  Borden 
gymnasium  immediately  after  the  graduation  exer- 
cises. Several  of  the  classes  had  large  numbers  pre- 
sent at  the  dinner,  notably  '84  and  '99.  The  floor 
space  of  the  gymnasium  was  taxed  to  its  fullest  ca- 
pacity to  furnish  room  for  the  diners. 

The  gathering  was  made  the  occasion  of  a  spe- 
cial memorial  tribute  to  Oliver  Wendell  Holmes 
who  was  graduated  from  Phillips  Academy  in  the 
class  of  1825.  Special  menus  were  prepared  for  the 
occasion  bearing  on  the  cover  the  heading"OHver 
Wendell  Holmes  Centennary,"  a  list  of  the  speakers 
of  the  day,  and  pictures  of  Dr.  Holmes  and  the  old 
Brick  Academy,  the  building  in  use  as  a  schoolhouse 
when  Dr.  Holmes  was  a  pupil.  Inside  was  printed 
Dr.  Holmes's  famous  poem,  "The  School  Boy," 
written  for  and  read  at  the  centennial  celebration 
of  Phillips  Academy  in  1878.  Rev.  George  Hodges, 
D.  D.,  of  Cambridge  made  Dr.  Holmes  the  theme 
of  special  remarks  at  the  dinner. 

Rev.  Leander  T.  Chamberlain  P.  A.  '59,  of  New 
York  City,  president  of  the  General  Alumni  Asso- 
ciation, presided  with  his  customary  grace  and  dig- 
nity and  introduced  Principal  Stearns  as  the  first 
1  speaker. 

In  his  address  Principal  Stearns  gave  a  general 
review  of  the  work  of  the  school  during  the  past 
year.  He  expressed  his  appreciation  of  the  faculty, 
which  he  characterized  as  one  of  the  strongest  in  the 
history  of  the  school,  and  also  of  the  higher  stand- 
ard of  scholarship  which  the  student  body  has  set. 
In  a  humorous  way  he  described  the  difficulties  he 
encountered  in  the  effort  to  raise  the  $250,000  need- 
ed by  the  school,  and  reported  that  the  fund  at 
;  present  amounts  to  about  $150,000,  including  the 
amount  promised  by  Mr.  Carnegie. 

In  closing,  the  speaker  emphasized  the  fact  that 
,  although  old  landmarks  may  disappear  the  old  tra- 
il ditions  live  and  grow  and  the  ideals  are  ever  the 
same.    He  urged  a  more  hearty  support  on  the  part 
I  of  all  the  alumni. 

Mr.    Stearns    was    followed    by   Major  General 
Greely,  who  spoke  of  civic  conditions  in  America 
I  today,  and  urged  a  more  disinterested  personal  pub- 
|lic  service  on  the  part  of  the  American  citizen.  He 
'deplored  the  extravagance  of  the  age  and  the  wrong 
doing  of  men  who  are  prominent  in  public  life. 
-America  has  given  much  to  the  world  and  the  time 
is  now  ripe,  was  his  contention,  for  the  big  men  of 
the  age  to  bring  about  in  public  life  those  conditions 
which  shall  uplift  life. 

Rev.  George  Hodges,  D.  D.,  the  next  speaker,  de- 
lighted his  hearers  with  his  remarks  on  Oliver  Wen- 
dell Holmes  and  dwelt  on  some  of  the  most  marked 
((characteristics  of  the  famous  poet.    He  characteri- 
•|zed  Holmes  as  a  serious  humorist  and  a  man  vastly 
interested  in  things  as  they  were.    He  said  that  Hol- 


mes brought  a  bright  fresh  breeze  into  the  world; 
that  he  believed  in  the  everlasting  supremacy  of 
truth;  in  the  great  value  of  differences  in  opinion, 
on  which  rests  the  progress  of  the  world,  and  in  the 
goodness  of  the  world.  The  position  of  Holmes  in 
regard  to  religious  views  was  contrary  to  the  spirit 
of  his  day  which  was  hard,  stern,  and  mechanical. 
Holmes  brought  a  brighter,  saner,  clearer  light  to 
bear  on  religious  and  metaphysical  questions  and 
thus  made  them  more  attractive  to  the  world. 

The  last  speaker  was  Hollis  R.  Bailey  of  Boston, 
president  of  the  recently  formed  Alumni  Association 
of  Boston  and  vicinity,  who  discussed  the  value  of 
the  alumni  associations  to  the  school  and  dwelt  on 
the  splendid  qualifications  which  Phillips  Academy 
possesses  as  a  school  for  boys.  He  praised  the 
wisdom  of  the  founders  whose  plan  was  to  have  the 
youth  of  the  land  taught  "the  great  end  and  real 
business  of  living",  and  he  eulogized  Principal 
Stearns  as  the  kind  of  man  the  founders  desired  as 
the  head  of  the  school. 

After  the  regular  speakers  on  the  program  had 
finished,  C.  N.  Kimball  spoke  on  behalf  of  the 
class  of  1899. 

'Mr.  Kimball  aroused  great  enthusiasm  by  his  an- 
nouncement that  the  class  had  raised  the  sum  of 
one  thousand  dollars  for  the  endowment  funds  of 
the  school. 

At  the  business  session  of  the  alumni  meeting  the 
following  officers  were  elected  for  1909-1910. 

President — Charles  Phelps  Taft,  i860,  Cincinnati, 

O. 

Vice-Presidents — E.  Franklin  Brewster,  1869,  Ro- 
chester, N.  Y.;Ledyard  Cogswell,  1869,  Albany,  N. 
Y.;  Joseph  R.  Parrott,  1879,  Jacksonville,  Fla.;  Fred 
B.  Lund,  1884,  Boston;  Sidney  E.  Farwell,  1889,  New- 
ton Centre;  John  M.  Dreisbach,  1899,  Easton,  Pa. 

Statistical  Secretary — George  T.  Eaton,  1873,  An- 
dover. 

Secretary —  Frederick  E.  Newton,  1893,  Andover. 

Treasurer —  Bernard  M.  Allen,  1888,  Andover. 

Executive  Committee — Franklin  H.  Mills,  1889, 
New  York,  N.  Y.;  George  X.  McLanahan,  1892, 
Washington,  D.  C. ;  Arthur  Drinkwater,  1896,  Bos- 
ton; Charles  H.  P.  Schweppe,  1898,  Chicago,  111.; 
Southard  Hay,  1898,  Pittsburg,  Pa.;  John  G.  Dunlap, 
1902,  Philadelphia,  Pa. 

Senior  Promenade. 

The  Senior  Promenade  was  a  brilliant  affair,  held 
in  Borden  Gymnasium  on  Wednesday  evening.  The 
attendance  was  confined  very  closely  to  the  seniors 
and  their  friends,  and  they  made  up  a  large  gathering 
notwithstanding  the  severe  heat.  The  committee  in 
charge  was,  Paul  Baxter  Lanius,  chairman,  Carl  Wil- 
liam Hamilton,  Francis  Cooley  Hall,  Hewitt  Sey- 
mour West,  Hamilton  Roy  Large,  and  the  patron- 
esses were,  Mrs.  Alfred  E.  Stearns,  Mrs.  Matthew 
S.  McCurdy,  Mrs.  Francis  A.  Goodhue,  Mrs.  Martha 
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A.  Baldwin,  Mrs.  Peirson  S.  Page,  Mrs.  Warren  K. 
Moorehead,  Mrs.  Markham  W.  Stackpole,  Mrs. 
James  C.  Sawyer,  Mrs.  William  H.  Baldwin,  2nd, 
Mrs.  George  A.  Hall,  Mrs.  Paul  Lanius,  Mrs.  Emma 
Gould  Whipple,  Mrs.  Felix  J.  Woodward. 


CLASS  REUNIONS 


Reunion  of  '69 

The  class  of  1869,  both  Academic  and  Scientific 
departments,  held  a  pleasant  and  enthusiastic  re- 
union in  Andover  during  commencement  week. 
The  success  of  the  occasion  was  largely  due  to  the 
generous  hospitality  of  one  of  the  class,  Mr.  Frank 

D.  Somers,  who  entertained  the  members  at  his 
attractive  summer  home  on  Salem  street.  After 
the  dinner  an  informal  meeting  of  the  class  was 
held  at  Mr.  Somers's  house  and  the  following  officers 
were  elected:  President,  Talcott  Williams,  of 
Philadelphia,  Vice-President,  Frank  D.  Somers  of 
Andover,  Secretary,  Walter  Davidson  of  Worcester. 

The  following  members  of  the  class  were  present 
at  the  reunion: 

Samuel  P.  Abbot.  Boston,  Mass. 

E.  Frank  Brewster  Rochester,  N.  Y. 
C.  A.  Chandler  Salem,  Mass. 
Ledyard  Cogswell  Albany,  N.  Y. 
Walter   Davidson  Worcester,  Mass. 
Frederick  M.  Esty  Framingham,  Mass. 
Prof.  William  A.  Houghton  Brunswick,  Me. 
W.  T.  Jenkins  Brookline,  Mass. 
Aurelius  Sykes  Hinesburg,  Vt. 
Frank  D.  Somers         Boston  and  Andover,  Mass. 
Rev.  George  Y.  Washburn  Everett,  Mass. 

Decennial  Reunion  of  '99. 

The  '99  reunion  considered  from  all  sides,  was  a 
decided  success.  Although  there  were  not  as  many 
fellows  actually  in  attendance  as  the  Committee 
would  have  liked,  yet  we  felt  greatly  repaid  for  our 
labors.  In  addition  to  those  present  we  know  of 
over  a  dozen  others  who  had  planned  to  be  there 
but  were  prevented  from  doing  so  at  the  last  mo- 
ment by  unexpected  business  engagements.  There 
were  present  the  following: 

Brainard,  Day,  Dreisbach,  Evans,  Fitch,  Hatch, 
Hicks,  Hill,  Chas.  A.  Hill,  F.  A.  Hull,  Kimball,  Mel- 
cer,  Nathan,  Ogden,  Pierce,  Potter,  Roberts,Ruhl, 
Ryman,  Sayward,  Sidley,  Smith,  Stiles,  and  Sugden. 

The  day  was  spent  very  pleasantly  at  Andover, 
attending  the  various  school  events  and  renewing 
acquaintances.  For  the  latter  purpose,  the  school 
authorities  assigned  us  a  room  in  Phillips  Hall.  Af- 
ter the  Alumni  Dinner,  we  took  a  special  car  for 
Boston  where  we  enjoyed  our  dinner  at  the  Parker 
House,  with  Jack  Dreisbach  presiding  as  master 
of  ceremonies.    At  this  dinner  it  was  unanimously 


passed  that  '99  maintain  a  permanent  graduate  or- 
ganization and  to  that  end  Charles  N.  Kimball  was 
elected  President,  and  Walter  S.  Sugden,  Secretary 
and  Treasurer.  It  was  further  decided  to  hold  an- 
other reunion  in  five  years. 

At  the  Alumni  Dinner  held  in  Andover,  a  fun 
of  $1000  was   announced   from   the   class   of  '99 
There  has  been  paid  in  the  sum  of  $829.00  and  ther 
is  still  due  on  pledges  $227.00.    The  expenses  t 
date  are  $101.12,  which  leaves  a  balance  of  $954.* 
when  all  the  pledges  are  paid.    This  is  $45.12  shor 
of   the   amount   we   announced, but  theCommittet 
feels  certain  that  the  class  will  make  good  thin 
amount.    There  are  a  number  of  fellows  who  did 
not  make  a  pledge,  but  promised  to  give  something 
to  the  fund  and  we  hope  that  they  will  do  some! 
thing  now  and  send  a  check  to  Walter  S.  Sugdem 
Treasurer,  Sistersville,  West  Virginia.    It  would  b' 
a  great  assistance  to  the  Treasurer  if  the  men  whu 
have  not  remitted  for  the  amount  of  their  pledge 
would  do  so  at  once  so  that  he  can  make  up  hit 
books  and  hand  over  the  money  to  the  school  au 
thorities.    The  Committee  will  be  glad  to  receiv< 
any  contribution,  either  from  someone  who  has  no 
contributed,  or  from  anyone  who  wishes  to  increas 
his  subscription,  in  order  to  make  the  fund  read, 
the  $1000  wark. 

The  school  authorities  tell  us  that  this  was  th^ 
largest  class  reunion  ever  held  in  Andover.    It  no 
remains  for  other  classes  to  follow  the  example  o 
'99  and  beat  the  record  we  have  set. 

W.  S.  S. 

Class  of  '92 

One  year  has  nearly  passed  since  the  publishing 
of  our  Quin-decennial  Records.  This  letter  is  i 
the  way  of  an  annual  reminder  that  we  hav 
our  faces  not  toward  the  past  but  toward  th 
future.  It  is  the  Vicennial  of  which  we  are  thinkin, 
and  for  which  we  are  planning.  To  make  a  succes 
of  these  plans  we  need  two  things,  —  your  intereq 
and  your  financial  assistance. 

Make  a  definite  decision  that  you  will  be  back  a 
Andover  in  June  1912.  Better  yet,  go  on  record  b; 
saying  that  you  will  be  there,  if  it  is  possible.  Nexj 
year  we  want  to  report  a  list  of  all  who  are  pledge! 
to  be  present.  We  shall  work  hard  to  double  th| 
list  and  to  swell  it  to  an  "unanimous  vote"  beforj 
the  great  day  arrives. 

After  expenses  to  date  are  paid,  we  have  $177. 
in  the  bank.  We  want  to  multiply  this  many  time 
before  1912.  We  must  have  "ammunition"  for 
celebration  worthy  of  Ninety-two.  We  are  nol 
ready  to  receive  annual  dues  for  1909  ($1.00).  Ad: 
denda  and  Statement  are  enclosed  and  we  sugges 
that  the  leaf  containing  them  be  inserted  in  th| 
rear  of  the  class  book. 

The  Academy  has  secured  possession  of  the  ol 
Seminary  grounds  and  buildings.  This  is  a  ver 
important  step  in  the  development  of  the  scho 
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$250,000  is  required  for  purchase  and  improvements. 
Gifts  should  be  sent  to  A.  P.  Thompson  that  they 
may  be  credited  to  the  class. 

Cordially  yours, 

G.  ERNEST  MERRIAM, 

Secretary 
April   27,  1909. 

My  dear  Classmate — 

The  following  facts  have  been  gleaned  from  re- 
cent correspondence  since  the  publishing  of  Adden- 
da. 

L.  W.  Smith  reports  new  address  (56  William 
Street),  though  with  the  same  firm.  H.  N.  Hyde 
will  hereafter  be  located  in  Christ  Church  Rectory, 
Little  Rock,  Ark.  Ellis  H.  Roberts,  Jr.,  was  killed 
in  an  automobile  accident  on  April  22nd  (see  Utica 
Obs  erver  of  next  day).  Farnam  died  in  Paris  on 
May  8th  from  an  attack  of  acute  meningitis.  Perci- 
val  Thompson  has  moved  to  Coronado,  Cal. 
Sincerely  yours, 

G.  ERNEST  MERRIAM 

Secretary 

Twenty-fifth  Reunion  of  Class  of  '84 

A  dozen  loyal  and  enthusiastic  members  of  the 
31ass  of  '84  gathered  in  Andover  during  Commence- 
ment week  last  June  to  refresh  old  memories,  re- 
lew  friendships,  and  to  secure  new  inspiration  from 
direct  contact  with  the  life  and  spirit  of  Phillips 
\cademy  of  1909.  Those  who  were  present  were: 
R..  R.  Atterbury,  of  New  York  City;  Frederic  Bell, 
3f  Springfield;  N.  E.  Bartlett,  of  Andover;  E.  S. 
jould,  of  Lawrence;  G.  A.  Higgins,  of  Andover; 
Rev.  D.  A.  Hudson,  of  North  Chelmsford;  J.  F. 
VlcGuinness,  of  New  Bedford;  G.  C.  Ham,  of  Nau- 
ratuck,  Conn.;  G.  F.  Russell,  of  Lawrence;  Professor 
f.  H.  Ropes,  of  Cambridge;  A.  H.  Whittemore,  of 
^augatuck,  Conn;  and  F.  W.  Wallace  of  New  York 
3ity. 

The  Class  held  a  dinner  in  the  Archaeology  Build- 
ng  on  the  evening  of  Tuesday,  June  22.  Page  of 
-owell  served  the  repast.  Professor  M.  S.  McCurdy 
vas  the  guest  of  honor  and  Principal  Stearns  drop- 
>ed  in  for  a  few  moments  between  appointments 
o  express  to  the  members  his  appreciation  of  their 
nterest  in  the  school  as  evidenced  by  their  pre- 
ence  and  to  call  attention  to  a  few  of  the  many 
hanges  of  recent  years. 

The  death  of  George  S.  Lamphier  of  Goshen, 
,onn.,  on  March  19th,  of  the  current  year,  was  re- 
orted,  as  was  also  that  of  Dr.  E.  F.  Gage  of  Win- 
hrop,  who  passed  away  only  a  few  weeks  previous 
0  the  reunion  and  who  had  earlier  signified  his  in- 
dention of  being  present.  Resolutions  of  sympathy 
'ere  set  to  the  families  of  both  the  deceased. 

The  question  of  a  more  systematic  contribution 
y  the  class  to  the  funds  of  the  school  was  discussed 
nd  Mr.  Atterbury  was  asked  to  take  the  entire  mat- 
ef  under  consideration.    Mr.  Atterbury,  who  has 


been  acting  as  class  agent  for  the  Alumni  Fund, 
was  felt  to  be  best  qualified  to  deal  with  the  ques- 
tion intelligently. 

Before  adjourning  the  class  elected  the  following 
officers:  President,  Frederick  W.  Wallace;;  Secre- 
tary, George  A.  Higgins. 

Later  in  the  evening  most  of  the  class  attended 
the  Principal's  reception  at  the  Borden  Gymnasium, 
and  some  remained  over  for  the  graduating  exer- 
cises and  the  annual  dinner  on  the  following  day. 


Andover  Men  at  Princeton 

The  Andover  members  of  the  graduating  class  at 
Princeton  this  year  are  three. 

Edward  A.  Dillon  is  president  of  the  class  and 
his  fame  on  the  football  and  baseball  teams  is  well 
known. 

Orville  W.  Mosher,  Jr.,  has  won  the  love  of  all 
who  knew  him  and  charmed  all  who  have  heard  him 
play.  The  Glee  Club  and  Triangle  club  have  had 
his  services. 

Herbert  E.  Rankin  comes  back  to  Princeton  as 
the  Sayre  Fellow  in  Chemistry. 

Cornell  University. 

Ralph  K.  Pratt,  P.  S.  '08  has  secured  the  Cornell 
Scholarship  in  Cornell  University  for  Livingston 
County,  New  York. 

Andover  Men  Receive  Honors  at  Yale 

The  following  old  Andover  men  received  Fresh- 
man honors  in  their  studies  for  the  first  term:  A. 
Blum  '08,  E.  W.  Freeman  '08,  R.  A.  Gardner  '08,  S. 
E.  Gifford  '08,  E.  H.  Mead  '08,  and  E.  B.  Twombly 
'08. 

Columbia  University. 

Professor  Raymond  L.  Weeks,  P.  A.  '87  has  re- 
cently resigned  from  the  faculty  of  the  University  of 
Illinois  to  accept  a  position  at  Columbia  University 
as  Professor  of  Romance  Languages. 

HONOR  ROLL 
Thirty-two  Men  Receive  Scholarship  Distinctions 
In  all,  there  are  thirty-two  men  on  the  list,  of  whom 
eleven  are  of  the  first  grade  and  twenty-one  of  the 
second  grade.  The  list  of  those  who  received  scho- 
larship honors  is  printed  below: 

Scholarship  of  the  First  Grade 

John  Radford  Abbot,  Andover 
David  Ernest  Adams,  Hanover,  N.  H. 
Howard  Fulton  Barrows,  Newton  Centre. 
Wilfred  Warren  Barrows,  Newton  Centre. 
Alexander  Bern  Bruce,  2d,  Lawrence. 
Edmund  Mathew  Joseph  Finn,  Lawrence. 
Roy  Edward  Hardy,  Andover. 
Hudson  Roswell  Hawley,  Bristol,  Conn. 
Charles  Carleton  Kimball,  Andover. 
Frederick  Johnson  Manning,  New  York,  N.  Y. 
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Walter  Henry  Snell,  Brockton. 
Francis  Butler  Thwing,  Cleveland,  O. 

Scholarship  of  the  Second  Grade 

Cornelius  Joseph  Callahan,  Lawrence. 

Frederick  Bryan  Chamberlain,  Unionville,  Conn. 

Yu  Mai  Chu,  Canton,  China. 

John  Nichols  Donovan,  Bellingham,  Wash. 

Gaylord  Merritt  Gates,  Andover. 

William  Ernest  Gould,  Bristol,  Conn. 

Alvin  Bartlett  Gurley,  Bronxville,  N.  Y. 

Roland  Jackson  Hunter,  Freehold,  N.  J. 

John  Bradbury  Judkins,  Merrimac. 

Frederick  Benjamin  Kugelman,  New  York,  N.  Y. 

Phillips  Garrison  Morrison,  Andover. 

William  Laubach  Nute,  St.  Louis,  Mo. 

Knight  Barry  Owen,  Vineyard  Haven. 

Luther  Savage  Phillips,  Northeast  Harbor,  Me. 

Ernest  Wetmore  Pittman,  Flushing,  N.  Y. 

Lucian  Piatt,  Baltimore,  Md. 

Ward  Ely  Pratt,  Nunda,  N.  Y. 

John  Houghton  Taylor,  Cambridge. 

Josiah  Donald  Thompson,  East  Liverpool,  O. 

James  Ward  Twichell,  Pittsburg,  Pa. 

Willyme  Forbes  Woodward,  Denver,  Colo. 

Means  Prize  Speaking 

The  forty-second  annual  speaking  of  original  com- 
positions was  held  early  in  the  spring  term  in  the 
Stone  Chapel.  The  first  prize,  $20,  was  awarded  to 
G.  Safford  Torrey,  '09;  the  second  prize,  $12,  to 
William  L.  Nute,  'io;  the  third  prize,  $8,  to  Herbert 
E.  Pickett,  '09. 

The  program  is  given  below:  . 

1.  The  Advantages  and  Dangers  to  the  United 
States  of  a  Powerful  Navy. 

Herbert  Elmer  Pickett,  Worcester,  N.  Y. 

2.  Translation  from  Homer's  Illiad.  Book  6,  Lines 
390-502. 

David  Ernest  Adams,  Hanover,  N.  H. 

3.  The  Story  of  Sigfried. 
Raymond  E.  Cox,  Roxbury,  Mass. 

4.  The  Preservation  of  the  American  Forest. 
Edward  W.  Freeman,  New  York,  N.  Y. 

*5    Civilizing  the  American  Indian. 

6  The  Contributions  of  Archaeology  to  History. 
Malcolm  L.  Raymond,  Waverly,  N.  Y. 

7  Andover  Witchcraft. 

Miltimore  W.  Brush,  Greenwich,  Conn. 

8  City  Government  by  Commissions. 
G.  Safford  Torrey,  Providence,  R.  I. 

9  The  Preservation  of  the  American  Forest. 
Francis  C.  Hall,  Brookline,  Mass. 

10    Andover  Witchcraft. 

William  L.  Nute,  St.  Louis,  Mo. 

*Willyme  F.  Woodward,  of  Denver,  Col.,  was 
unable  to  compete  because  of  illness. 


Andover  —  Exeter  Debate 

Exeter  won  the  fourth  annual  debate  with  An- 
dover, May  29th  in  the  Dining  Hall.  The  question 
was,  "Resolved  that  direct  nomination  by  the  party 
is  superior  to  the  present  system  of  caucus  and  con- 
vention."   The  following  men  represented  Andover: 

George  Safford  Torrey  of  Providence,  R  I.,  Her- 
bert Elmer  Pickett  of  Worcester,  N.  Y.;  and  Lucian 
Piatt  of  Baltimore,  Md.  John  Nichols  Donovan 
was  alternate.    The  judges  were:  Chairman,  Fred 

D.  Aldrich,  Master  of  Mathematics  at  Worcester 
Academy;  Chas.  S.  Ingham,  Ph.  D.,  Principal  of 
Dummer  Academy;  Samuel  F.  Holmes,  Master  of 
English  at  Worcester  Academy. 

Exeter  presented  a  much  more  evenly  balanced 
team  than  did  Andover  and  the  decision  rendered  by 
the  judges  was  approved  by  all  present.  For  An- 
dover, Torrey's  work  was  conspicuously  good. 

Student  Council  Elections 

At  a  meeting  of  the  three  lower  classes  held  at 
the  close  of  the  term,  the  following  list  of  men  was 
elected  to  serve  as  the  Student  Council  for  next 
year: 

1912— C.  H.  French,  A.  L.  Wells,  H.  C.  Grafton, 

Jr. 

191 1— H.  J.  Koop,  J.  H.  Fitzgerald,  B.  H.  Fonda, 

E.  L.  Brown,  W  P.  H.  Turner. 

1910 — S.  W.  R.  Eames,  F.  R.  Large,  K.  Reynolds, 
D.  Butler,  S.  H.  Scribner,  H.  W.  Black,  H.  D.  Swi- 
hart. 

Phillipian  Constitution 

The  PHILLIPIAN  wishes  to  call  attention  to 
one  of  the  changes  in  her  constitution,  which  is  as 
follows: 

PROFITS 

Section  1.  All  money  remaining  after  the  bills 
and  the  necessary  expenses  of  the  paper  have  been 
paid,  and  after  the  members  of  the  Board  have 
been  rewarded  as  provided  in  Article  IX  shall  be 
termed  profits. 

Sec.  2    The  profits  shall  be  divided  as  follows:' — I 

Twenty  per  cent  (20  p-c)  to  the  managing  editor. 

Twenty  per  cent  (20  p-c)  to  the  business  manager. 

Forty  per  cent  (40  p-c)  to  the  other  members  of 
the  Board  as  the  managing  editor  and  the  business 
manager  may  decide.  The  reward  and  the  division 
of  it  shall  be  subject  to  the  approval  of  the  chair- 
man of  the  faculty  committee  on  publications  and 
auditing. 

Twenty  per  cent  (20  p-c)  to  the  Trustees  of  Phil- 
lips Academy  to  be  expended  for  books  for  the 
Academy  library;  such  books  to  be  marked  in  some 
appropriate  manner  as  contributed  by  the  PHILLI- 
PIAN BOARD  of  19 — ,  the  year  to  be  indicated. 
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New  Student's  House 

The  Arnold  House,  which  is  just  above  the  Brick 
House  on  Main  street,  will  be  occupied  by  students 
this  year    Mr.  Keep  will  have  charge  of  the  house. 

Alumni  Organization 

The  following  is  an  announcement  of  a  smoker 
which  was  held  in  Philadelphia  last  spring 
to  gather  together  the  Alumni  of  the  Academy 
in  and  about  that  city,  for  the  purpose  of  adopting 
a  constitution  for  the  proposed  Philadelphia  Alumni 
Association. 

The  announcement: 

To  the  Alumni  and  Matriculates  of  Phillips  Aca- 
demy, Andover. 
Phillipians  All: — 

We  were  together  in  Andover,  together  in  space, 
if  not  in  time,  if  we  string  along  the  years  for  half 
a  century — and  there  are  graduates  covering  almost 
every  class  during  that  period,  within  hail  of  Phila- 
delphia. We  all  know  the  hill.  We  all  love  it,  and 
whether  it  was  under  Uncle  Sam,  Bancroft,  or  his 
most  efficient  successor,  Stearns,  the  school  is  the 
happiest  center  of  our  student  years,  the  place  where 
our  closest  intimacies  were  made,  and  the  place  to 
which  our  proudest  memories  run. 

Once  a  year  at  least  we  ought  to  get  together  and 
keep  a  little  touch  of  elbow  in  the  files  of  that 
marching  column  which  fell  into  line  a  hundred 
and  thirty  years  ago,  whose  beginning  long  since 
broke  ranks  and  heard  the  last  long  discharge,  and 
into  whose  files  young  faces  are  ranging  every  au- 
tumn. 

Come  on  Wednesday,  April  28th,  to  the  Univer- 
sity Club  to  a  smoker.  There  will  be  a  constitution 
to  be  adopted  and  officers  to  be  elected,  but  that 
is  a  detail.  We  begin  with  a  smoker  to  get  ac- 
quainted. Come  ready  to  make  yourself  known,  to 
know  others.  If  you  know  others  of  your  class- 
mates, of  those  you  knew  in  the  Academy  who  are 
in  the  city  or  within  reach,  try  and  make  up  a  little 
group  that  will  sit  and  talk  together.  If  you  don't; 
come  alone,  certain  that  you  will  not  leave  alone, 
but  find  some  with  whom  you  will  wish  to  talk 
again. 

At  all  events,  come.  Fill  out  this  postal  card,  put 
down  your  name  and  class,  and  be  ready  to  share 
I  in  another  Andover  cheer. 

In  behalf  of  the  best  Academy  that  ever  was  or 
ever  will  be,  we,  the  committee,  are 

Yours, 

Talcot  Williams,  '69,  (chairman) 

Benjamin  Wells,  '91 

Arthur  G.  Dickson,  '90 

C.  F.  Richardson,  '61 

James  A.  Babbitt,  '89 

Charles  P.  Sherman,  '67 

William  S.  Wadsworth,  '87 

Andover  Well  Represented 

The  following  Andover  alumni  last  spring  played 
on  college  baseball  teams.  At  Yale:  Mallory,  '05; 
Murphy,  '05,  Captain;  G.  Fels,  '06;  Cushman,  '05; 
Mclntyre,  '07;  Badger,  '07;  A.  R.  Merritt,  '06;  at 
Harvard,  C.  L.  Lanigan,  '06;  R.  C.  Brown,  '05;  R. 
G.  McKay,  '07;  F.  H.  Burr,  '05;  at  Dartmouth, 
Schildmiller,  '05,  Captain;  at  Princeton,  Dillon,  '05; 
at  Amherst,  Washburn,  '07;  at  Brown,  Hennessy, 
'07. 


Succesful  Philo  Banquet 

The  annual  banquet  of  the  Philomathean  Society 
was  held  during  the  winter  term  in  the  lecture  room 
of  the  Archaeology  Building.  The  banquet  was  well 
attended  and  was  a  success  in  every  way. 

The  committee  in  charge  of  the  banquet  consisted 
of;  H.  Wilmot  Black,  Edward  W.  Freeman,  and 
David  E.  Adams.  Considerable  credit  is  due  these 
men  for  the  successful  manner  in  which  they  man- 
aged the  affair. 

Mr.  E.  B.  Bishop,  an  old  Philo  man  of  the  class  of 
'89,  spoke  on  politics;  outlining  briefly  the  way  in 
which  elections  are  carried  on.  President  Colver 
of  Forum,  who  was  the  only  one  present  not  a 
Philo  man,  spoke  on  the  foundation  and  work  of 
the  society,  which  he  represented. 

The  toast,  "Philo's  Purpose,"  was  responded  to 
by  F.  T.  Bennett. 

Philo  Elections 

The  election  of  officers  for  Philo  for  the  fall  term 
resulted  as  follows: 

President  —  Quentin  Reynolds,  '10. 
Vice-President — B.  A.  Tompkins,  'io. 
Secretary  —  R.  G.  Conant,  '10. 
Treasurer  —  W.  L.  Nute,  '10. 

Previous  to  the  elections,  there  were  reports  as 
to  the  condition  of  the  society  from  the  retiring  sec- 
retary and  treasurer,  and  an  address  by  the  retiring 
president. 

The  George  Rice  Carpenter  Memorial  Library. 

The  Department  of  English,  of  Columbia  Univer- 
sity acting  on  the  suggestion  of  many  friends  of  the 
late  Professor  Carpenter,  P.  A.  '82,  has  decided  to 
found  a  memorial  library  to  be  named  the  George 
Rice  Carpenter  Memorial  Library.  In  view  of  Pro- 
fessor Carpenter's  long  association  with  the  Univer- 
sity and  of  the  high  quality  and  widely  diffused  in- 
fluence of  his  work,  some  memorial  is  deemed  ap- 
propriate, and  because  of  the  nature  of  his  work  and 
character,  so  practical  a  form  as  a  library  is  especi- 
ally fitting.  Professor  Carpenter  had,  indeed,  fre- 
quently suggested  the  desirability  of  a  departmental 
library  and  special  reading  room  for  the  use  of 
graduate  and  undergraduate  students  in  English, 
Comparative  Literature,  and  allied  subjects,  and  had 
gone  so  far  as  to  gather  together  a  few  books  of 
reference  in  the  rooms  of  the  department.  A  nuc- 
leus for  such  a  library  has,  therefore,  already  been 
formed,  which  will  in  time  become  a  substantial  and 
useful  memorial.  It  is  expected  that  the  University 
will  provide  a  special  room  to  serve  as  the  perma- 
nent home  of  the  library,  which  should  include 
works  of  reference  and  files  of  journals  of  import- 
ance to  students,  and  a  large  collection  of  standard 
works  in  English  literature  and  allied  subjects. 

A  committee  has  been  formed  to  take  temporary 
charge  of  the  memorial,  consisting  of  Messrs.  Wil- 
liam T.  Brewster,  P.  A.  '88,  James  G.  Croswell,  Wil- 
son Farrand,  Jefferson  B.  Fletcher,  Frederick  P. 
Keppel,  George  C.  D.  Odell,  John  B.  Pine,  and  Ash- 
ley H.  Thorndike.  Subscriptions  and  gifts  of  books 
may  be  addressed  to  Professor  Ashley  H.  Thorn- 
dike,  Secretary  of  the  Department  of  English,  Co- 
lumbia University. 

The  PHILLIPIAN  announces  the  election  of 
John  T.  Ogden,  of  New  York,  as  Managing  Editor 
for  1910,  and  D.  G.  Raymond,  of  Waverly,  N.  Y.,  as 
Business  Manager  for  1909. 
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RESIGNATION  OF  PROFESSOR  GRAVES 

Not  since  the  death  of  the  late  Dr.  Bancroft  has 
the  school  suffered  a  loss  comparable  to  that  which 
it  has  sustained  during  the  past  year  in  the  resigna- 
tion of  William  B.  Graves,  for  many  years  Professor 
of  Natural  Sciences  on  the  George  Peabody  Founda- 
tion. Advancing  years  and  the  necessity  of  harbor- 
ing his  strength  have  led  Professor  Graves  to  take 
this  step.  His  withdrawal  from  the  active  work  of 
the  school  has  caused  sincere  and  widespread  regret, 
for  few  men  have  been  privileged  to  enjoy  a  strong- 
er hold  on  the  affections  and  esteem  of  pupils  and 
co-workers  alike. 

Mr.  Graves  first  began  his  work  in  Phillips  Aca- 
demy in  the  fall  of  1866  and  during  the  principalship 
of  Dr.  Samuel  H.  Taylor.  He  remained  as  a  teach- 
er in  the  school  through  the  school  year  of  1869. 
From  1869  to  1881  he  filled  positions  in  Marietta  Col- 
lege, Ohio,  and  the  Massachusetts  Agricultural  Col- 
lege at  Amherst.  In  1881  he  returned  to  Andover 
to  fill  the  new  chair  of  Professor  of  Natural  Sciences, 
just  established  by  Mr.  George  Peabody,  and  to  dir- 
ect the  work  of  the  Scientific  Department  in  the 
school.  The  chair  above  mentioned  Mr.  Graves 
filled  until  his  resignation  last  December.  Immed- 
iately after  the  death  of  Dr.  Bancroft  in  the  fall  of 
1901,  Mr.  Graves  was  appointed  by  the  Trustees 
Acting  Principal  of  Phillips  Academy.  This  posi- 
tion he  filled  with  dignity  and  efficiency  throughout 
the  school  year. 

As  a  teacher,  Professor  Graves  was  thorough  and 
inspiring.  His  pupils  were  uniformly  successful  in 
meeting  the  college  examination  tests,  and,  what  is 
better,  in  maintaining  a  high  standard  of  scholar- 
ship during  their  college  courses.  Because  of  the 
comparatively  small  number  of  students  whose 
school  work  included  scientific  studies  the  greater 
part  of  the  student  body  never  had  the  chance  of 
forming  that  close  personal  relationship  with  Mr. 
Graves  that  class  room  contact  alone  brings.  Those 
who  were  fortunate  enough  to  know  him  in  this  way 
became  his  admirers.  By  those  who  knew  him  best 
he  was  and  is  still  beloved.  By  all  he  has  been  uni- 
formly respected.  Successive  generations  of  school 
boys  have  recognized  in  him  those  qualities  of  fair- 
ness, sympathy,  and  sound  judgment  that  won  for 
him  respect  and  esteem  and  brought  willing  obed- 
ience even  when  that  obedience  involved  the  setting 
aside  of  cherished  plans  and  hopes.  Among  his  col- 
leagues too,  Mr.  Graves's  freedom  from  bias  and 
his  eminent  fairness  have  always  been  recognized. 
With  definite  convictions  of  his  own  he  has  always 
been  ready  to  listen  to  and  profit  by  the  suggestions 
of  others.  When  debate  waxed  warmest  he  has 
been  a  helpful  and  restraining  influence,  courteous, 
dignified,  and  firm. 

Probably  no  one  of  Mr.  Graves's  characteristics 
has  been  more  conspicuous  than  his  loyalty — loyalty 
to  individuals  and  to  institutions.  In  his  early  days 
at  Phillips  Academy  he  served  under  Dr.  Taylor; 
during  the  years  of  middle  life  under  Dr.  Bancroft; 
and  in  still  later  years  under  one  much  his  inferior 
in  years  and  in  experience.  To  all  alike  he  gave  the 
fullest  measure  of  his  strength,  devotion,  and  unsel- 
fish service.  Personal  considerations  were  never  al- 
lowed to  interfere  with  the  policy  of  the  administra- 
tion or  what  we  felt  to  be  the  highest  welfare  of  the 
school.  Others  might  chafe  under  fancied  wrongs, 
or  waver  in  allegiance,  but  he  remained  steadfast 
and  true.  Trustees,  principals,  faculty,  and  boys  came 
to  realize  that  the  individual  or  institution  to 
whom  Mr.  Graves  had  given  his  allegiance  would  al- 


ways know  just  where  he  stood:  and  that  howevei 
disturbed  the  surroundings  he  would  ring  true. 

Mr.  Graves's  ability  and  success  might  easily  have 
opened  for  him  the  way  to  permanent  college  or  uni- 
versity work.  But  he  prefered  to  stand  by  the  school 
and  to  use  his  high  talents  in  its  interests  and  those 
of  its  boys.  Fortunate  indeed  has  it  been  for  Phil- 
lips Academy  that  this  was  so.  Such  men  as  Mr. 
Graves  are  altogether  too  rare  in  our  schools  today. 
Phillips  Academy  is  to  be  congratulated  that  al- 
though Mr.  Graves  is  no  longer  a  member  of  its 
teaching  staff  he  is  still  to  retain  his  home  in  An- 
dover where  his  influence  as  a  scholar  and  a  mar 
will  continue  to  leave  its  impress  on  the  school,  anc 
where  his  helpful  counsel  may  still  be  freely  sought 

SEMINARY  PURCHASE  FUND 

During  the  past  school  year  a  definite  campaigr 
was  carried  on  by  the  trustees  of  the  school  to  se 
cure  the  funds  necessary  to  pay  for  the  property 
recently  acquired  of  the  Theological  Seminary.  Fo 
this  purpose  the  sum  of  two  hundred  and  fifty  thou 
sand  dollars  is  required.  Of  this  amount  approxi 
mately  one  hundred  and  twenty-five  thousand  dol 
lars  has  been  pledged:  Mr.  Carnegie  has  consented 
to  give  the  last  twenty-five  thousand  dollars  of  th< 
fund,  so  that  the  amount  still  to  be  raised  is  ont 
hundred  thousand  dollars.  The  trustees  will  continue  | 
their  efforts  to  secure  this  sum  during  the  curren 
year  and  in  view  of  improved  business  condition: 
and  the  immense  value  to  the  school  of  the  nev 
property  it  would  seem  as  if  the  required  fund: 
should  be  readily  forthcoming.  To  assure  such  ; 
result  the  interest  and  cooperation  of  old  Andove 
men  everywhere  are  necessary.  The  trustees  mos 
gratefully  acknowledge  their  indebtedness  to  thos»  . 
who  have  contributed  so  generously  thus  far.  Thi  3 
names  of  these  contributors  are  given  elsewhere. 


Honors  on   Harvard  Entrance  Exaiminations. 

Phillips  Academy  has  never  been  regarded  as  ; 
Harvard  preparatory  school  though  it  sends  a  gooi 
sized  delegation  to  that  institution  each  year.  Th 
character  and  standing  of  the  Andover  men  at  Har 
vard  have  often  been  most  favorably  commentei 
upon  by  Harvard  officials  and  Harvard  students 
That  this  comment  is  justified  is  readily  indicate" 
by  the  record  given  below  of  Andover  men  wh> 
this  year  received  honors  on  their  admission  ex 
aminations  to  the  Cambridge  university.  "Honors 
or  "credits"  are  given  in  all  subjects  in  which  th 
candidate  secures  passing  grades  of  "A"  or  "B." 

W.  H.  Baldwin  ; — Physics,  Advanced  Latin,  Advance 
German,  Solid  Geometry. 

H.  H.  Hartwell; — Physics. 

J.  B.  Judkins  ; — Physics,  Advanced  German. 

C.  C.  Kimball; — Elementary  French,  Ancient  History 
Physics,  Advanced  French. 

H.  R.  Large  ; — Physics. 

U.  S.  Sullivan  ; — Elementary  Latin,  Advanced  Latit 
J.  H.  Taylor; — Physics,  Advanced  Latin. 

F.  B.  Thwing; — Physics,  Elementary  German,  Advance 
German,  Advanced  English. 

G.  S.  Torrey; — Physics,  Advanced  Latin,  Advance 
Greek. 

J.  R.  Abbott  ; — Elementary  English,  Elementary  Latit 
Elementary  Greek,  Plane  Geometry. 
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E.  B.  Dustan  ; — Elementary  Latin. 
G.  M.  Gates  ; — Elementary  Algebra. 
J.  P.  Gifford  ; — Elementary  Greek. 

E.  K.  Hale; — Elementary  Latin,  Elementary  German, 
Plane  Geometry. 

B.  C.  Look; —  Elementary  Algebra. 


ATHLETICS 


Baseball 

The  baseball  season  of  1909  would  be  termed  by 
any  but  an  Andover  man  a  successful  one.  But  to 
the  Andover  man,  be  he  graduate  or  undergraduate, 
no  season  can  be  regarded  a  successful  one  that 
does  not  record  in  the  final  struggle  a  victory  over 
Exeter.  For  the  first  time  in  a  number  of  years 
the  streets  of  Andover  were  deserted  and  quiet  on 
the  night  of  the  great  annual  contest.  In  Exeter 
he  scene  was  different. 

Andover's  preliminary  season  revealed  a  standard 
:>f  play  on  the  part  of  the  team  fully  in  keeping  with 
:he  best  traditions  of  past  years.  The  schedule  was 
1  hard  one  but  the  defeats  were  not  numerous  or 
jverwhelming.  The  margin  in  some  of  the  hardest 
james  against  such  teams  as  Yale  and  Harvard  was 
emarkably  small.  These  defeats  were  administered 
n  the  following  order  and  by  the  scores  given:  Dart- 
mouth 4  to  o.  Colby  4  to  0.  Carlisle  Indians  5  to  2. 
Harvard  Varsity  3  to  o.  Yale  Varsity  2  to  1.  Bates 
I  to  3.  Victories  were  recorded  as  follows:  Yale 
Freshmen  1  to  8,  Mercersberg  2  to  3,  Boston  Col- 
ege  o  to  3,  Springfield  Training  School  1  to  4, 
Pennsylvania  Freshmen  0  to  6,  Harvard  Freshmen 
;  to  4,  Harvard  College  0  to  1,  Amherst  Aggies  1  to 

Like  many  an  Andover  1 — 'Exeter  contest  victory 
n  the  final  great  contest  perched  on  the  banners  of 
he  team  that  the  public  and  press  had  picked  for 
lefeat.  But  the  victory  was  well  deserved.  At  the 
•.ritical  moment  Exeter  outplayed  her  opponent. 
,  irown  was  not  at  his  best  in  the  box  while  Way, 

•  ixeter's  pitcher,  improved  steadily  as  the  game  pro- 
t  rressed  and  during  the  last  three  innings  especially 

/as  practically  invincible.  But  the  game  was  close 
nd  exciting  enough  to  keep  the  interest  of  all,  and 
s  has  so  often  happened  in  the  past,  the  outcome 
/as  practically  decided  in  the  second  half  of  the 

r  ontest.  Exeter  scored  her  runs  in  two  innings, 
nree  in  the  sixth  and  two  in  the  seventh.  Andover 
cored  hers  also  in  two  innings  only,  one  in  the 

f,  hird  and  two  in  the  sixth. 

The  game  was  played  on  Exeter's  new  playfield, 

0  he  gift  of  Mr.  Plimpton  of  the  Board  of  Trustees, 
'he  field  was  still  somewhat  soft  and  a  heavy  show- 

ti  r  during  the  preliminary  practice  left  the  ground 
oggy  and  slippery  for  the  game.     Neither  team 

*  owever,  profited  by  these  conditions  and  the  en- 


thusiasm of  the  large  crowd  present  was  not 
curtailed.    The  detailed  score  is  given  below: 

EXETER 


ab 

r 

ib  po  a  e 

Murray,  c.f. 

4 

1 

2100 

Wingate,  3b 

3 

0 

1230 

Lewis,  c 

2 

1 

1  12    1  0 

Burchardt,  s.s. 

1 

1 

1    1    0  0 

Frye,  ib. 

4 

1 

2900 

Litchfield,  r.f. 

4 

1 

0010 

Walsh,  l.f. 

4 

0 

1    1    0  0 

Jones,  2b. 

3 

0 

0    1    4  1 

Way,  p. 

3 

0 

0031 

Totals, 

28 

5 

8  27  12  2 

ANDOVER 

ab 

r 

ib  po  a  e 

Bennett,  2b. 

4 

0 

1    1    2  0 

E.  Burdett,  s.s. 

2 

0 

0122 

Snell,  c. 

4 

0 

1700 

Wright,  r.f. 

4 

1 

1000 

L.  Burdett,  ib 

3 

1 

in    0  0 

Reilly,  3b. 

3 

0 

1400 

T?  p  vn  nl  n  c      1  t 
XV  CJ  1 1  U 1  LI  0,  l.i 

2 

0 

0000 

.riau,  1.1. 

2 

0 

1    1    0  0 

Thompson,  c.f. 

3 

0 

1200 

Brown,  p. 

4 

1 

1070 

Total, 

31 

3 

8  24  11  2 

Innings: 

1 

2  3 

4  5 

6789— 

Exeter 

0 

0  0 

0  0 

320  0 — s 

Andover 

0 

0  I 

0  0 

200  0 — 3 

Sacrifice  hits,  Bennett,  E.  Burdett,  Lewis.  Stolen 
bases,  E.  Burdett,  Pfau,  Thompson  (2),  Burchardt. 
First  base  on  balls,  off  Brown  2,  off  Way  2.  Struck 
out,  by  Brown  7,  by  Way  9.  Double  plays,  Brown, 
Reilly,  Bennett,  L.  Burdett.  Hit  by  pitched  ball, 
Reilly.    Umpire,  Buckner.    Attendance,  4,000. 

Track 

The  record  of  the  Track  Team  was  in  the  main 
the  reverse  of  that  of  the  Base  Ball  Nine.  Starting 
with  defeat  it  ended  the  season  with  one  of  the  most 
creditable  and  spectacular  victories  ever  won  against 
its  New  Hampshire  rivals. 

The  first  real  test  to  which  the  team  was  subjec- 
ted was  in  its  meet  with  the  Harvard  Freshmen 
early  in  May.  A  defeat  by  the  score  of  57  to  51  was 
the  result.  Captain  Hopwood  was  the  star  perform- 
er of  the  meet  winning  both  the  one  hundred  and 
the  two  hundred  and  twenty  yard  dash  in  fast  time. 

On  Saturday,  May  15,  the  team  competed  in  the 
Harvard  Interscholastic  meet  in  Cambridge.  Wor- 
cester Academy  won  the  meet  and  the  right  to  hold 
the  cup  presented  by  Harvard  and  the  Boston  Ath- 
letic Association  to  the  team  winning  three  succes- 
sive meets.  Captain  Hopwood  was  unable  to  com- 
pete owing  to  a  strained  tendon  in  his  leg  and  his 
loss  greatly  crippled  the  Andover  team. 
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On  Saturday,  May  22,  the  team  took  part  in  the 
Yale  Interscholastic  meet  at  New  Haven.  The  meet 
was  exceedingly  close  but  Andover  had  to  be  con- 
tent with  third  place,  Mercersberg  and  Exeter  se- 
curing larger  totals  of  points.  Captain  Hopwood 
was  unable  to  compete  in  this  meet  also. 

The  annual  meet  with  Exeter  took  place  on  the 
upper  campus  at  Andover  on  Decoration  Day,  Mon- 
day, May  31.  The  weather  conditions  were  ideal 
and  the  attendance  the  largest  on  record.  Exeter 
started  off  with  confidence  and  at  the  start  looked 
like  a  sure  winner.  At  the  end  of  the  third  event 
she  had  secured  22  points  to  Andover's  2.  From 
this  point  on  Andover  steadily  pulled  up  on  her 
rival  until  when  the  last  event  was  called  she  was 
four  points  ahead  of  her  rival.  The  half-mile  run 
was  the  last  event  on  the  program  and  around  this 
contest  centered  all  the  pent  up  excitement  of  the 
entire  meet.  First  place  was  conceded  by  all  in 
advance  to  Bingham  of  Exeter.  It  was  necessary 
therefore,  for  Andover  to  win  both  second  and  third 
places  to  secure  the  meet.  This  she  finally  did 
amid  the  greatest  excitment,  Hayes  finishing  close 
behind  Bingham  and  Hubbard  leading  his  most 
dangerous  competitor  by  a  safe  margin.  The  final 
score  was  Andover  49,  Exeter  47. 

Tennis  and  Golf 

Exeter  carried  off  the  honors  last  spring  in  both 
tennis  and  golf.  The  tennis  matches  were  played 
at  Exeter  and  the  golf  matches  on  the  grounds  of 
the  Portsmouth  Country  Club. 


Contributors  to  the  Seminary  Purchase  Fund 


GIFTS  OF  THE  YEAR 


Contributors  to  the  General  Endowment  Fund 

August  1,  1908 — August  1,  1909. 
Amount  Contributed,  $465.00 
Crowell,  E.  P.  '49  Read,  W.  A.  '44 

Kimball,  H.  A.  '85  Taylor,  J.  P.  '58 

Kuki,  T.  '91  Tyler,  S.  W.  '91 

Contributors  to  the  1877  Class  Fund 

Amount  Contributed,  $839.00 
Ambrose,  F.  M.  Knowlton,  W.  A. 

Day,  W.  P.  Smith,  J.  M. 

Haines,  H.  P.  Thayer,  A.  S. 

Kendall,  W.  B.  Torrey,  D.  T. 

Miscellaneous  Gifts  of  the  Year 

Herman  Verhoeff  Hartwell  Scholarship  $1000 

(in  memoriam) 
Anonymous  friend  of  the  Class  of  1868 
"Frederick  Holkins  Taylor" 
French  prize 
Mrs.  Warren  F.  Draper 

Draper  Prize  Fund 
Dr.  J.  P.  Torrey,  Infirmary 
Legacy  of  Timothy  Augustus  Holt 


Alger,  F.  M. 

'96 

Johnson,  L.  A. 

Alger,  R.  A. 

'93 

Joy,  H.  B. 

Appleton,  F.  R. 

'71 

Joy,  R.  P. 

Armour,  W.  A. 

'04 

Knowlton,  D.  E. 

Bailey,  H.  R. 

'73 

McCord,  R.  A. 

Beeson,  C.  E. 

'90 

McCormick,  V.  C. 

Bishop,  E.  B. 

'90 

McLanahan,  G.  X. 

Borden,  M.  C.  D. 

'60 

McMillan,  P.  H. 

Bovey,  C.  C. 

'86 

Mills,  J.  L. 

Brainard,  E.  H. 

'89 

Morgan,  C. 

Case,  G.  B. 

'90 

Morris,  I.  N. 

Cobb,  S.  E. 

'83 

Moseley,  H.  P. 

Cogswell,  L. 

'69 

Mowry,  L.  D. 

Colgate,  R. 

'92 

Neale,  J.  B. 

Corliss,  C.  A. 

'86 

Nicola,  0.  P. 

Coxe,  C.  E. 

'89 

Otis,  J.  E. 

Crane,  F.  G. 

'84 

Owsley,  L.  S. 

Croker,  R.  S.  Jr. 

'96 

Pardee,  A.  D. 

Crosby,  J. 

'86 

Parrott,  J.  R. 

Danforth,  G.  H. 

'86 

Parsons,  J. 

Day,  D.  H. 

'95 

Perkins,  H.  F. 

Day,  M.  C. 

'58 

Phipps,  H.  C. 

deForest,  J. 

'92 

Phipps,  H. 

Dryden,  F.  F. 

'89 

Phipps,  J.  S. 

Dickson,  A.  G. 

*96 

Prentiss,  J.  W. 

duPont,  A.  I. 

'82 

Preston,  0. 

Easton,  A.  M. 

'83 

Richards,  W.  F. 

Farson,  J.  Jr. 

'01 

Ripley,  A.  L. 

Field,  W.  H. 

'9S 

Russell,  T.  F. 

Fisher,  H.  J. 

'92 

Sawyer,  J.  C. 

Flinn,  W.  A. 

'02 

Schreiber,  G. 

Fox,  A. 

'99 

Schweppe,  C.  H. 

Frear,  C.  W. 

'89 

Seymour,  O.  S. 

Fuller,  S.  L. 

'94 

Sheffield,  G.  S. 

Garver,  J.  A. 

'7i 

Shelden,  H.  T>. 

Gates,  L.  H. 

'83 

Shiras,  G.  P. 

Gilmore,  R.  C. 

'93 

Simmons,   F.  H. 

Goetchius,  J.  M. 

'92 

Smith,  E.  C. 

Greenway,  G.  C.  Jr. 

'94 

Smith  L.  W. 

Greenway,  J.  C. 

'96 

Stevens  J.  P. 

Hartwell,  Mrs.  M.  V. 

Stevens,  N. 

Hay,  S. 

'98 

Stimson,  H.  L. 

Hayes,  B.  H. 

Taylor,  A.  S. 

Henning,  G.  N. 

'90 

Thompson,  A.  P. 

Hinkle,  E.  F. 

'95 

Tolles,  S.  H.,  Jr. 

Hixon,  G.  C. 

'90 

Van  Duzer,  H.  S. 

Isham,  S. 

'71 

Walcott,  F.  C. 

Isham,  W.  B. 

'73 

Wentz,  D.  B. 

James,  A.  C. 

Weyerhaeuser,  F.  E. 

Jennings,  O.  G. 

'83 

White,  E. 

Johnson,  F.  H. 

'52 

Woolsey,  J.  M. 

200 


40 
26000 


$27440 


1848 

Cutler,  C. 

1850 

Thacher,  J. 

1853 

F— ,  J.  E. 

1855 

Carter,  F. 

1856 

Dillingham, 

E.  C. 

1857 

Alcott,  W. 

P. 

Denison,  J. 

H. 

Morss,  G.  H. 

1858 

Palmer,  G. 

H. 

Contributors  to  The  Alumni  Fund 

1859 

Chamberlain,  L.  T. 
Dimock,  A.  W. 
Durfee,  H.  B. 
Emerson,  T.  A. 
Sheldon,  C.  S. 
Southworth,  G.  C.  S. 

i860 

Olney,  P.  B. 
Russell,  F.  W. 
Wood,  B.  R. 

1861 

Pennington,  A.  S. 

*  1862 

Case,  A. 
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1879 

Carlton,  H.  F. 
Warren,  F.  D. 

1880 

Selfridge,  A.  J. 
Waterman,  J.  A. 

1882 
Harris,  T.  H. 

1883 

Archbald,  J.,  Jr. 
Chase,  F.  S. 
Class  1883 
Gates,  L.  H. 
Hinkle,  C.  M. 
Jennings,  O.  G. 
Parkhurst,  F.  E. 
Perkins,  H.  F. 
Webster,  E.  C. 

1884 

Atterbury,  R.  R. 
Bell,  F.  A. 
Cooley,  H.  W. 
Gale,  H.  A. 
Howland,   F.  A. 
Knight,  A.  S. 
Little,  A.  M. 
Stimson,  H.  L. 
Wallace,  F.  W. 
Whittemore,  H. 

1 88s 

Lloyd,  W. 
Pond,  S.  N. 
Richards,  W.  F. 
Ropes,  J.  H. 
Sawyer,  W.  D. 
Smith,  R.  H. 
Smith,   S.  L. 
Woodworth,  H.  P. 

1886 
Bovey,  C.  C. 
Coombs,  C. 
Crosby,  J. 
Danforth,  G.  H. 
deLancey,  D. 
Janeway,   H.  H. 
Morgan,  E.  V. 
Odlin,  W. 
Speer,  R.  E. 
Strong,  J.  H. 
Yardley,  F. 

1887 

Day,  H.  G. 
Dutton,  W. 
Evans,  S.  M. 
Poole,  W.  F. 
Smith,  G.  F. 
Tweedy,  H.  H. 
Walcott,  F.  C. 

1888 
Bayne,  H.  A. 
Bronson,   O.  H. 
Graves,  H.  S. 
Hollister,  G.  B, 
Verplanck,  J.  D. 

1889 
Babbitt,  J.  A. 
Bailey,  W.  A. 
Emerson,  J.  L. 
Haldeman,  D.  C. 
Morgan,  C. 
Moore,  F.  W. 


Neale,  J.  C. 
Wells,  C.  M. 

1890 
Addis,  A.  E. 
Cochran,   T.,  Jr. 
Curtis,  C.  J. 
Davis,  F.  R. 
Dickson,  A.  G. 
Gilbert,  P.  F. 
Harrington,  A.  T. 
Henning,  G.  N. 
Holbrook,  G.  M. 
Holmes,  R.  W. 
Moseley,  H.  P. 
Spalding,  H.  O. 
Yeaw,  P.  A. 

1 891 

Beard,  I.  M. 
Kimberly,  J.  C. 
McCord,  R.  A. 
McCormick,  V.  C. 
Nicola,  O.  P. 
Skinner,  A.  E. 
Smith,  L. 
Tyler,  S.  W. 

1892 

Colgate,  R. 
Crawford,  C.  A, 
deForest,  J. 
Duffy,  W.  F. 
Eagle,  J.  F. 
Fisher,  H.  J. 
Geer,  I.  W. 
Gilbert,  B,  T. 
Merriam,  G.  E. 
Mitchell,  J.  G. 
Neale,  J.  B. 
Nettleton,  G.  H. 
Smith,  L.  W. 
Thompson,  A,  P. 
Wadhams,  W.  H. 
Weyerhaeuser,  F,  E. 

1893 

Alger,  R.  A. 
Armstrong,  R. 
Auten,  B.  C. 
Bergstrom,  G.  E. 
Bixler,  D.  H. 
Boutwell,  J.  M. 
Brown,  H.  G. 
Brown,  H.  W. 
Crosby,  R.  M. 
deForest,  H.  L. 
Donovan,   W.  F. 
Drake,  J.  B. 
Gilmore,  R.  C. 
Goodall,  A. 
Greenway,  J.  C. 
Hall,  S.  R. 
Harkness,  R.  B. 
Jackson,  R.  F. 
Maddox,  K. 
Morris,  I.  N. 
Murphy,  F.  T. 
Pomeroy,  J.  V. 
Reed,  R.  D. 
Ripley,  P.  A. 
Salter,  J.  C. 
Sanger,  R.  C. 
Schaufflcr,  A.  T. 
Semplc,  F.  Jr. 
Terrell,  M.  W. 
Tirrcll,  P.  H.  Jr. 
Warren,  M. 


Wilder,  H.  J. 
Williams,  W.  T.  B. 
Wilson,  C.  H. 

1894 
Beecher,  F.  L. 
Belknap,  G.  L. 
Bennett,  W.  J. 
Bingham,  H. 
Clark,  E.  L. 
Clark,  O.  M. 
Divine,  C.  D. 
Fuller,   S.  L. 
Grandin,  G.  W. 
Lewis,  A.  J. 
McCormick,  W.  L. 
Millard,  E.  L. 
Munson,  P.  B. 
Nettleton,  E.  A. 
Perry,  G.  B. 
Porter,  J.  S. 
Preston,  O. 
Schenck,  D.  D. 
Schreiber,  G. 
Simmons,  F.  H. 
Starbuck,  E.  A. 
Worrall,  C.  A. 

1895 

Burgess,  E.  G.  Jr. 
Day,  D.  H. 
McClellan,  G.  B. 
Myrick,    N  .W. 
Smith,  A.  J. 

1896 
Allen,  F.  W. 
Askew,  R.  K. 
Barbour,   W.  T 
Brown,  H.  M. 
Carter,  E.  C. 
Crouse,    G.  N. 
Drinkwater,  A. 
Eaton,  W.  P. 
Edwards,  C.  F. 
Emerson,  N.  W. 
Forbes,  R.  S. 
Goodwin,  A.  S. 
Greene,  E.  C. 
Greene,  F.  R. 
Hockstadter,  L.  A. 
Holden,  M.  C. 
Lobdell,  V.  P. 
Merrill,  H.  G. 
Roberts,  A.  S. 
Sargent,  I.  W. 
Shattuck,  S.  F. 
Treadway,  C.  T. 
Tuttle,  C.  B. 


Butler,  L. 
Fulton,  L. 
Hotchkiss, 
Keppleman, 
Lauder,  G., 
Lawrence, 
Morris,  R. 
Richardson, 
Young,  A. 

Dreisbach, 
Kimball,  C 
Littlefield 
Quinby,  F. 

Cross,  W. 


1897 
K. 
E. 

H.  S. 
J.  A. 
Jr. 

E.  F. 

A.  H. 
J. 
1899 
J.  M. 

C.  W. 
L. 

1900 

S. 
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Garrison,  C. 
Merrill,  R.  W. 
Moore,  A.  H. 
Moseley,  S.  H. 
Parks,  G.  E. 
Rafferty,  C.  D. 
Solomon,  F.  E. 
Thacher,  T  D. 
Willard,  L. 
Winslow,  B. 

1901 

Brooks,  A. 
Campion,  E.  W. 
Crippen,  J.  S. 
Deming,  H.  S. 
Johnston,  L.  W. 
Mersereau,  R.  W. 
Mulligan,  E.  B. 
Wasson,  H.  K. 
Whitney,  L.  H. 

1902 
Goodhue,  F.  A. 
Reid,  J.  W. 
Thayer,  W.  W. 
Waterman,  W.  V. 

1903 
Bagg,  E.  P.  Jr. 
Beinecke,  E.  J. 
Chapin,  E.  B. 
Gillis,  R.  H. 
Hall,  E.  B. 
Hall,  E.  T. 
Marshall,  R.  D. 
O'Day,  F. 
Piatt,  L. 
Speyer,  D.  L. 

1904 

Adler,  E.  A. 
Bardwell,  R.  D. 
Binnian,  W.  B. 
Frissell,   S.  D. 
Garver,  C.  B. 
Holliday,  S.  N. 
Jordan,  J.  N. 

Class 

1848 

1850 

1853 

1855 

1856 

1857 

1858 

1859 

i860 

1861 

1862 

1863 

1864 

1865 

1866 

1868 

1869 

1870 

1871 

1872 

1873 

1875 

1877 

1878 

1879 

1880 

1882 


Kinney,  G. 
Messerly,  C.  E.  Jr, 
Penfield,  A.  M. 
Slade,  H.  C. 
Thornton,  J.  C. 
Townsend,  G.  H. 
Weaver,  L.  G. 

1905 

Bates,  H.  S. 
Carter,  E.  A. 
Cushman,  T.  A. 
Greenman,  H.  M. 
Hall,  P.  B.  Jr. 
Otis,  H.  N. 
Shoemaker,  A.  M. 
Sternberger,  S.  E. 
Thompson,  G.  F. 

1906 
Barnes,  F.  F. 
Beers,  C.  C. 
Clough,  C.  C. 
Cross,  H. 
Deming,  G.  S. 
Franchot,  C.  P. 
Griggs,  M.  W. 
Hall,  L.  G. 
Haskell,  A.  M. 
Ingraham,  E. 
Lowe,  G.  H.,  Jr. 
Ogden,  L.  G. 
Pantlind,  F.  Z. 
Pierce,  E.  S. 
Reed,  J.  F. 
Treadway,  M.  C. 
Wallace,  J.  B.,  Jr. 
Watzek,  C.  H. 

1907 
Beach,  W.  G. 
Gemmer,  H. 
Wilson,  W.  O. 

1908 
Bowles,  S.  H. 
Blum,  A 
Miller,  V.  C. 
Gardner,  R.  A. 


STUDENTS  AT  ANDOVER  BEFORE  1880 


It  would  hasten  forward  the  Biographical  Catalogue  0 
the  Academy  and  insure  accuracy  as  well  as  lessen  expens 
if  all  students  of  Phillips  who  entered  the  institution  be 
fore  1880  would  answer  the  following  questions  and  ma 
the  same  to  "Biographical  Catalogue,  Phillips  Academj 
Andover,  Mass."  Name  in  full,  date  of  birth,  place  0 
birth,  age  at  entering,  time  of  leaving,  name  of  fathei 
maiden  name  of  mother  in  full,  college  with  year  0 
graduation,  college  degrees,  Civil  War  or  Spanish  Wa 
record,  civil  or  political  offices  held,  literary  work  don< 
present  address,  occupation. 


It  is  requested  that  death  notices  and  wedding  announce 
ments  be  sent  to  Phillips  Bulletin,  Andover,  Mass.,  i 
order  that  these  records  may  be  complete  and  accurate. 


Amount. 

$  10.00 

1883 

497.00 

10.00 

1884 

122.00 

2.00 

1885 

150.00 

5-oo 

1886 

156.00 

5.00 

1887 

46.00 

13-00 

1888 

20.00 

5.00 

1889 

202.00 

45-oo 

1890 

150.50 

26.00 

1891 

105.00 

5-oo 

1892 

152.00 

2.00 

1893 

256.50 

3S-oo 

1894 

132.00 

60.00 

1895 

20.00 

38.00 

1896 

154-00 

10.00 

1897 

48.00 

12.00 

1899 

9.00 

.  5-oo 

1900 

56.00 

155-00 

1901 

51.00 

410.00 

1902 

12.00 

20.00 

1903 

36.00 

70.00 

1904 

120.00 

20.00 

1905 

51-00 

108.00 

1906 

65.60 

41.00 

1907 

2.00 

30.00 

1908 

13.00 

5-oo 

25.00 

Total 

$3798.60 

PERSONALS 

1829 — William  Kidder,  son  of  Francis  and  Nancy  Hart 
well  Kidder,  was  born  in  Billerica,  March  29,  1817  an 
entered  Phillips  at  the  age  of  ten  years.  He  learned  th 
machinist's  trade  and  spent  his  life  in  Newburyport.  H 
was  present  at  the  Centennial  Celebration  in  1878.  H 
died  May  15,  1909. 

1833 — Justin  Asa  Edwards,  son  of  Rev.  Justin  and  Lydi: 
Bigelow  Edwards,  entered  the  Academy  in  1820  at  th< 
age  of  10.  In  his  early  life  he  was  in  the  dry  good  ■ 
business  in  New  York,  then  in  New  Orleans,  and  agaii 
in  New  York.  He  became  secretary  and  treasurer  o 
mining  companies,  living  in  Brooklyn,  N.  Y.,  where  hi 
died  March  10,  1909,  at  the  age  of  90  years. 

1846 — Thomas  Goddard  Kent,  son  of  John  and  Mar;  | 
Goddard  Kent,  was  born  in  Framingham,  December  12 
1829  and  graduated  from  Yale  in  1851.    He  was  a  lawye^ 
in  Worcester,  a  member  of  the  Massachusetts  House  o 
Representatives  and  died  in  Waverley  April  14,  1909. 

1846 —  Richard  H.  Stearns,  son  of  Leonard  and  Saral| 
Colburn  Stearns,  was  born  in  Ashburnham  December  25 
1824.    From  the  age  of  21  he  was  actively  engaged  in  busi 
ness  in  Boston,  founding  the  important  house  of  R.  H 
Stearns  and  Co.    He  was  a  member  of  the  school  com  ■ 
mittee  and  of  the  state  legislature,  president  for  sixteei  W. 
years  of  the  City  Missionary  Society,  a  director  in  thi 
National  Hide  &  Leather  Bank  and  of  the  Massachusett 
Loan  &  Trust  Co.,  president  of  the  Congregational  Clu) 
of  Boston  and  filled  other  public  offices  with  fidelity.  H< 
died  August  16,  1909  at  Poland  Springs,  Me. 

1847 —  Samuel  Edward  Warren,  son  of  Samuel  and  Anm 
Catharine  Reed  Warren,  was  born  at  West  Newton  Octo 
ber  29,  1 83 1,  attended  the  Rensselaer  Polytechnic  Instituti 
at  Troy,  N.  Y.,  taught  in  the  Institute  from  1851  to  187: 
and  in  the  Massachusetts  Institute  of  Technology  fron 
1872  to  1875,  was  author  of  many  mathematical  works 
Mr.  Warren  died  in  Newton,  July  8,  1909. 

1848 —  Cyrus  Grenville  McNeil  has  led  a  varied  and  use 
ful  life,  teaching  school,  farming,  stock  raising  and  be< 
keeping.  Lives  at  Everson,  Wash.,  and  although  ove: 
eighty-five  years  of  age  is  active  and  vigorous. 

1848 — George  Freeman  Willey,  son  of  Isaac  and  Saral 
Willey,  was  born  in  Rochester,  N.  H.  February  15,  1827 
and  died  in  Lowell,  April  19,  1909.  His  life  was  given  t< 
the  teaching  of  music.  He  was  the  director  of  music  ii 
the  public  schools  of  Lowell  for  twenty  years  and  was  als< 
the  conductor  of  the  Lowell  Conservatory.  He  was  a  be 
loved  teacher  in  the  Bible  Class  connected  with  the  Elio 
Church. 
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5850 — Edward  Holmes  Ammidown,  son  of  Holmes  and 
seraph  Hodges  Ammidown  was  born  October  28,  1830,  in 
Southbridge,  graduated  from  Harvard  in  1853,  and  became 
i  merchant.  Since  1895  has  been  president  of  the  Seattle 
Power  Co.,  was  director  in  several  banks  and  insurance 
:ompanies,  wrote  numerous  political  articles  and  was  a 
Republican  presidential  elector  in  1884.  He  died  February 
7,  1909,  in  Seattle,  Wash. 

1855 —  William  Thayer  Smith,  son  of  Asa  Dodge  and 
;5arah  Ann  Adams  Smith,  was  born  in  New  York  City, 
vlarch  30,  1839.  His  father  was  president  of  Dartmouth 
College.  He  graduated  from  Yale  in  i860  and  received 
he  degree  from  M.  D.  from  Dartmouth  in  1878,  and  from 
he  University  of  New  York  in  1879,  and  the  degree  of 
.L.D.  from  Dartmouth  in  1897.  He  was  lecturer  and 
professor  in  Dartmouth  from  1882  to  his  death  and  was 
)ean  of  the  Medical  School  from  1896.  He  wrote  several 
ledical  text-books.  Dr.  Smith  died  in  Hanover,  N.  H., 
September  17,  1909. 

1856 —  Lysander  Waldo  Rogers  died  in  Cambridge,  Sep- 
ember  4,  1909,  at  the  age  of  71  years. 

!  1858 — Parker  Emerson  Cochrane  wass  born  in  Andover 
February  28,  1843,  learned  the  printer's  trade  and  followed 
in  Boston.    He  died  in  Andover,  May  11,  1909. 

.  i860 — Rev.  Cyrus  Richardson  and  Mrs.  M.  Lizzie  Farley 
'.  ere  married  August  16,  1909,  at  Hanover,  N.  H. 

1  1862 — Benjamin  A.  Fowler,  of  Phoenix,  Ariz.,  has  been 
;  lected  at  Spokane,  president  of  the  National  Irrigation 
\  ongress. 

1863— Henry  Parks  Wright,  Ph.D.,  LL.D.,  retired  at  the 
)  1st  commencement  from  the  office  of  Dean  of  Yale  Col- 
1  ge,  after  twenty-five  years  service.  Dean  Wright  gradu- 
!  ed  from  Yale  in  1868  with  the  valedictory,  and  for  four- 
li  :en  years  was  connected  with  the  Latin  instruction  in 
lie  College,  and  throughout  his  whole  life  as  teacher  and 
:an  has  been  universally  beloved  by  the  student  com- 
1  unity. 

I  1865 — William  Curtis  Gulliver,  son  of  John  Putnam  and 
^  ranees  Curtis  Gulliver,  was  born  in  Norwich,  Conn., 
!  pril  8,1847.  He  graduated  from  Yale  in  '70,  and  was  a 
-  ember  of  the  law  firm  of  Alexander  &  Green  of  New 
'!lork.    He  died  in  New  York,  May  24,  1909. 

&  1866 — George   H.   Hooper,    since   his   college   days  at 
i  rinceton,  has  been  a  student  and  a  teacher.    Since  1895, 
:  has  been  an  assistant  priest  in  the  Church  of  St.  Mary 
e  Virgin,  46th   Street,  New  York.     His  residence  is 
0  Schermerhorn  Street,  Brooklyn,  N.  Y. 

*  1867 — Humphrey  Grout,  son  of  Alden  and  Charlotte 
iiley  Grout,  was  born  December  27,  1846,  at  Umvoti, 

t  .mth  Africa.  He  became  a  florist  and  lived  in  Spring- 
£  :ld,  where  he  died  November  5,  1908. 

1869 — Henry  D.  Manson  is  in  business  at  20  Broad 

*  reet,  New  York  City,  chiefly  interested  in  shipping  and 

*  vestments, 
if] 

l872 — Leonard  Daniels  is  a  real  estate  dealer  in  Seat'.ie, 
ash.,  having  removed  from  Kansas  City  some  nine  years 
■i  o. 

d 

I  l873 — Flavel  S.  Thomas,  M.D.,  is  a  physician  in  charge 
the  Macjuan  Sanatorium,  South  Hanson,  Mass. 

*l 

IK  '875 — Mardon  D.  Wilson  is  living  at  Fruitvale,  Ala- 
i,  :da  County,  Cal. 


1877 —  Chauncey  Rose  Winslow,  son  of  Augusius  S.  and 
Susan  L.  Jackson  Winslow,  was  born  in  Cincinnati,  O., 
October  28,  1859.  He  was  president  an-1  chief  owner 
of  C.  R.  Winslow  &  Co.,  a  corporation  of  Pordnnd,  Ore., 
dealers  in  rubber  goods.  Mr.  Winslow  was  well  known 
through  his  membership  in  various  clubs,  East  and  West. 
He  died  in  Portland,  Ore.,  May  16,  1&09. 

1878 —  Rev.  William  G.  Poor  is  living  at  19  Linden 
Slreet,  Salem,  and  is  connected  with  ike  Boston  .wd 
Car f da  U'ne-'ik.nd  Compin.-  of  6  Beacon  St..  Boston. 

1879 —  Prof.  Heinrich  Conrad  Bierwirth  of  Harvard  Uni- 
versity and  Miss  Anna  Losta  Delena  Fuller  were  married 
July  14,  1909  at  Azusa,  Cal. 

1879 — Marcus  Morton,  of  Newtonville  has  been  ap- 
pointed by  Governor  Draper  for  the  position  of  Justice  of 
the  Superior  Court  of  Massachusetts. 

1879 — Joseph  R.  Parrott  has  been  chosen  president  of 
the  Florida  East  Coast  Railway. 

1 881 — Edward  Bailey  Downing  and  Miss  Clara  Settmaier 
Adams  were  married  May  12,  1909  at  Saint  Marks  Epis- 
copal Church,  Seattle,  Wash.  Only  the  family  of  the 
bride  and  the  most  intimate  friends  of  the  groom  were 
present.    No  invitations  were  issued. 

1883 —  William  Pinkerton  Hastings,  son  of  Washington 
and  Katherine  McCaulley  Hastings,  was  born  July  10,  1865 
in  Wilmington,  Del.,  and  died  there  May  28,  1909.  After 
leaving  Phillips  he  was  connected  with  the  Seidel  &  Hast- 
ings Co.,  iron  manufacturers  and  held  the  office  of  secre- 
tary and  treasurer. 

1884 —  Edward  Franklin  Gage,  a  physician  of  Winthrop, 
died  of  pleuro-pneumonia  at  his  home  in  Winthrop,  May 
31,  1909.  Dr.  Gage  was  a  graduate  of  Amherst,  and  was 
born  January  10,  1863  in  North  Andover. 

1885 —  Rev.  Irving  A.  Burnap  is  pastor  of  the  Pilgrim 
Church,  Hartford,  Conn. 

1885 —  Frederick  G.  Story  is  connected  with  the  Watch 
and  Clock  Department  of  Tilden  Thurber  Co.,  Providence, 
R.  I. 

1886 —  Frederick  Robinson  Shepherd,  son  of  George 
Byron  and  Louise  Baker  Shepherd,  was  born  November 
S,  1866,  at  Lynn,  Mass.  After  leaving  Andover,  he  was 
connected  with  the  Sheffield  Scientific  class  of  1889.  He 
travelled  abroad  for  over  a  year,  was  with  a  banking 
house  in  Minneapolis  until  1891  and  then  was  on  the 
editorial  staff  of  the  Commercial  and  Financial  Chronicle 
of  New  York  City.  He  died  after  a  long  illness  at  Gheel, 
Belgium,  November  11,  1908. 

1887 —  Charles  Gibbs  Carter,  son  of  John  J.  and  Emma 
Gibbs  Carter,  was  born  in  Titusville,  Pa.,  April  14,  1867, 
graduated  from  Yale  in  1891,  and  took  a  law  course  at 
the  University  of  Virginia.  He  died  in  Pittsburg,  Pa., 
May  14,  1909. 

1888 —  Oliver  Hart  Bronson  and  Miss  Mary  Chamberlin 
were  married  May  26,  1909,  at  Torresdale,  Pa. 

1888 —  William  W.  W.  Parker,  recently  of  Washington, 
D.  C,  has  resumed  the  practice  of  law  and  may  be  ad- 
dressed at  the  Berger  Building,  Pittsburg,  Pa. 

1889 —  Richard  T.  Holbrook  has  recently  completed  "A 
Poet  and  His  Music." 

1890 —  John  Edward  Lane  and  Miss  Alice  Treat  Rogers 
were  married  May  19,  1909  at  Ansonia,  Conn. 

1891 —  Azel  Ames  is  connected  with  the  Kerite  Insu- 
lated Wire  and  Cable  Company,  New  York  City,  with 
office  at  30  Church  Street. 
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1892— Charles  Henry  Farnam,  Jr.,  son  of  Charles  Henry 
and  Alice  M.  Davies  Farnam,  was  born  in  New  York  City, 
September  5,  1873.  He  graduated  from  Sheffield  Scien- 
tific School  in  '95  and  travelled  extensively.  His  home 
for  ten  years  had  been  at  Rownhams,  Hants  County, 
England.    He  died  at  Epinay,  France,  May  8,  1909. 

1892— Henry  N.  Hyde  is  rector  of  Christ  Church,  Little 
Rock,  Ark. 

jgg2 — George  S.  McLaren  is  assistant  prosecuting  at- 
torney for  the  town  court  of  Orange,  Conn. 

1892— Ellis  Henry  Roberts,  Jr.,  son  of  George  Lansing 
and  Frances  Gardner  Roberts,  was  born  June  17,  1873 
in  Utica,  N.  Y.  He  entered  upon  a  business  life  after 
leaving  Andover  and  was  killed  in  an  automobile  accident 
April  22,  1909,  at  Canandaigua,  N.  Y. 

1892 — Edmund  J.  Woodman,  of  Dalhousie  University, 
Nova  Scotia,  has  been  appointed  professor  of  geology  and 
curator  of  the  museum  at  New  York  University. 

1894 —  Alexander  Mitchell  Blakeslee,  son  of  Alonzo  P. 
and  Lizzie  Crellin  Bond  Blakeslee,  was  born  August  7, 

1873  at  Delano,  Pa.,  served  in  the  Spanish  American 
war,  was  a  merchant  at  Mauch  Chunk,  Pa.,  and  died  at 
that  place  August  12,  1908. 

!g94 — Richard  U.  Strong  may  be  addressed  at  770  Bel- 
videre  Ave.,  Plainfield,  N.  J. 

1895 —  Lang  Murray,  son  of  George  Wickem  and  Helen 
Beam  Murray,  was  born  in  New  York  City,  January  4, 

1874  and  graduated  from  Sheffield  in  '97  and  died  May 
15,  1909  at  Mexico  City,  where  he  was  engaged  in  mining. 

!895 — Joseph  Coolidge  Palmer  and  Miss  Zilla  Rhoda 
Stone  were  married  May  6,  1909  at  Syracuse,  N.  Y. 

!8g6 — William  Jones,  son  of  Henry  C.  and  Sarah  E. 
Penney  Jones,  was  born  on  the  Sac  and  Fox  Reservation, 
Indian  Territory,  March  28,  1871.  Before  entering  Phillips 
he  attended  Hampton  Institute,  and  after  leaving  Andover, 
he  entered  Harvard,  graduating  in  1900.  He  studied  at 
Columbia  and  became  assistant  anthropologist  at  the  Field 
Museum  at  Chicago  and  was  sent  to  the  Philippines  two 
years  ago  to  study  the  wild  tribes  in  the  island.  He  was 
so  seriously  wounded  by  hostile  Ilongotes  that  he  died 
in  five  hours  on  March  28,  1909. 

1896 —  Thomas  LeBoutillier  and  Miss  Florence  Steven- 
son were  married  February  12,  1909. 

1896 — Horace  Martin  Poynter  and  Miss  Elsie  Pitkin 
were  married  July  14,  1909  at  Oak  Park,  111. 

^96 — Rev.  James  Austin  Richards  of  Newport,  R.  I., 
accepts  his  call  to  the  Mount  Vernon  Church,  Boston. 

1896—  Richard  Jewett  Schweppe  and  Miss  Nona  Kings- 
bury were  married  July  27,  1909  at  Tempe,  Arizona. 

1897 —  Walter  Lyle  Cropley  is  a  salesman  for  Redmond 
&  Co.,  bankers  at  33  Pine  St.,  New  York. 

1897 —  Jasper  Morgan  Rowland  and  Miss  Annie  Gage 
Jaquith  were  married  in  Lawrence,  June  2,  1909. 

1898 —  Dr.  Sidney  Morrill  McCurdy  and  Miss  Caroline 
Wilson  were  married  June  30,  1909  at  Youngstown,  O. 

1898 — Arthur  Stanley  Pease  and  Miss  Henrietta  Faxon 
were  married  June  23,  1909  at  Cohasset. 

1898 — Schuyler  B.  Serviss,  son  of  John  G.  and  Char- 
lotte Schuyler  Bussing  Serviss,  was  born  February  28, 
1880  in  Amsterdam,  N.  Y.  He  graduated  from  Harvard 
in  1902  and  had  been  instructor  in  astronomy  and  me- 
chanical mathematics  at  Harvard.  He  died  in  Amsterdam 
June  18,  1909. 


1899— James  J.  Brainard  is  president  and  treasurer  oi 
the   Brush  Hat  Manufacturing  Company,  Allen  Street, 

Lawrence. 

1899 — Julian  Winsor  Burdick  is  secretary,  treasurer 
and  business  manager  of  the  West  Penn  Steel  Co.,  Key 
stone  Building,   Pittsburg,  Pa. 

1899 —  Norman  Leslie  Snow  and  Miss  Helen  Fanchei 
Harris  were  married  June  5,  1909  at  New  Windsor,  N.  Y, 

1904 — Clarence  William  Hockenberger  and  Miss  Helen 
Elizabeth  Mott  were  married  April  7,  1909  at  Union  Hill 
N.  Y. 

1900 —  L.  Hastings  Arnold  is  a  member  of  the  law  firrt 
of  Jackson,  Arnold  and  Fleishman,  1  Madison  Ave.,  New 
York  City. 

1901 —  Dr.  Harry  L.  Petit  is  health  officer  of  Chehalis 
Wash. 

1902 —  Abel  Bennett  Palmerton  and  Miss  Edna  DuBou 
were  married  June  3,  1909  at  Walton,  N.  Y.  Mr.  Pal 
merton  is  assistant  manager  of  the  Fidelity  department 
of  the  Aetna  Indemnity  Company  of  New  York. 

1903 —  Edwin  John  Beinecke  and  Miss  Linda  Louise 
Maurer  were  married  April  22,  1909  in  New  York  City 

1903 — Livingston  Piatt  and  Miss  Agnes  Booth  were 
married  June  28,  1909  in  New  York  City. 

1903 —  Cyril  Sumner  and  Miss  Emilie  Kingsley  Ensign 
were  married  June  10,  1909  at  Orange,  N.  J. 

1904 —  Herbert  A.  Dunlap  is  a  resident  engineer  on  the 
new  railroad  being  constructed  over  the  Andes  mountain: 
in  Peru. 

1904 — Thomas  Coolidge  Fowler  and  Miss  Helen  Abbott 
Wait  were  married  June  16,  1909  at  Glens  Falls,  N.  Y. 

1899 — Henry  Root  Stern  and  Miss  Elsie  Waterbury 
Lazarus  were  married  April  29,  1909  in  New  York  City, 

1904 —  James  C.  Thornton  is  with  the  Ottawa  Silica 

Company,  Ottawa,  111.  JjL 

1 90s — Douglas  Cole  Arnold  and  Miss  Mary  Warren 
Bromley  were  married  April  21,  1909  at  New  Haven,  Conn, 

1905 —  James  Merriam  Howard  was  awarded  the  De- 
Forest  prize  at  Yale.     His  subject  was  "The  Call  of 

the  Ministry."- 

1 905 —  Allan  Farrand  Kitchel  and  Miss  Helen  Binney 
were  married  July  6,  1909  at  Sound  Beach,  Conn. 

1906 —  James  J.  Clifford  is  with  the  Boston  Woven  Hose 
&  Rubber  Co.,  at  their  Cambridge  department  and  may 
be  addressed  at  5  Clinton  Street. 

1906 — William  Farson  has  been  admitted  as  partner* 
in  the  banking  house  of  Farson,  Son  &  Co.,  Chicago,  111. 

1906 —  Turner  Donaldson  Moorhead  and  Miss  Julia 
Johnston  Patterson  were  married  April  27,  1909  at  Dayton, 
O. 

1907 —  Barry  Crowell  Ritchie  and  Miss  Milly  Dickson 
Harvie  were  married  September  15,  1909  at  Troy,  N.  Y, 

191  o — Justus  Fletcher,  son  of  George  William  and 
Alice  May  Roe  Fletcher,  was  born  May  30,  1884  at 
Winchester,  Va.  He  was  intending  to  enter  Princeton 
in  1910  and  was  working  as  a  motorman  on  the  Warren 
and  Bristol  trolley  line  in  Rhode  Island.  A  car  left  the 
track  on  Friday  evening,  July  9,  inflicting  such  injurii 
that  Mr.  Fletcher  died  from  them  in  Providence,  July 
10,  1909. 
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DEPARTMENT  OF  ARCHAEOLOGY 


During  the  past  summer  Professor  Moorehead  of 
the  Archaeological  Department  has  been  actively 
engaged  in  the  service  of  the  government  at  the 
White  Earth  Indian  reservation  in  Minnesota.  Mr. 
Moorehead  has  been  acting  as  special  investigating 
'.gent  under  the  direction  of  the  United  States  Com- 
nission  on  Indian  affairs.    His  work  kept  him  in 
dinnesota  until  October  5.    At  White  Earth  Mr. 
VIoorehead  was  in  charge  of  a  party  of  twenty-seven 
nen  who  were  engaged  in  investigating  land  and 
imber  steals  from  the  Chippewa  Indians.    Mr.  E. 
3.  Linnen,  inspector  for  the  Department  of  the  In- 
erior,  and  one  of  the  most  noted  secret  service  men 
n  the  country,  and  Mr.  Moorehead,  uncovered  thefts 
)f  over  200,000  acres  of  farm  lands  and  pine  timber 
rom  the  Indians.    The  testimony  taken  by  the  in- 
estigators  has  been  sent  to  the  Interior  Department, 
nd  the  Department  of  Justice  has  already  taken 
ip  some  of  the  cases. 

Mr.  Moorehead  brought  back  numerous  belts, 
eggings,  shirts,  etc.,  of  fine  beadwork.  These  were 
resented  by  the  Indians  in  council  to  him  for  sav- 
lg  their  lands.  The  beadwork  will  be  placed  on 
xhibition  in  the  Archaeology  Building  in  a  few 
ays.  It  will  occupy  a  case  near  the  fireplace  in  the 
outh  wing. 

Among  these  is  the  Ojibway  war  flag.  It  was  pre- 
ented  to  Mr.  Moorehead  in  a  council  held  by  the 
ndians  in  August,  with  the  request  that  he  always 
eep  it  carefully  as  it  is  regarded  as  the  most  pre- 
ous  and  treasured  possession  of  the  Ojibway 
idians.  It  is  on  exhibition  with  a  descriptive  label 
ear  the  fireplace  in  the  central  case  in  the  south 
id  of  the  building. 

This  flag  was  captured  by  the  Sioux  and  recovered 
?ain  three  times  by  the  Ojibways.  The  man  who 
ade  the  flag  was  Ne-gah-ne-bin-ace,  who  died  forty 
:ars  ago  at  the  age  of  eighty-five.  His  successor, 
e-daus-e-gay,  was  given  charge  of  the  flag.  Be- 
uis-e-gay  is  now  sixty-five  years  of  age.  When 


the  flag  was  presented  the  Indians  gave  Mr.  Moore- 
head the  name  of  Ne-gah-ne-bin-ace,  or  Leading 
Bird,  and  requested  that  he  should  take  good  care 
of  the  flag  as  had  the  chief  for  whom  he  was  named. 
The  flag  was  presented  by  the  Curator  to  the  De- 
partment, and  now  belongs  to  Phillips  Academy. 

Professor  E.  H.  Williams,  Jr.,  of  Andover,  has 
presented  the  department  his  entire  archaeological 
collection  of  more  than  9000  fine  specimens.  Cases 
have  been  cleared  of  old  exhibits  and  the  collection 
will  be  mounted  temporarily  on  the  first  floor  until 
new  cases  can  be  built  in  the  stack  room  of  the 
library.  There  the  Williams  collection  will  occupy 
the  entire  stack  room. 

Professor  Williams  was  many  years  in  accumula- 
ting this  fine  exhibit.  'The  specimens  represent  all 
parts  of  the  United  States  and  treat  almost  exclu- 
sively of  archaeology,  although  there  are  some  in- 
teresting articles  showing  the  effects  of  mine  explo- 
sions upon  various  objects.  These  will  be  placed 
in  a  separate  case. 

The  collection  is  rich  in  material  from  the  ancient 
Mandan  Indians  village  of  North  Dakota.  This 
village  was  wiped  out  of  existence  by  smallpox 
about  the  year  1835.  The  Mandans  held  themselves 
apart  from  other  Indians  and  developed  a  high 
barbaric  culture,  being  far  in  advance  of  the  Sioux 
and  other  Indians  living  around  them.  They  con- 
structed good  homes,  and  their  art  in  bone  and 
leather  was  not  excelled  in  America.  The  bone  ob- 
jects (carved)  of  this  collection  are  numerous.  Stone 
was  rare  in  that  part  of  North  Dakota,  and  the  Man- 
dans  made  use  of  great  quantities  of  buffalo  bones 
for  ornaments,  weapons  and  utensils. 

Mr.  Steinbrueck,  who  made  the  Mandan  collection 
for  Professor  Williams,  was  started  as  a  collector 
by  Mr.  Moorehead  twenty  years  ago,  and  it  is  in- 
teresting that  his  collection,  after  all  these  years 
of  labor,  should  become  a  part  of  the  general  mu- 
seum exhibit. 

"The  Stone  Age,"  on  which  Curator  Moorehead 
has  been  at  work  for  about  five  years,  will  be  ready 


2 


THE    PHILLIPS  BULLETIN 


for  publication  about  the  first  of  June,  and  the 
books  will  be  sent  to  subscribers  sometime  during 
the  summer.  The  present  number  of  orders  for 
this  work  is  one  thousand  and  three,  amounting  to 
$5015.00. 

The  course  in  Archaeology  the  past  year  was 
conducted  by  Dr.  Peabody.  He  limited  the  work 
to  six  students  with  an  idea -of  training  them  in 
practical  museum  work.  These  students  have  been 
given  special  instruction  up  to  the  present  time, 
both  in  the  museum  and  library. 

The  lecture  course  established  three  years  ago 
was  continued  in  November  last  and  has  proved 
successful.  The  maximum  attendance  was  174,  the 
minimum  70,  with  an  average  of  about  no. 

Additions  to  Classical  Equipment 
The  Senior  Greek  Class  of  last  year  has  recently 
presented  to  the  department  for  Mr.  Benner  s  Greek 
room  in  Pearson  Hall  plaster  models  of  three  slabs 
of  the  frieze  of  the  Parthenon. 

During  his  travels  in  Greece  and  Italy  last  year, 
Professor  Forbes  gathered  for  the  Classical  Depart- 
ment a  valuable  collection  of  photographs  and 
bronzes,  many  of  winch  have  already  been  placed 
in  Pearson  Hall  in  the  rooms  used  by  the  classes 
in  Greek  and  Latin.  Some  of  these  were  purchased 
from  the  income  of  the  Winthrop  Fund,  devoted 
to  furthering  the  study  of  Latin  and  Greek,  and 
others  are  the  personal  gifts  of  Mr.  Forbes  to  the 
school.  Among  the  latter  the  most  striking  and 
valuable  is  a  bronze  bust  of  Homer,  a  copy  of  the 
original  now  in  the  Naples  Museum. 

Academy  Preachers 
In  addition  to  Mr.  Stackpole,  the  school  minister, 
the  following  men  have  occupied  the  chapel  pulpit 
during  the  fall  term: 

Sept  26     Rev.  J.  H.  Denison,  of  Boston. 
Oct     10    Rev.  E.  H.  Byington,  of  Beverly. 
Oct    24,    Rev.  J.  H.  Melish,  of  Brooklyn,  N.  Y. 
Oct.    31,    Rev-    C.    H.    Oliphant,    of  Methuen 
(morning). 

Oct.  31,  Rev.  P.  R-  Frothingham,  of  Boston, 
(vespers). 

Nov.  14,  Rev.  Endicott  Peabody,  Headmaster 
of  the  Groton  School. 

Nov.    28,    Rev.  A.  W.  Vernon,  of  Brookhne. 

Dec.  5,  Mr.  D.  R.  Porter,  Secretary  of  the  In- 
ternational' Y.  M.  C.  A. 

Dec.    12,    Rev.  J.  S.  Williamson,  of  Haverhill. 

Dates  of  Alumni  Dinners 

The  Phillips  Academy  Alumni  Association  of  Phil- 
adelphia and  vicinity  has  selected  Friday,  January 
14th  as  the  date  of  its  first  annual  dinner.  This 
association  was  formally  organized  last  spring  and 
has  already  a  substantial  membership. 

The  New  York  Association  will  hold  its  annual 
dinner  at  the  University  Club  on  Friday  evening, 
January  28th. 


Senior  Class  Elections 

Elections  in  the  Senior  class  for  the  fall  term 
resulted  as  follows:  President,  Fred  R-  Large 
North  Tonawanda,  N.  Y.;  Vice-President,  Clyd< 
Martin,  Brooklyn,  N.  Y.;  Secretary  and  Treasurer 
Charles  W.  Arnold,  Jr.,  Haverhill,  Mass;  Supervisor 
of  Athletics,  Kenneth  Reynolds,  Montclair,  N.  J. 

Boston  Alumni  Smoker 

On  the  evening  of  November  5th,  the  Bostoi 
Alumni  Association  held  an  informal  smoker  at  th 
City  Club  for  the  purpose  of  arousing  enthusiasn 
among  its  members  for  the  Andover-Exeter  footbal 
contest  the  following  day.  About  fifty  men  wer 
present.  Speeches  were  made  by  several  old  foot 
ball  men  and  by  Dr..  Page  of  the  Academy  faculty. 


Thanksgiving  Receptions 

The  boys  who  remained  in  Andover  during  th 
Thanksgiving  recess  were  entertained  on  Wednes 
day  night  at  the  home  of  Mr.  Stackpole  and  o 
Thursday  night  at  the  home  of  Mr.  Stearns.  Botl 
gatherings  were  of  the  most  informal  character  an 
were  designed  to  give  those  who  attended  a  whole 
some,  jolly  time.  Between  fifty  and  sixty  boys  wei| 
present  at  each  gathering. 

Phillips  Hall  Library 

Mr.  Harrington,  the  house  officer  of  the  Sout 
Entry  of  Phillips  Hall,  has  appointed  the  followin 
men  to  act  on  a  committee  which  shall  have  charg 
of  the  Churchill  Memorial  Room:  C.  Townso 
(chairman),  F.  La  Tour  and  J.  C.  Abbot.  The  fe 
lows  in  the  entry  have  contributed  towards  ti 
purchase  of  magazines  and  papers,  which  have  bee 
placed  in  the  room. 

New  Dormitory 
Plans  have  recently  been  drawn  for  a  new  And 
ver  dormitory  which  the  trustees  hope  to  erect  he 
before  next  fall.    The  acquisition  of  the  proper 
formerly   belonging  to   the  Theological  Seminal 
has   provided   dormitory   accommodations   for  a 
proximately  one  hundred  more  men,  but  even  wi 
this  increase,  about  one-third  of  the  student  bo« 
is  still  compelled  to  reside  in  private  houses-  T 
demand  for  dormitory  rooms  increases  with  eve 
year,  and  the  trustees  are  desirous  of  bringing 
of  the  students  into  school  buildings  just  as  fast 
this  is  practicable.    The  new  dormitory  will  be 
brick  and  will  provide  accommodations  for  abo 
forty  boys. 

Plans  for  the  new  building  have  already  be 
drawn  by  Guy  Lowell  of  Boston,  and  the  trust* 
hope  to  be  able  to  commence  building  operati^ 
before  next  summer. 

Andover  Theological  Seminary 

The  trustees  of  the  Andover  Theological  Sem 
ary,  which  last  year  removed  to  Cambridge 
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affiliated  with  Harvard  University,  have  purchased 
about  200,000  square  feet  of  land  in  Cambridge, 
owned  by  the  estate  of  the  late  Professor  Charles 
Eliot  Norton.  Upon  this  property  will  be  erected 
a  group  of  buildings  to  be  occupied  by  the  seminary. 
The  land  adjoins  that  occupied  by  the  Harvard  Di- 
vinity School.  The  principal  building  will  be  called 
ndover  Hall,  and  will  front  on  Francis  Avenue. 
Plans  for  this  building  are  now  being  drawn. 

Governor  Draper  Speaks 

At  5.50  Monday  afternoon,  October  25,  Governor 
Draper  passed  the  Academy  campus  in  an  automo- 
bile on  his  way  to  a  political  rally  that  was  held  in 
town  that  night.  The  four  o'clock  classes  were  let 
out  a  little  ahead  of  time  and  the  student  body  as- 
sembled in  front  of  the  office  to  show  some  recog- 
nition to  the  Commonwealth's  chief  executive. 
As  the  party  passed  between  the  two  lines  of 
tudents  drawn  up  on  each  side  of  the  car  track, 
the  machine  was  brought  to  a  standstill,  and  the 
students  closing  in  around  it  were  favored  with  a 
short  talk. 

Seminary  Purchase  Fund 

By  the  addition  of  recent  contributions  the  fund 
tor  the  purchase  of  the  property  formerly  belonging 
to  the  Theological  Seminary  now  amounts  to  one 
lundred  and  twenty-two   thousand   dollars.  With 
the  addition  of  the  final  twenty-five  thousand  prom- 
ised by  Mr.  Carnegie,  the  amount  now  definitely  in 
ight  is  one  hundred  and  fifty-seven  thousand  dol- 
ars.     Ninety-three   thousand   dollars  are   still  re- 
quired to  complete  the  fund,  and  this  the  trustees 
xpect  to  secure  during  the  next  two  months.  The 
alue  of  this  new  property  to  the  school  can  hardly 
3e  exaggerated   and   is   becoming  more  apparent 
Jaily. 

Pictures  for  the  German  Department 

An  interesting  and  valuable  set  of  pictures  has 
his  year  been  added  to  the  equipment  of  the  German 
lepartment  and  hung  in  the  German  room  in  the 
nain  recitation  building.  The  collection  contains 
wo  large  decorative  panels,  the  one  of  Wartburg, 
he  scene  of  the  opera  "Tannhaeuser,"  the  other  of 
he  famous  castle  of  Nuremberg;  both  are  surround- 
d  with  smaller  pictures  representing  the  legends 
onnected  with  these  famous  places.  The  remain- 
er  of  the  collection  contains  pictures  of  famous 
astles  and  cathedrals,  typical  German  scenes,  and 
rominent  men,  including  Schiller,  Frederick  the 
»reat,  Martin  Luther,  and  the  present  Kaiser. 

Centennial  Celebration  Volume 
Mrs.  John  Wesley  Churchill,  the  widow  of  the  late 
'rofessor  Churchill  of  the  Theological  Seminary, 
as  recently  presented  to  Mr.  Stackpole  for  the 
chool,  a  volume  containing  a  complete  set  of  the 


proceedings  in  connection  with  the  centennial  cele- 
bration of  the  founding  of  Phillips  Academy,  held 
in  1878.  This  volume  forms  one  of  the  most  valu- 
able historical  documents  in  the  possession  of  the 
Academy.  At  the  time  of  this  famous  celebration, 
at  which  Oliver  Wendell  Holmes  read  the  poem 
written  for  the  occasion  and  dealing  largely  with 
his  own  schoolboy  days  at  Andover,  and  in  which 
many  notable  speakers  took  part,  copies  of  all  the 
speeches  made  and  a  full  account  of  the  proceedings 
were  printed  in  preparation  for  publication.  Owing 
probably  to  lack  of  funds,  this  volume  was  never 
carried  beyond  page  proof  form.  The  complete  col- 
lection, therefore,  cannot  be  duplicated,  and  Mrs. 
Churchill's  gift  is  one  of  unique  value  to  the  school. 

Trustee  Appointments 

At  the  annual  fall  meeting  of  the  trustees  of  Phil- 
lips Academy,  held  in  Boston  on  Tuesday,  October 
19,  action  of  importance  on  several  matters  was 
taken.  A  step  that  will  commend  itself  most  heart- 
ily to  alumni  and  friends  of  the  school  everywhere 
was  the  appointment  of  Professor  William  B. 
Graves,  Professor  Emeritus.  Mr.  Graves  resigned 
from  active  work  during  the  past  school  year,  be- 
cause of  impaired  health,  and  after  an  unusually 
long  term  of  efficient  and  faithful  service. 

His  appointment  as  Professor  Emeritus  is  a  fit- 
ting recognition  of  his  splendid  services  to  the 
scho-ol.  Students  and  faculty  alike  will  rejoice  to 
know  that  Mr.  Graves,  from  the  nature  of  his  new 
position,  will  retain  some  measure  of  connection 
with  the  school  and  that  his  counsel  may  still  be 
sought. 

James  C.  Graham  was  appointed  "Instructor  in 
Natural  Sciences  on  the  George  Peabody  founda- 
tion," the  foundation  established  by  Mr.  George 
Peabody  in  1866. 

Special  committees  were  appointed  to  take  charge 
of  the  plans  for  a  new  dormitory  and  to  consider 
and  recommend  candidates  for  the  position  on  the 
Board  left  vacant  by  the  resignation  of  President 
George  Harris. 

The  following  officers  of  the  board  were  elected 
to  serve  for  the  current  academic  year:  President, 
Alfred  L.  Ripley;  Treasurer,  James  C.  Sawyer; 
Clerk,  Alfred  E.  Stearns.  Those  chosen  to  serve 
as  the  Executive  Committee  were:  Alfred  L. 
Ripley,  Chairman;  George  B.  Knapp,  James  C. 
Sawyer,  James  H.  Ropes,  Clifford  H.  Moore,  Elias 
B.  Bishop,  Alfred  E.  Stearns. 

Philo  Elections 

The  following  officers  of  the  Philomathean  Soci- 
ety were  elected  for  the  coming  winter  term: 
President,  W.  L.  Nute,  '10,  St.  Louis,  Mo. 

Vice-President,  H.  T.  Morse,  '10,  Nantucket 

Secretary,  H.  R.  Hawley,  '10,  Bristol,  Conn. 

Treasurer,  B.  II.  Hay,  '12,  Minersville,  Pa-' 
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Scholarship  Fund 

The  trustees  of  Phillips  Academy  have  recently 
received  a  gift  of  $1000  from  Mrs.  James  Hunting- 
ton and  her  daughter,  Miss  Eliza  P.  Huntington,  to 
establish  a  scholarship  in  memory  of  James  Hunt- 
ington of  the  class  of  1848. 

Mr.  Huntington  was  a  poor  boy  and  worked  his 
way  through  the  Academy  by  repairing  watches. 
His  sympathy  with  boys  similarly  situated  inspired 
his  family  to  make  this  donation. 

Gift  to  Funds 

The  trustees  received  early  in  the  term  from  an 
anonymous  giver  ten  thousand  dollars  to  be  added 
to  the  endowment  funds  of  the  school.  Coming  so 
soon  after  the  recently  announced  Huntington 
scholarship,  this  latest  gift  is  especially  welcome  as 
indicating  an  increasing  interest  in  the  welfare  of 
the  school  among  its  friends. 

Musical  Club  Elections 

As  neither  C.  H.  Black,  Jr.,  leader  of  the  Banjo 
Club,  nor  F.  S.  Meacham,  leader  of  the  Mandolin 
Club,  returned  to  Andover  this  fall,  B.  H.  Fonda 
of  St.  Albans,  Vt.,  was  elected  leader  of  the  former, 
and  H.  C.  Black  of  Seattle,  Wash.,  was  elected 
leader  of  the  latter. 

P.  A.  Men  Honored 

Charles  T.  Graham,  Y.  '09,  P.  A.  '05,  received 
special  honor  for  his  thesis  upon  "Henry  Sudermann 
as  a  Dramatist." 

Fitz  W.  Beineke,  Y.  S.  '09,  P.  A.  '05,  received  gen- 
eral two  year  honors  for  excellence  in  all  subjects. 

William  R.  Barbour,  Y.  S.  '12,  P.  S.  '08,  won 
honors  for  general  excellence  in  all  subjects  and 
especial  honors  in  English  and  Chemistry. 

Robert  P.  Bonnie,  Y.  S.  '12,  P.  S.  '08,  received 
honors  in  English  and  Chemistry. 

Honors  at  Yale 

The  following  Andover  men  have  been  awarded 
scholarship  honors  in  Yale  College  for.  the  past  year: 

In  Junior  year  studies,  class  of  1910 — First  group: 

Perrin  Comstock  Galpin,  P.  A.  '06. 

William  Strickler,  Jr.,  P.  A-  '06. 
Second  group: 

Charles  Paschal  Franchot,  P.  A.  '06. 

Arthur  Benson  Gilbert,  P.  A.  '06. 
Third  Group: 

Albert  McClellan  Haskell,  P.  A.  '06. 

Junior  appointments,  Class  of  191 1 — High  ora- 
tions: 

Howard  Tallmadge  Foulkes,  P.  A.  '07. 
Carroll  Clark  Hinck,  P.  A.  '07. 
William  Turney  Kimber,  P.  A.  '07. 
Lawrence  Stillman  Morrison,  P.  A-  '07. 
Dissertations: 

John  Reed  Kilpatrick,  P.  A.  '07. 
Harold  Mayo  Lewis,  P.  A.  ex-'o7. 
Charles  Phinney  Rodenbach,  P.  A.  '07. 
First  Disputes: 

John  Wickliff  Beach,  P.  A.  '07. 
Henry  Gemmer,  P.  A.  '07. 


Charles  Virgil  Hickox,  Jr.,  P.  A.  '07. 
Edward  Curtis  Wheeler,  P.  A.  '07. 
Second  Disputes: 

Sherwood  Sunderland  Day,  P.  A.  '07. 
Frederick  Walton  Hyde,  Jr.,  P.  A.  '07. 
Orion  Augustus  Mason,  P.  A.  '07. 
First  Colloquies: 
Stewart  Fox  Freeman,  P.  A.  '08. 
Frank  Russell  Mason,  P.  A.  '07. 
William  Trigg  Pigott,  Jr.,  P.  A.  '07. 
Zeno  Carl  Ross,  P.  A.  '07. 
Kenneth  Hanna  Sessions,  P.  A.  '07. 
Archer  Robert  Simpson,  P.  A. 
Second  Colloquies: 
Robert  John  Carpenter,  P.  A.  ex-'o8. 
Howard  Brooks  Freeman,  P.  A.  '07. 
Justus  Miller  Hartwell,  P.  A.  ex-'o8. 
Herbert  Orvin  Tuttle,  P.  A.  '07. 
Honors  in  English  Composition: 
Howard  Tallmadge  Foulkes,  P.  A.  '07. 
Honors  in  Freshman  studies: 
Class  of  1912 — First  Group: 
Robert  Abbe  Gardner,  P.  A.  '08. 
Third  Group: 

Edgar  Wells  Freeman,  P.  A.  '08. 

Honor  List  of  Phillips  Academy 

FALL  TERM,  1909 

Scholarship  of  the  First  Grade 

John  Radford  Abbot,  Andover 

James  Phinney  Baxter,  3d,  Portland,  Me. 

Alexander  Bern  Bruce,  Lawrence 

Gaylord  Merritt  Gates,  Andover  " 

Roy  Edward  Hardy,  Andover 

Roland  Jackson  Hunter,  Freehold,  N.  J. 

Warren  Jay  Keyes,  Terre  Haute,  Indiana 

Phillips  Garrison  Morrison,  Andover 

William  Laubach  Nute,  St.  Louis,  Mo. 

Norman  Huntington  Piatt,  Dover,  N.  J. 

Scholarship  of  the  Second  Grade 

Edward  Salisbury  Bentley,  Lawrence,  N.  Y. 

Frank  Warren  Brown,  Winchester 

Samuel  Kendall  Bushnell,  Arlington 

Cornelius  Joseph  Callahan,  Lawrence 

Charles  Tenney  Donworth,  Seattle,'  Wash. 

Reginald  Kennelly  Fessenden,  Brant  Rock 

Warren  Munro  Fiske,  Mexico  City,  Mexico 

Henry  Philip  Foley,  Peabody 

Harold  Emery  Gates,  Andover 

Alvin  Bartlett  Gurley,  Nantucket 

Frederick  Johnson  Manning,  New  York,  N.  Y. 

Carroll  Miller  Hall,  Jamestown,  N.  Y. 

Henry  Tomlinson  Middlebrook,  Bridgeport,  Conn 

Kenneth  Lathrop  Moore,  Detroit,  Mich. 

Stanley  Morrison,  Redlands,  Cal. 

Scott  Hurtt  Paradise,  West  Medford 

Luther  Savage  Phillips,  Northeast  Harbor,  Me. 

William  Gorman  Rice,  Jr.,  Albany,  N.  Y. 

Leonard  Smith,  New  York,  N.  Y. 

Egbert  Foster  Tetley,  North  Chelmsford 

Richard  Morgan  Thompson,  Fall  River 

Ernest  Arthur  Whittemore,  Worcester 

New  Chinese  Students 

On  Thursday,  November  18,  Principal  Stearr 
was  called  to  Boston  to  meet  and  bring  to  Andov* 
five  Chinese  students,  who  were  to  enter  the  scho< 
at  this  time.  These  boys  are  part  of  the  delegatic 
of  students   sent  by  the   Chinese  government 
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America  for  educational  purposes.  It  will  be  re- 
called that  the  Chinese  government  not  long  ago 
decided  to  make  use  of  the  Boxer  indemnity  fund 
returned  by  the  United  States,  for  the  purpose  of 
educating  selected  Chinese  students  in  the  higher 
institutions  of  learning  in  this  country.  The  boys 
who  have  just  entered  the  Academy  belong  to  this 
class  and  have  been  carefully  selected  through  qual- 
ifying examinations  at  home.  After  completing  the 
work  of  the  year  in  the  school  they  will  enter  lead- 
ing colleges  and  scientific  schools. 

The  delegation  was  in  charge  of  Mr.  Tong  Kaison, 
a  graduate  of  Yale.  Mr.  Tong  passed  several  days 
in  Andover  visiting  friends. 

Swimming  Pool 

The  Swimming  Pool  committee  has  worked  hard 
during  the  past  term  to  secure  contributions  for  the 
proposed  addition  to  the  gymnasium.  The  fund 
is  being  raised  entirely  through  the  efforts  of  the 
undergraduates,  as  the  trustees,  although  fully  in 
sympathy  with  the  project,  do  not  feel  that  they 
can  justly  appeal  to  the  alumni  for  aid  until  the 
Seminary  Purchase  fund  has  been  completed.  Over 
three  thousand  dollars  has  already  been  paid  to 
the  acting  treasurer  of  the  pool  fund,  Mr.  Augustus 
Thompson  of  Andover.  The  detailed  plans  of  the 
new  building  have  been  posted  for  several  weeks 
in  the  main  recitation  building.  A  special  issue  of 
the  Phillipian  published  at  the  close  of  the  term 
contains  a  sketch  of  the  proposed  building  and  the 
floor  plans.  As  an  extra  incentive  the  committee 
has  announced  that  the  building  will  be  named  after 
any  man  who  secures  as  much  as  one-half  of  the 
seventeen  thousand  dollars  still  required  to  com- 
plete the  fund. 

Monument  to  Justus  Fletcher 

Friends  of  the  late  Justus  Fletcher,  whose  tragic 
death  during  the  past  summer  was  recorded  in  the 
last  issue  of  The  Bulletin,  will  be  interested  to  know 
that  through  the  contributions  of  the  students  of 
Phillips  Academy  and  the  Mount  Hermon  School 
a  suitable  monument  is  to  be  erected  to  mark 
Fletcher's  grave  near  his  old  home  in  Hagerstown, 
Maryland. 

Deutscher  Verein 

On  Wednesday  evening,  October  17,  a  most  suc- 
cessful preliminary  meeting  of  the  Deutscher  Verein 
was  held  at  the  home  of  Mr.  Keep,  the  head  of  the 
German  department.  Forty-three  men  were  en- 
rolled in  the  conversation  groups,  and  work  in 
these  groups  was  started  on  Thursday  afternoon. 
Herr  Fritz  Hellmuth,  Andover's  Prussian  Exchange 
teacher,  who  has  charge  of  this  work,  has  been 
greatly  pleased  and  gratified  by  the  interest  thus 
taken  in  German,  and  all  indications  point  to  a  most 
successful  and  interesting  year  in  this  branch  of 
work. 


The  conversation  classes,  limited  to  six  men  in 
each  group,  meet  once  a  week  with  Herr  Hellmuth, 
and  converse  in  German  for  about  an  hour.  No  out- 
side preparation  is  required,  and  the  language  used 
is  well  within  the  ability  of  any  man  who  has  com- 
pleted one  year  of  German.  The  pronunciation  is 
the  main  object  of  attention  at  first,  to  be  followed 
later  by  some  practice  in  the  idioms  of  modern  Ger- 
man. All  the  group  work  is  entirely  informal,  and, 
in  good  weather,  frequently  takes  the*  form  of  out- 
door walks  and  talks  with  the  instructor. 

After  the  Christmas  recess  several  additional 
Deutscher  Verein  groups  will  be  organized.  Their 
object  will  be  to  give  those  fellows  who  have  been 
studying  German  this  fall  for  the  first  time,  an 
opportunity  to  supplement  their  limited  knowledge 
of  the  German  languages. 

In  addition  to  his  classes  with  the  boys,  Herr 
Hellmuth  meets  regularly  groups  from  the  faculty 
and  townspeople.  His  enthusiasm  has  been  catch- 
ing and  his  work  has  proved  of  the  greatest  value 
to  all  who  have  been  privileged  to  enjoy  it.  . 

THE  NEW  YEAR 
Faculty  Changes 

On  the  faculty  a  number  of  important  changes 
are  noted.  No  less  than  five  men  have  returned  to 
resume  their  former  places  after  a  year  of  travel  and 
study  abroad.  These  men  are  Messrs.  C.  H.  Forbes 
and  J.  L.  Phillips  of  the  Latin  department,  and 
Messrs.  R.  P.  Keep,  C.  H.  French  and  C.  A.  Parme- 
lee  of  the  Modern  Language  department.  Several 
new  men  have  also  been  added.  Mr.  Charles  B.  Har- 
rington, for  the  past  seven  years  instructor  in  Phy- 
sics in  Worcester  Polytechnic  Institute,  takes  up  the 
work  in  Physics  formerly  conducted  by  Professor 
W.  B.  Graves,  who  resigned  last  year  after  thirty 
years  of  faithful  and  efficient  service.  Mr.  Guy  H. 
Eaton,  formerly  principal  of  the  Medway,  Mass., 
High  School,  has  been  added  to  the  instructors  in 
Mathematics,  and  Mr.  Frederick  M.  Boyce,  a  recent 
graduate  of  Brown  University,  has  been  appointed 
assistant  instructor  in  Physics  and  Chemistry.  To 
the  regular  faculty  has  also  been  added  Herr  Fritz 
Hellmuth,  who  comes  as  a  Prussian  Exchange 
teacher  on  the  Carnegie  foundation. 

Of  last  year's  faculty  Mr.  Hewitt  has  accepted  a 
position  on  the  faculty  of  Williams  College;  Mr. 
Mierow  a  similar  position  at  Princeton  University; 
Mr.  Domincovich  at  the  Central  High  School  of 
Philadelphia;  Mr.  York  as  principal  of  the  Academy 
of  Walla  Walla,  Washington;  and  Mr.  Swift  at  the 
Albany  Academy  in  Albany,  N.  Y. 

Grounds  and  Buildings 

The  school  has  added  one  more  house  to  its  dor- 
mitory equipment.  This  is  the  house  recently  oc- 
cupied   by    Professor   Arnold    of    the  Theological 
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Seminary  and  situated  just  south  of  the  Brick  House 
on  top  of  the  hill.  The  house  is  in  charge  of  Mr. 
Keep  and  provides  attractive  accommodations  for 
ten  boys.  Hardwood  floors  have  been  laid  in  many 
of  the  rooms  in  Phillips  Hall,  and  the  old  Seminary 
dormitories  are  rapidly  being  made  as  attractive  in 
equipment  as  are  any  of  the  new  modern  buildings. 
The  Seminary  campus  has  been  laid  out  for  soccer 
and  football  practice,  and  during  the  fall  term  ap- 
proximately one  hundred  boys  could  be  seen  at  work 
on  this  campus  during  the  recreation  hours.  The 
regular  athletic  work  now  required  of  the  entire 
student  body  has  made  necessary  the  use  as  playing 
grounds  of  most  of  the  fields  and  grounds  immedi- 
ately adjoining  the  school  buildings. 

Enrollment 

The  enrollment  of  Phillips  Academy  this  year  is 
492,  a  gain  of  ten  over  last  year  and,  with  one  ex- 
ception, the  largest  in  the  school's  history.  Avail- 
able accommodations  have  this  year  been  taxed  to 
their  fullest  capacity.  Thirty  states  and  ter- 
ritories and  six  foreign  countries  are  represented. 
As  usual,  the  largest  delegation  comes  from  Massa- 
chusetts, and  the  second  largest  from  New  York 
state.  China  again  leads  the  foreign  countries  with 
eight  representatives.  Western  states  are  well  rep- 
resented, Colorado  leading  with  thirteen  men.  The 
enrolment  by  states  and  classes  is  given  below: 

Classical  Department  — 

Class  I    —  Seniors,  65 

Class  II  —  Middlers,  70 

Class  III — Junior  Middlers,  54 

Class  IV  —  Juniors,  38 


Scientific  Department  — 
Class  A  —  Seniors, 
Class  B  —  Middlers, 
Class  C  —  Junior  Middlers, 
Class  D  —  Juniors, 


Total 


227 


69 
77 
78 
36 


260 

487 
5 

492 


Massachusetts, 

160 

Louisiana, 

3 

New  York, 

85 

Texas, 

3 

Connecticut, 

29 

Florida, 

2 

New  Jersey, 

24 

Kansas, 

2 

Illinois, 

18 

Michigan, 

2 

Pennsylvania, 

16 

Montana, 

2 

Colorado, 

'3 

Nebraska, 

2 

Maine, 

1 1 

Oregon, 

2 

Missouri, 

1 1 

West  Virginia, 

2 

Ohio, 

10 

Alabama, 

1 

Indiana, 

9 

Dist.  of  Columbia, 

1 

Washington, 

9 

Mississippi, 

1 

Kentucky, 

7 

North  Carolina, 

New  Hampshire, 

7 

Utah, 

1 

Tennessee, 

7 

Wyoming, 

1 

Minnesota, 

6 

China, 

8 

California, 

5 

Mexico, 

3 

Rhode  Island, 

5 

Argentina, 

1 

Iowa, 

4 

Canada, 

1 

Maryland, 

4 

Hawaiian  Islands, 

1 

Vermont, 

4 

Japan, 

1 

Wisconsin, 

4 

Alaska, 

3 

Total 

492 

Lectures 

The  following  course  of  lectures,  open  to  the 
students  and  the  public,  is  this  year  being  given 
under  the  auspices  of  the  Archaeological  Depart- 
ment. With  the  exception  of  that  given  by  Dr- 
Eastman,  all  are  illustrated: 

Nov.  4 — The  Peoples  of  the  Mediterannean,  Mr. 
C.  Peabody. 

Nov.  18— The  White  Earth  Indians,  Mr.  W.  K. 
Moorehead. 

Dec.  2 — The  Archaeology  of  the  Gulf  States,  Mr. 
C.  Peabody. 

Jan.  13 — Coronado's  Expedition,  Mr.  W.  K. 
Moorehead. 

Jan.  27 — The  Real  Indian,  Dr.  A.  Eastman. 

Feb.  10 — De  Soto's  Expedition,  Mr.  W.  K.  Moore- 
head. 

Mar.  3 — The  Stone  and  Metal  Ages  in  Great 
Britain,  Stonehenge  and  Carnac,  Mr.  W.  K.  Moore- 
head 

Mar.  17 — Glimpses  of  Insect  Life,  Prof.  E.  S. 
Morse. 

Mar.  31 — The  Archaeology  and  Ethnology  of 
Scandinavia,  Mr.  C.  Peabody. 

Professor  George  N.  Cross,  P.  A.  '72,  who  in 
recent  years  has  been  a  regular  visitor  in  Andover, 
delivered  two  lectures  in  the  school  chapel  during 
the  fall  term.  The  first,  on  November  2,  was  on 
"The  Historic  Castles  of  England;"  the  second,  on; 
November  16,  on  "Washington,  the  Beautiful  Capital 
of  a  Great  Nation."  Both  lectures  were  profusely 
illustrated  and  drew  good-sized  audiences. 

Mr.  William  W.  Ellsworth,  the  secretary  of  the 
Century  Co.  of  New  York,  whose  lecture  last  year 
on  Abraham  Lincoln  proved  one  of  the  most  inter- 
esting and  instructive  lectures  ever  given  before 
the  school,  was  this  year  secured  by  the  trustees 
to  deliver  three  lectures  on  American  historical  sub- 
jects. The  first  of  these,  on  the  Civil  War,  was 
given  in  the  chapel  on  the  evening  of  December  7, 
The  other  two  will  be  given  during  the  winter  term. 
All  are  free  to  the  student  body. 


MUSICAL 


Organ  Recitals 

A  new  and  most  attractive  feature  has  been  added 
to  the  school  life  by  Mr.  Ashton,  director  of  music, 
who  inaugurated  during,  the  latter  part  of  the  fall 
term  a  series  of  organ  recitals  on  the  William  Couch 
Egleston  memorial  organ  in  the  chapel.  The  re- 
citals are  given  on  Wednesday  afternoons  at  five 
o'clock,  and  last  for  one-half  hour  each.  They  are 
free  and  open  to  the  public  as  well  as  to  the  stu- 
dents. Four  recitals  were  given  during  the  past 
term  with  an  average  attendance  of  about  two  hun- 
dred. They  will  be  continued  weekly  during  the 
winter  term,  and  several  well  known  organists  who 
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are  graduates  of  the  school  have  already  accepted 
invitations  to  assist.  These  recitals  promise  to  be- 
come a  most  valuable  feature  of  the  school  life,  and 
they  have  already  been  welcomed  with  no  little 
enthusiasm  by  the  music-lovers  of  Andover  and  even 
neighboring  towns. 


RELIGIOUS 


Society  of  Inquiry 

The  Society  of  Inquiry  began  its  year's  work  with 
its  customary  reception  to  the  new  students.  The 
reception  as  usual  was  held  in  the  Society's  room 
in  the  Archaeological  Building,  and  the  date  chosen 
was  Saturday  evening,  September  24.  The  attend- 
ance was  large  and  the  short  addresses  by  the  pres- 
ident, William  L.  Nute,  and  members  of  the  faculty, 
were  interesting. 

In  addition  to  its  regular  weekly  meetings  and 
the  Bible  class  work,  an  account  of  which  will  be 
found  elsewhere,  the  society  has  continued  and  en- 
larged the  work  begun  last  year  in  the  Boys'  club 
and  among  the  foreigners  of  Lawrence.  It  has  also 
Icontinued  the  custom  of  collecting  among  the  stu- 
dents old  clothes  and  magazines  to  be  sent  to  Dr. 
iGrenfell  in  Labrador,  and  to  the  Seaman's  Friend 
Society  of  Boston.  Emphasis  in  this  way  has  been 
istrongly  laid  on  practical  Christian  living. 

Andover  at  Northfield 

I  Andover  had  the  second  largest  preparatory 
school  delegation  at  the  Northfield  Student  Con- 
ference last  summer,  twenty  men  reporting  in  all. 
jrhese  men  roomed  in  North  Hall  with  the  Yale 
[ielegation,  among  which  were  many  old  Andover 
hen.  J.  M.  Howard,  P.  A.  '05,  and  S.  Day,  P.  A. 
[07,  looked  out  for  the  Andover  fellows  with  special 
nterest,  assisting  at  the  delegation  meetings  and 
requently  inviting  the  Andover  delegation  to  the 
tfale  meetings.  D.  S.  Ingraham,  '09,  was  athletic 
:aptain  and  cheer  leader  at  the  big  Fourth  of  July 
:elebration. 

The  most  interesting  feature  of  the  conference 
or  Andover  was  the  Preparatory  School  Confer- 
:nce,  where  delegates  from  all  the  prominent  schools 
n  the  East  met  and  discussed  plans  for  religious 
vork  in  their  institutions.  W.  L.  Nute,  '10,  presi- 
lent  of  the  Society  of  Inquiry,  reported  on  the  work 
one  in  Andover  and  Lawrence  during  the  past  year, 
ilany  valuable  suggestions  for  mission  work  in 
-awrence  for  Bible  study  groups,  and  for  methods 
>f  conducting  meetings  were  received,  and  these 
ave  been  put  into  practical  use  this  year. 

The  following  Andover  men  attended  the  con- 
erence:  1909—  D.  S.  Ingraham,  C.  W.  Hamilton, 
V.  H.  Woolverton,  N.  C.  Reed,  H.  E.  Pickett,  E. 


J.  Webster,  G.  S.  Torrey,  E.  P.  Applegate  and  E. 
H.  Williams;  1910— L.  M.  Stewart,  P.  F.  Stewart, 
W.  L.  Nute,  H.  Harbison,  C.  A.  Brownell,  H.  R. 
Hawley;  191 1 — D.  C.  Townson,  F.  K.  Douglas,  C 
A.  Mann,  G.  H.  Nute;  1912 — H.  C.  Whipple. 

Bible  Classes 

Over  two  hundred  men  are  regularly  enrolled 
in  the  Bible  classes  and  Discussion  Groups  that  were 
organized  during  the  latter  part  of  the  fall  term. 
These  classes  meet  each  week  under  appointed  lead- 
ers, and  they  are  under  the  general  supervision  of 
the  Society  of  Inquiry.  A  list  of  the  subjects  and 
leaders  is  given  below: 

The  groups  are  as  follows: 

BIBLE  CLASSES 

Object:  To  get  better  acquainted  with  the  lives 
of  strong  men. 

1.  Leader:  Mr.  Stearns. 
Subject:  The  life  of  Christ. 

Purpose:  To  make  Christ  a  real  person  and  a 
practical  example. 

2.  Leader:  Mr.  Hinman. 

Subject:  Some  great  figures  of  Christian  his- 
tory. 

Purpose:  To  learn  about  the  work  and  adven- 
tures of  Christian  heroes  like  Luther,  Levives, 
and  Lincoln. 

3.  Leader:  Mr.  Poynter. 

Subject:  Men  of  the  Old  Testament. 
Purpose:  To  study  the  stories  of  the  most  in- 
teresting leaders  among  the  Jewish  nation. 

4.  Leader:  Mr.  Harrington. 
Subject:  The  life  of  Paul. 

Purpose:  To  understand  the  greatness  of  this 
statesman-apostle. 

DISCUSSION  GROUPS 
Object:  To  talk  over  practical  problems  of  work 
and  belief. 

1.  Leader:  Mr.  Stackpole. 
Subject:  Future  occupations. 

Purpose:To  discuss  business,  journalism,  archi- 
tecture, politics,  law,  medicine,  etc.,  as  de- 
sirable occupations. 

2.  Leader:  Mr.  Stackpole. 
Subject:  Student  problems. 

Purpose:  To  talk  over  school  and  personal 
questions,  such  as  Sunday  observance,  smok- 
ing, gambling,  and  other  topics  which  mem- 
bers may  bring  up. 

3.  Student  leader:  C.  F.  Timbie. 

Subject:  Questions  of  to-day  and  the  principles 
of  Christ. 

Purpose:  To  apply  Christ's  teachings  to  sport, 
politics,  the  church,  etc.  Rev.  R.  E.  Speer's 
book,  "The  Principles  of  Jesus,"  will  be  used. 
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ATHLETICS 


Pictures  of  Teams 

Several  additions  have  been  made  to  the  collection 
of  pictures  of  Phillips  Academy  teams  in  the  gym- 
nasium. The  pictures  now  missing  are  of  the  foot- 
ball teams  of  1881  and  1897.  If  and  graduate  has 
one  of  these  pictures,  and  desires  to  present  it  to 
the  school,  the  gift  will  be  greatly  appreciated. 
With  these  exceptions,  the  sets  of  pictures  are  com- 
plete from  1877. 


The  contest  with  Exeter,  played  on  the  new 
grounds  of  the  New  Hampshire  school  on  Novem- 
ber 6,  was  as  clean  and  scientific  an  exhibition  of  the 
game  as  one  often  sees.  It  was  only  marred  by  the 
tendency  of  the  Andover  players  to  use  their  hands 
too  freely  and  to  get  offside,  mistakes  which  cost 
them  the  loss  of  over  one  hundred  yards  in  penal- 
ties, and  in  all  probability  lost  them  at  least  one 
touchdown;  and  the  inability  of  the  officials  to  size 
up  the  new  and  somewhat  intricate  plays  that  th« 
Andover  team  pulled  off  with  amazing  smoothness- 
and  snap. 


Football  Season 

The  football  season  at  Andover  this  fall  was  very 
similar  to  that  of  last  year  in  that  all  efforts  were 
directed  towards  bringing  the  team  to  the  Exeter 
contest  in  the  best  possible  condition.  With  this 
end  in  view,  the  preliminary  games  were  devoted 
to  trying  out  the  material  on  hand  regardless  of 
scores.  The  early  defeats  were  not  always  easy  to 
accept,  but  the  determination  to  win  the  final  con- 
test with  Exeter  continued  to  inspire  coaches  and 
players  alike,  as  the  season  progressed  it  became 
more  and  more  evident  that  the  team  was  "coming" 
and  that  its  best  work  was  still  to  be  shown.  To 
those  who  have  followed  these  school  contests  in 
recent  years  Andover's  strongest  asset  lay  in  the 
large  number  of  men  who  had  fought  their  way  up 
to  the  first  eleven  from  the  ranks  of  class  and  second 
teams — men  who  still  had  their  names  to  make,  who 
were  imbued  with  real  school  spirit,  and  who  in 
the  final  test  could  be  counted  on  for  their  best 
work. 


During  the  first  half  neither  team  was  able  t 
score.  Exeter  found  it  practically  impossible  to  gai 
against  Andover's  strong  defense.  Andover  on  th 
other  hand  gained  freely  by  rushing,  only  to  los 
this  advantage  by  penalties.  In  kicking,  Fletcher  < 
Andover  easily  excelled  his  opponent  and  gave  prol 
ably  the  best  exhibition  ever  witnessed  in  a. 
Andover-Exeter  contest.  The  second  half  wj 
much  like  the  first  until,  with  the  ball  on  Ei 
eter's  thirty-yard  line,  Porter  fell  back  for  Andov< 
and  sent  a  beautiful  drop  kick  squarely  between  tf 
goal  posts,  thus  winning  his  second  big  game  fd 
the  blue.  For  the  remainder  of  the  game  the  ba 
remained  near  the  center  of  the  field,  and  the  finJ 
score  was  Andover  3,  Exeter  0.  Andover  playt 
but  eleven  men  through  the  entire  contest,  a  n- 
uncommon  occurrence  for  her  in  recent  years,  an 
a  strong  tribute  to  the  careful  and  sane  method 
of  training  pursued  by  Sidney  Peet,  the  schooiJ 
athletic  trainer.  The  usual  celebration  was  held  I 
Andovr  during  the  evening. 
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The  scores  for  the  season  are  given  below: 


Andover 

0 

Cushing 

6 

Andover 

25 

Lowell  Textile 

0 

Andover 

0 

Worcester  Academy 

5 

Andover 

0 

Yale  Freshmen 

13 

Andover 

}° 

Boston  College 

0 

Andover 

5 

Penn.  Freshmen 

0 

Andover 

0 

Harvard  Freshmen 

5 

Andover 

5 

Yale  Freshhmen 

6 

Andover 

3 

Exeter 

0 

Total 

48 

Total 

35 

Cross-country  running  was  elected  by  one  hun- 
dred and  three  boys.  The  inter-class  meet  was  won 
by  the  Middlers,  the  handicap  meet  by  S.  Corey,  '10, 
and  the  scratch  meet  by  M.  J.  Hayes,  '10. 

Sixty-four  men  elected  tennis  for  their  physical 
work.  In  the  inter-class  tournament  both  singles 
and  doubles  were  won  by  the  Seniors. 

Football  Coach 

Mr.  Lillard's  place  as  coach  of  the  football  team 
has  been  ably  filled  by  Mr.  Hawley,  Dartmouth  '09. 


HI 


The  common  criticism  that  football  is  confined  to 
eleven  men  and  a  few  substitutes  while  the  rest  of 
the  student  body  looks  on,  cannot  surely  be  applied 
to  Phillips  Academy.  During  the  past  fall 
term  two  hundred  and  fifteen  boys  participated  reg- 
ularly in  this  form  of  exercise.  Eighteen  organized 
teams  played  the  game.  In  the  class  championship 
series  the  Seniors  finally  won  first  place,  but  not 
without  a  struggle.  All  of  the  other  class  teams 
showed  excellent  form  at  times,  but  their  playing 
was  not  so  consistent  as  that  of  the  winners. 

Soccer  football  has  grown  steadily  in  favor  with 
the  students,  and  one  hundred  and  twenty-two  boys 
elected  it  this  fall  as  their  regular  physical  work. 
Here  again  the  Seniors  won  the  championship.  Dur- 
ing the  latter  part  of  the  term  a  team  was  selected 
from  the  best  men  who  had  been  playing  the  game 
and  this  team  played  several  good  games  with  out- 
side organizations.  The  scores  were  as  follows: 
Andover  r,  Thistles  4;  Andover  o,  Harvard  Varsity 
2;  Andover  2,  Harvard  Freshmen  1;  Andover  1, 
Thistles  I. 


Hawley  won  the  100  and  200-yard  dashes  in  the  New 
England  Intercollegiate  meet  and  played  a  strong 
game  at  halfback  on  the  'varsity  team. 

Coach  Lillard,  who  turned  out  a  winning  team 
here  last  year,  and  who  for  the  past  season  has 
been  coaching  Dartmouth,  sailed  November  17,  for 
England,  where  he  will  pursue  studies  at  Oxford 
University.  Mr.  Lillard,  after  a  year  abroad,  will 
return  to  Andover  and  coach  the  team  during  the 
next  season. 

Football  Captain 

Charles  Willard  Fletcher,  '13,  of  Brookline,  Mass., 
has  been  elected  football  captain  for  next  year. 
Fletcher  has  played  tackle  on  the  first  team  for  two 
years. 

Undergraduate  Treasurer 

At  a  meeting  of  the  Advisory  Board,  held  early  in 
September,  O.  H.  Sheldon,  '10,  of  Joplin,  Mo.,  was 
elected  undergraduate  treasurer. 


IO 
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Daly  Leads  Yale 

Frederick  Joseph  Daly  of  Cambridge,  Mass.,  was 
recently  elected  captain  of  the  Yale  eleven  for  next 
season.  Daly  played  several  years  at  Andover  and 
captained  the  eleven  during  his  senior  year  in  1906. 

Baseball  Manager 

At  a  meeting  of  the  old  men  held  on  September 
25,  after  chapel,  R.  M.  Thompson,  '10,  was  elected 
manager  of  the  baseball  team  to  fill  the  place  of  C. 
H.  Black,  Jr.,  who  did  not  return  to  Andover. 
Thompson  comes  from  Fall  .River  and  is  commenc- 
ing his  third  year  in  Phillips  Academy. 

Fall  Track  Meet 

The  annual  fall  inter-class  meet,  held  October  13, 
was  easily  won  by  the  Middlers,  with  a  score  of 
61  1-2  points.  The  Seniors  secured  second  place 
with  24  1-2  points,  the  Junior  Middlers  third,  and 
the  Juniors  fourth.  As  the  "weather  was  ideal,  most 
of  the  events  were  run  in  good  time. 

The  most  exciting  event  of  the  meet  was  the  class 
relay  race,  in  which  the  191 1  team  succeeded  in  win- 
ning from  1910  through  Hann's  good  running.  Mc- 
Murray,  '11,  made  a  brilliant  showing,  winning  18 
points  for  his  class. 

Cross  Country  Meet 

Andover  won  the  Cross  Country  meet  with  the 
freshman  teams  of  Yale  and  Dartmouth,  held  on  the 
Andover  course  on  November  19.  Andover  won 
the  first  two  places  and  the  sixth,  eighth,  and 
eleventh  as  well,  thereby  winning  the  meet  by  a 
large  margin.  Andover's  score  was  28;  Yale  second 
place  with  a  score  of  45;  and  Dartmouth  was  third 
with  a  score  of  54.  Hayes  ana  Gould,  who  won  the 
first  two  places,  ran  a  pretty  race,  finishing  only  a 
few  inches  apart. 

Golf  Champion 

Robert  Abbe  Gardner,  P.  A.  '08,  Yale  '12,  is  the 
amateur  golf  champion  of  the  United  States.  He 
earned  this  title  recently  at  the  National  Champion- 
ship in  Chicago. 

During  his  course  here  he  was  a  pole  vaulter  on 
the  track  team  and  a  first  honor  man  in  his  studies. 
At  present  he  has  the  highest  scholarship  standing 
of  any  Andover  man  in  Yale.  Gardner  was  under- 
graduate treasurer  while  at  Andover. 

Football  Report 

Manager  Clyde  Martin  has  made  his  financial  re- 
port covering  the  recent  football  season.  Consider- 
ing the  many  additional  expenses  the  team  incurred 
and  the  fact  that  the  Exeter  game  was  played  in 
Exeter,  the  balance  of  $316.32  bespeaks  most  credit- 
able management. 


The  following  is  the  report: 
RECEIPTS 


Subscriptions  $1579.60 

Gate  receipts  760.60 

Season  tickets  500.00 

Guarantees  350.00 

•  Training  table  148.57 

B.  &  M.  Exeter  rebates  311.96 


$3650.73 

EXPENSES 

Guarantees  $445.00 

Officials  116.08 

Coach  815.00 

Sundries  405.10 

Traveling  306.95 

Doctors  and  rubbers  46.75 

Supplies  599-40 

Printing  45-22 

Medicine  31-70 

Training  table  295.71 


$3106.91 

Total  receipts  $3650.73 
Bills   receivable  36.00 


$3686.73 

Expenses  $3106.91 
Bills  payable  262.50 

$336941 

Balance  $316.32 


Praise  for  Mr.  Lillard 

The  Boston  Journal  of  November  12  makes  th 
following  interesting  comment  on  the  character  an 
work  of  Mr.  Lillard  in  his  capacity  of  head  coac 
at  Dartmouth  this  fall: 

"Head  Coach  Lillard  of  Dartmouth  is  a  mo; 
quiet,  unassuming  person.  He  is  one  of  tho! 
coaches  who  do  not  raise  their  voices  to  the  men  ci 
the  field,  and  who  seldom  betray  excitement, 
man  of  scholarly  tastes,  which  he  has  followed  befoi 
and  after  his  graduation,  Mr.  Lillard  has  soum 
what  ceased  to  resemble  an  athlete  in  training.  Bi 
he  is  genuinely  the  head  coach.  Football  at  Darl 
mouth  this  fall  has  been  a  beautiful  thing,  from  tn 
entire  absence  of  friction  among  coaches  or  playerj 
the  freedom  from  serious  injuries  and  the  generj 
absence  of  undue  nervous  strain  and  stress." 

To  those  who  followed  Mr.  Lillard's  work 
Andover  last  year  and  the  year  before,  the  abow 
estimate  seems  unusually  just.  Mr.  Lillard's  coacll 
ing  was  always  done  in  such  a  quiet  and  unoste:! 
tatious  way  that  at  first  he  was  frequently  criticise! 
by  the  public  as  too  lacking  in  aggressiveness.  Bi 
the  men  on  the  squad  that  worked  under  him  knel 
better.  No  coach  ever  inspired  greater  loyalty.  H 
pupils  had  confidence  in  him  and  in  his  method! 
Results  fully  justified  this  confidence.    Best  of  aM 
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r.  Lillard  taught  clearly  by  his  own  personality  force  of  personality  and  character  alone.    The  school 

id  methods  that  leadership,  on  the  football  field  or  is  to  be  congratulated  that  Mr.  Lillard's  services 

sewhere,  is  not  dependent  on  noise  and  loud  talk,  as  instructor  and  football  coach  will  again  be  at  its 

;  it  can  most  effectively  be  secured  by  the  quiet  disposal  next  fall. 


JUDGE  BISHOP 

iijustices  from  the  Supreme  and  Superior  Courts, 
iiwyers  from  all  sections  of  the  state,  former  asso- 
ciates in  business  and  and  public  life,  neighbors  and 
liepds,  joined  in  paying  tribute  to  Judge  Robert 
I.  Bishop  at  his  funeral  on  Sunday,  Oct.  12. 
;  Rev.  Edward  M.  Noyes  conducted  the  services 
I  the  Newton  Center  Congregational  Church,  and 
livered  an  impressive  eulogy  on  the  phases  of 
idge   Bishop's   life   as   a   friend   and   as  a  public 
orker.    A  quartet  sang  several  selections.  Burial 
lai  made  in  the  family  lot  in  Newton  cemetery. 
The  honorary  bearers  were  the  following:  Chief 
Jtice  John  A.  Aiken  of  the  Superior  Court;  Jus- 
I  :es  Henry  K.  Braley  and  John  W.  Hammond,  of 
le  Supreme  Court;  Judge  James  P.  Richardson,  of 
e  Superior  Court;  John  Lowell,  of  Chestnut  Hill; 
jfcorge  B.  Knapp,  of  Auburndale,  and  Samuel  Ward, 
m  Newton  Center. 

Judge  Bishop  was  for  many  years  probably  the 
■Oft  prominent  figure  on  the  Phillips  Academy 
.'Uard  of  Trustees.  As  president  of  the  Board  he 
.  lis  a   well-known    fitrurc   on    the  commencement 


stage  and  at  the  public  functions  of  the  school. 
The  interests  of  the  Academy  were  very  close  to 
his  heart.  Many  of  the  most  valuable  additions  to 
the  school's  equipment  in  recent  years  were  planned 
by  him  and  carried  out  under  his  direction.  Judge 
Bishop  was  one  of  those  characters  somewhat  rare 
today,  combining  strength  and  dignity  with  a  con- 
spicuous charm  and  sweetness  of  manner  that 
marked  ^-him  as  the  true  Christian  gentleman.  In 
recent  years  advancing  age  and  impaired  strength 
made  it  necessary  for  him  to  resign  from  active 
work  in  connection  with  the  affairs  of  the  trustees, 
but  his  interest  in  the  school  remained  as  keen  as 
ever  and  his  judgment  and  advice  were  freely 
sought. 

A   Versatile  and   Influential  American 

DR.  W.  T.  HARRIS 
Died  in  Providence,  R.  I.,  Nov.  5th,  1909,  in  his 
75th  year.  Dr.  Harris  was  born  in  North  Killing- 
ly,  Conn.,  Sept.  10th,  1835.  He  was  the  son  of 
William  and  Zilpah  (Torrey)  Harris.  He  was 
descended  from  one  of  the  most  respectable  fam- 
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ilies  of  Rhode  Island,  which  dates  back  to  the  first 
settlement  of  Providence  in  1636. 

He  was  educated  at  Phillips  Academy,  Andover, 
and  at  Yale  College. 

Dr.  Harris  did  not  complete  the  college  course 
at  Yale,  but  after  two  and  a  half  years  there  he  left 
and  went  to  St.  Louis,  where  he  remained  in  the 
service  of  the  public  schools  from  1857  to  1880. 
He  held  the  office  of  superintendent  of  schools  of 
that  great  city  from  1867  to  1880,  and  his  thirteen 
annual  reports  are  among  the  most  valuable  of  all 
the  pedagogical  books  ever  published  in  America. 

While  in  St.  Louis  he  founded  (in  1866)  the  Phil- 
osophical Society  of  that  city,  and  (in  1867)  he 
established,  edited  and  published  "The  Journal  of 
Speculative  Philosophy,"  the  first  magazine  of  like 
character  ever  published  in  the  United  States.  He 
was  president  of  the  National  Educational  Asso- 
ciation in  1875,  and  in  1880  he  represented  the 
United  States  Bureau  of  Education  at  the  Inter- 
national Congress  of  Educators  at  Brussels. 

While  his  home  was  in  Concord  he  was  an  active 
member  of  the  famous  Concord  School  of  Phil- 
osophy, served  as  president  of  the  Massachusetts 
Schoolmasters'  club,  and  gave  many  lectures  on 
Philosophic,  Scientific  and  Educational  subjects  in 
Boston  and  elsewhere.  He  became  the  most 
learned,  pronounced  and  able  advocate  of  the  phil- 
osophy of  the  great  German  thinker  Hegel. 

Dr.  Harris  was  the  chief  editor  of  the  Appleton 
School  Readers  and  later  of  the  Appleton  Educa- 
tional series;  edited  the  department  of  Philosophy 
in  Johnson's  Cyclopaedia,  and  during  the  last  nine 
years  he  has  edited  the  recent  edition  of  Webster's 
International  Dictionary.  He  has  written  and  pub- 
lished very  many  books,  addresses,  articles  and 
reports,  of  great  value. 

But  the  most  important  work  of  Dr.  Harris  is 
yet  to  be  mentioned.  'From  1889  to  1906,  a  period 
of  seventeen  years,  he  held  the  office  of  United 
States  Commissioner  of  Education.  Here  he  has 
done  an  immense  amount  of  high  class  work  in  the 
cause  of  general  education  of  all  grades;  elemen- 
tary, secondary  and  higher.  Here  he  has  gained  a 
recognition  second  to  no  others  in  the  wide  world. 

Dr.  Harris  kept  his  home  in  Washington  till  last 
June,  when  he  removed  to  Providence,  where  he 
had  a  brother  residing. 

How  well  I  remember  meeting  him  in  Washing- 
ton in  the  year  1881,  after  we  had  been  separated 
twenty-eight  years.  He  had  been  my  classmate  in 
Phillips  Andover  Academy  in  1853.  We  recognized 
each  other  at  a  meeting  of  school  superintendents, 
and  our  conversation  at  the  Ebbitt  House  that 
night  was  continued  till  the  hour  of  two  in  the 
morning.  I  desired  to  know  where  he  stood  re- 
ligiously,  and  I  asked  him  the  following  question: 
"Dr.  Harris,  what  do  you  think  of  the  present  phase 
of   Christianity?"     His   answer   was  instantaneous 


and  in  these  words:  "Christianity  is  absolute  trui 
fighting  against  error  and  always  has  been."  ] 
w-as  five  years  my  junior  in  age,  but  I  mourn  1 
loss,  as  that  of  my  senior  brother.  He  is  now  I 
immortal  and  with  the  immortals. 

WILLIAM  A.  MOWRY,  P.  A.  185J 

Judge  Morton,  P.  A.  '79 

The  appointment  of  Marcus  Morton  to  the  3 
perior   Court   of   Massachusetts   should  prove 
much  interest  to  the  present  generation  in  Anc 
ver. 

Mr.  Morton  was  born  in  Andover  and  gradual 
from  the  Academy  with  the  class  of  '79,  and  fnl 
Yale  in  '83.  Among  his  classmates  here  were  Pi 
Bierwirth  of  Harvard,  whose  German  text-bot 
are  at  present  used  in  the  school;  Professor  M. 
Gile  of  the  University  of  Colorado;  Mr.  Mor 
former  District  Attorney  of  Suffolk  County,  and 
M.  Sheldon,  who  wrote  "In  His  Steps." 

Mr.   Morton's   father  was   Chief  Justice  of 
Supreme  Court  of  Massachusetts  and  his  grai 
father  won  the  governorship  of  this  state  by  c 
vote. 

Mr.  Morton  resides  in  West  Newton.  He  i 
trustee  of  Abbott  Academy. 

Memorial  Service 

A  service  in  memory  of  Dr.  Donald  Churcl 
P.  A.  '89,  was  held  at  the  chapel  on  Thursday 
ternoon,  December  2.    Professor  Hincks,  Profes 
Ryder,  and  Mr.  Stackpole  took  part  in  the  ser 
and  Mr.  Ashton  played  the  organ.    Dr.  Churc 
was  the  oldest  son  of  the  late  Professor  Churc 
of  the  Andover  Seminary.    He  was  a  schoolm 
here  of  Mr.  Stearns,  Mr.  Allen,  Mr.  Benner  1 
Mr.  Bancroft.    Dr.  Churchill  was  a  successful  « 
promising  surgeon  in  Providence.    His  death  1 
due   to  blood-poisoning,  contracted   while  serv 
as  surgeon  at  the  Rhode  Island  Hospital.  His 
timely    death    is    mourned    by    a    large  circle 
friends  in  Andover  and  Providence. 

Dr.  Churchill's  only  brother,  Lieut.  M.  Churcl 
P.  A.  '96,  is  serving  in  the  United  States  army 
Fort  Sam  Houston,  Texas. 

Donald  Churchill  was  born  on  May  20,  i870: 
Andover.    He  was  graduated  from  Phillips  A< 
emy  in  the  class  of  '89,  went  through  Harvard 
graduated   from   the   Harvard   Medical  School 
1898.    After  serving  in  hospitals  for  two  years, 
was  appointed  assistant  superintendent  of  the  Rh 
Island  Hospital.    In  1901  he  entered  private  p 
tice.    In  1905  Mr.  Churchill  became  a  surgeon 
the  hospital  staff,  and  retained  this  position  u 
the  time  of  his  death.    While  at  Phillips  Acad 
he  was  a  member  of  the  Glee   Club,  Philo 
Inquiry.    In  addition,  he  won  the  first  Draper 
the  first  Means  prize,  and  was  manager  of  the  b 
ball  team.     He  was  a  member  of  the  K.  O. 
Society. 
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STUDENTS  AT  ANDOVER  BEFORE  188c 

It  would  hasten  forward  the  Biographical  Catalogue  of 
le  Academy  and  insure  accuracy  as  well  as  lessen  ex- 
ensc  if  a'l  students  of  Phillips  who  entered  the  institu- 
on  before  1880  would  answer  the  following  questions 
nd  mail  answers  to  "Biographical  Catalogue,  Phillips 
cademy,  Andover,  Mass."  Name  in  full,  date  of  birth, 
lace  of  birth,  age  at  entering,  time  of  leaving,  name  of 
ither,  maiden  name  of  mother  in  full,  college  with  year 
f  graduation,  college  degrees,  Civil  War  or  Spanish  War 
scord,  civil  or  political  offices  held,  literary  work  done, 
resent  address,  occupation. 


It  is  requested  that  death  notices  and  wedding  an- 
ouncements  be  sent  to  Phillips  Bulletin,  Andover,  Mass., 
1  order  that  these  records  be  complete  and  accurate. 


January  i  to  December  31,  1909 
Edited  by  George  T.  Eaton,  P.  A.  '73 

DEATHS 

r  1829 — William  Kidder,  died  at  Newburyport,  15  May. 

1833 — Justin  Asa  Edwards,  died  at  Brooklyn,  N.  Y., 
p  March. 

1 841 — Sereno  Dwight  Nickerson,  died  at  Cambridge, 
Nov. 

1846 — Aaron  Cummings,  died  at  Andover,  11  March. 
1846 — Thomas    Goddard   Kent,    died   at   Waverley,  14 
.pril. 

1846 —  Richard  H.  Stearns,  died  at  Poland  Springs,  Me., 
■6  Aug. 

1847 —  Joseph  James  Couch,  died  at  Brooklyn,  N.  Y., 

0  Feb. 

1847 — George  Henry  Morrill  died  at  Port  Antonio, 
amaica,  1  April. 

1847 — William  Alfred  Packard,  died  at  Princeton,  N. 
.,  2  Dec. 

1847 —  Moody  Adoniram  Stevens,  died  at  Milford,  N.  H., 
March. 

if 47 — Samuel  Edward  Warren,  died  at  Newton,  8  July. 

1848 —  Jerome  Bonaparte  Kimball,  died  at  Providence, 
L  L,  3  Dec. 

1848 — George  Freeman  Willey,  died  at  Lowell,  19  April. 

1850 —  Edward  Holmes  Ammidown,  died  at  Seattle, 
iVash.,  27  Feb. 

1 85 1 —  Andrew  Leonard  Emerson,  died  at  York  Village, 
le.,  8  Oct. 

1851 —  George  Peabody  Russell,  died  at  London,  Eng- 
md,  23  June. 

1852 —  Quincy  Elliot  Dickerman,  died  at  Daytona,  Fla., 
Is  Jan. 

'  1852 — Lucius  Floyd,  died  31  March. 

'853 — Charles  Atwood  Abbott,  died  at  Norwalk,  Cal., 
io  Jan. 

,  1854 — Robert  Roberts  Bishop,  died  at  Newton  Centre, 
(  Oct. 

1854 — Matthew  Chalmers,  died  at  New  York,  N.  Y., 
Jan. 

1854 — George  Washington  Crosby,  died  at  Newton  High- 
inds,  14  April. 

1854 — William  Torrey  Harris,  died  at  Providence,  R.  L, 

1  Nov. 

'"54 — Augustus  Turner  Jones,  died  at  Brockton,  8 
(larch. 

i  1854 — Kendall  Gates  Pearson,  died  18  June. 
1854 — Edward  Trask  Strong,  died  at  Andover,  18  March. 
'855 — George  Dwight,  died  at  Springfield,  3  Jan. 


1855 — James  Augustus  Rumrill,  died  at  Springfield,  20 
Jan. 

1855 —  William  Thayer  Smith,  died  at  Hanover,  N.  H., 
17  Sept. 

1856 —  Lysander  Waldo  Rogers,  died  at  Cambridge, 
4  Sept. 

1858 —  Parker  Emerson  Cochrane,  died  at  Andover,  11 
May. 

1859 —  Livingston  Scott,  died  at  Woonsocket,  R.  L, 
1 1  March.' 

1860 —  Ebenezer  Punderson  Couch,  died  at  Brooklyn, 
N.  Y.,  13  March. 

1862 —  William  Clinton  Tracy,  died  at  Erie,  Pa.,  9  Feb. 

1863 —  Charles  Henry  Farnam,  died  at  Denver,  Col., 
24  Sept. 

1865 —  William  Curtis  Gulliver,  died  at  New  York,  N. 
Y.,  24  May. 

1866 —  William  Bullard  Cutler,  died  at  Boston,  5  March. 

1866 —  Harlan  Page  Tuthill,  died  at  St.  Louis,  Mo., 
2  Nov. 

1867 —  Charles  Dustin  Hunking,  died  at  Hampton  Beach, 
N    H.,  23  July. 

1868 —  Harry  Wilton  Cragin,  died  in  the  Blue  Ridge 
Mountains,  Va.,   19  July. 

1868 —  Henry  Dutton  Shattuck,  died  at  Boston,  29  March. 

1869 —  Mortimer  Blake  Mason,  died  at  Boston,  6  Feb. 
1869 — Henry   Fearing   Wild,   died   at   Goldfield,  Nev., 

17  Feb. 

1873 —  George  Baily  Fowler,  died  at  Sharon,  13  Nov. 

1874 —  Albert  Fowler,  died  at  Cumberland,  Md.,  20  Oct. 
1877 — Chauncy  Rose  Winslow,  died  at  Portland,  Ore., 

16  May. 

1879 — John  Brown  Moran,  died  at  Phoenix,  Ariz.,  6  Feb. 
1882 — George  Rice  Carpenter,  died  at  New  York,  N.  Y., 
8  April. 

1882 —  Clement  Caughey  Reymer,  died  at  Pittsburgh,  Pa., 
21  June. 

1883 —  William  Pinkerton  Hastings,  died  at  Wilmington, 
Del.,  28  May. 

1884 —  Edward  Franklin  Gage,  died  at  Winthrop. 

1884 — George  Sanborn  Tenney,  died  at  New  York,  N. 
Y.,  3  March. 

1887 — Charles  Gibbs  Carter,  died  at  Pittsburgh,  Pa.,  14 
May. 

1889 — Donald  Churchill,  died  at  Providence,  R.  I.,  28 
Nov. 

1891 —  Letchworth  Smith,  died  at  Louisville,  Ky.,  10 
April. 

1892 —  -Albert  Sargent  Davis,  died  at  Providence,  R.  I., 

29  Aug. 

1892 —  Charles  Henry  Farnam,  Jr.,  died  at  Epinay, 
France,  8  May. 

ig92 — Ellis  Henry  Roberts,  Jr.,  died  at  Canandaigua, 
N.  Y.,  22  April. 

1893 —  Charles  Hornblower  Woodruff,  Jr.,  died  at  New 
York,  N.  Y.,  17  Feb. 

1895 — Lang  Murray,  died  at  Mexico  City,  Mex.,  15  May. 
,895 — Edward   Clark   Upton,   died   at  Waukegan,  111., 

30  Oct. 

1895 —  Edward  Seymour  Woodruff,  died  at  New  York, 
N.  Y.,  15  Jan. 

1896 —  William  Jones  died  at  Dumobato,  P.  I.,  28  March. 
1896 — Harold  Rollins  Wade,  died  at  Washington,  D.  C, 

19  April. 

1898 — Schuyler  B  Serviss,  died  at  Amsterdam,  N.  Y., 

18  June. 
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1902 — William  Henry  P.  Wright,  died  at  Denver,  Col., 
15  Dec. 

1905 —  John  Stuart  Stack,  died  at  Andover,  26  Feb. 

1906 —  Mellen  Chamberlain  Peirce,  Jr.,  died  at  Bangor, 
Me.,  1 1  Nov. 

1910 — Justus  Fletcher,  died  at  Providence,  R.  I.,  10 
July. 


MARRIAGES 

i860 — Cyrus  Richardson  and  Mrs.  Lizzie  Farley,  at 
Hanover,  N.  H.,  16  Aug. 

1879 —  Heinrich  Conrad  Bierwirth  and  Anna  Losta 
Delena  Fuller,  at  Azusa,  Cal.,  14  July. 

1880 —  Sidney  Wright  Hopkins,  Jr.,  and  Evelyn  Briggs, 
at  New  York,  N.  Y.,  4  Sept. 

1881 —  Edward  Bailey  Downing  and  Clara  Settmaier 
Adams,  at  Seattle,  Wasn.,  12  May. 

1888 — John  Alden  Bovey  and  Margaret  Eugenie  Jack- 
son, at  Minneapolis,  Minn,  14  Oct. 

1888 — Oliver  Hart  Bronson  and  Mary  Chamberlin,  at 
Torresdaie,  Pa.,  26  May. 

1890 — John  Edward  Lane  and  Alice  Treat  Rogers,  at 
Ansonia,  Conn.,  19  May. 

1890 — George  Brown  Spaulding,  Jr.,  and  Emeline 
Palmer,  at  Stonington,  Conn.,  2  bept. 

1892 — Alfred  Day  Pardee  and  Mrs.  Helen  A.  Campbell 
Robson,  at  London,  England,  24  Aug. 

1892 —  George  Winters  Shaw  and  Clare  Louise  Southard, 
at  Toledo,  O.,  29  May. 

1893 —  Charles  Harold  Wilson  and  Shirley  May  Heth, 
at  Portland,  Me.,  22  Sept. 

1894 —  Luther  Guy  Billings,  Jr.,  and  Catherine  C.  North, 
at  Pelham  Manor,  N.  Y.,  8  Sept. 

1894 — Thomas  Hedge,  Jr.,  and  Olive  McKay,  at  Spokane, 
Wash.,  11  Oct. 

1894 —  Nathaniel  White  Hobbs  and  Mary  L.  Leaver,  at 
Concord,  N.  H.,  14  Oct. 

1895 —  Pitt  Fessenden  Drew  and  Mabel  Nelson  Swain, 
at  Salem,  5  Oct. 

1895 — Robert  Clifford  Merwin  and  Minnie  Edith  Read, 
at  Bridgeport,  Conn.,  2  Nov. 

1895 — Joseph  Coolidge  Palmer  and  Zilla  Rhoda  Stone, 
at  Syracuse,  N.  Y.,  6  May. 

1895 —  Henry  Bruce  Teller  and  Bertha  E.  Teller,  at 
Boise,  Ida.,  June. 

1896 —  Thomas  LeBoutillier  and  Florence  Stevenson, 
12  Feb. 

1896 — Horace  Martin  Poynter  and  Elsie  Pitkin,  at  Oak 
Park,  111.,  14  July. 

1896 —  Richard  Jewett  Schweppe  and  Nona  Kingsbury,  at 
Tempe,  Ariz.,  27  July. 

1897 —  Jasper  Morgan  Rowland  and  Annie  Gage  Ja- 
quith,  at  Lawrence,  2  June. 

1898 —  Henry  Larned  Galpin  and  Ellen  Deere  Mixter, 
at  New  Haven,  Conn.,  16  Oct. 

1898 — Sidney  Morrill  McCurdy  and  Caroline  Wilson,  at 
Youngstown,  O.,  30  June. 

1898 — Arthur  Stanley  Pease  and  Henrietta  Faxon,  at 
Cohasset,  23  June. 

1898 —  Hugh  Satterlee  and  Helen  Curtis  Taylor,  at  Roch- 
ester, N.  Y.,  1  Feb. 

1899 —  William  Morris  Houghton  and  Hess  Pringle,  at 
East  Baldwin,  Me.,  1  Sept. 

1899 — Norman  Leslie  Snow  and  Helen  Fancher  Harris, 
at  New  Windsor,  N.  Y.,  5  June. 

1899 — Henry  Root  Stern  and  Elsie  Waterbury  Lazarus, 
at  New  York,  N.  Y.,  29  April. 


1 90 1  Daniel  Nathan  Gage  and  Mary  E.  Moore  at  Bo 
ton,  28  Jan. 

1 9o2— John  Ezra  Ayers  and  Laura  Mae  Benedict 
Stone  Bridge,  N.  Y.,  22  Sept. 

1902— Ralph    Parsons    Kinney    and    Annie   Averill  ' 
Beaumont,  Texas,  8  Jan. 

1902—  Abel  Bennett  Palmerton  and  Edna  DuBois 
Walton,  N.  Y.,  3  June. 

1903—  Edwin  John  Beinecke  and  Linda  Louise  Maurt 
at  New  York,  N.  Y.,  22  April. 

1903— Russell  Griswold  Colt  and  Ethel  Barrymore 
Hyde  Park,   14  March. 

1903— Livingston  Piatt  and  Agnes  Booth,  at  New  Yor 
N.  Y.,  28  June. 

1903 —  Cyril   Summer  and   Emilie   Kingsley  Ensign 
Orange,  N.  J.,  10  June. 

1904—  John  Hamilton  Derby,  Jr.,  and  Ruth  Parks  We; 
at  Glens  Falls,  N.  Y.,  24  June. 

1904— Thomas  Coolidge  Fowler  and  Helen  Abbott  Wa 
at  Glens  Falls,  N>  Y.,  16  June. 

1904 — Clarence  William  Hockenberger  and  Helen  Eliz 
beth  Mott,  at  Union  Hill,  N.  Y.,  7  April. 

1904 — Herbert  Arthur  Parsons  and  Florence  Robertsc 
Watson,  at  Westmount,  Canada,  16  Sept. 

1904—  George  Henry  Townsend,  2nd,  and  Caroline  Tr 
ler  Dederer,  at  New  York,  N.  Y.,  29  Sept. 

1 905—  Douglas  Cole  Arnold  and  Mary  Warren  Bromle 
at  New  Haven,  Conn.,  21  April. 

1 905— Albert  Trowbridge  Gould  and  Emelie  Creighto 
at  Thomaston,  Me.,  23  Dec. 

1905 —  Allan    Farrand    Kitchel    and    Helen  Binney, 
Sound  Beach,  Conn.,  6  July. 

1906—  Tu  rner  Donaldson  Moorhead  and  Julia  Joh 
ston  Patterson,  at  Dayton,  O.,  27  April. 

1907 —  Cyrus  Schneider  Bowman  and  Ona  Marie  Troxe 
at  Omaha,  Neb.,  9  Nov. 

1907 — Frank  James  Dolan  and  Edith  Theresa  Hayej 
at  St.  Louis,  Mo.,  3  Nov. 

1907 — Tetsutaro  Hasegawa  and  Toyo  Wada,  at  Toky 
Japan,  7  Nov. 

1907 — Barry  Crowell  Ritchie  and  Milly  Dickson  Harv 
at  Troy,  N.  Y.,  15  Sept. 

1907 — Alaric  King  Swift  and  Efne  Sylvester  Tufts 
Vineyard  Haven,  17  Nov. 


PERSONALS 
1 841 — Sereno  Dwight  Nickerson,  son  of  Ebenezer  ai 
Eudoxa  White  Nickerson,  was  born  in  Boston,  Octobi 
16,  1823,  graduated  from  Yale  in  1845  and  received  | 
degree  of  LL.  B.  from  Harvard  in  1847.  He  engaged 
business  for  many  years,  but  during  the  latter  part  of  h 
life  gave  his  whole  time  to  the  promotion  of  Masonij 
From  1 881  to  1908  he  was  Secretary  of  the  Grand  Lod, 
of  Massachusetts.  He  died  in  Cambridge  November 
1909. 

1847 —  William  Alfred  Packard,  son  of  Alpheus  Spri 
and  Frances  Elizabeth  Appleton  Packard,  was  born 
Brunswick,  Me.,  August  26,  1830,  graduated  at  Bowdo 
in  1851,  at  Andover  Theological  Seminary  in  1857,  studi 
in  Germany,  taught  at  Phillips  Academy,  at  Bowdoin, 
Dartmouth  and  at  Princeton.    He  died  in  Princeton, 
J.,  December  2,  1909. 

1848 —  Jerome  Bonaparte  Kimball,  son  of  Silas  Har; 
and  Mary  Evans  Kimbail,  was  born  January  4,  1832, 
Southbridge,  graduated  from  Harvard  in  1852,  studi 
law  in  Utica,  N.  Y.,  and  in  Providence,  R.  I.,  and  was  z 
mitted  to  tne  bar  in  1854.  He  was  clerk  of  the  Rho 
Island  House  of  Representatives  for  three  years,  w 
Attorney-General  of  the  State,  Surveyor  of  the  port 
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'rovidence,  member  of  the  Court  of  Magistrates.  Mr. 
vimball  died  in  Providence,  R.  L,  December  3,  1909. 

1851 — Andrew  Leonard  Emerson,  son  of  Charles  Oc- 
avius  and  Hariet  J.  Phillips  Emerson,  was  born  in  York, 
Ac,  February  25,  1837.  He  served  four  years  in  the  Civil 
Var  as  acting  ensign  and  master.  He  was  under  Farragut 
n  the  blockade  off  Mobile.  After  the  war  he  was  cap- 
ain  of  some  of  the  largest  ships  sailing  from  Boston  and 
Jew  York.  He  retired  from  the  sea  in  1878  and  died  at 
rork  Village,  Me.,  October  8,  1909. 

1851 — George  Peabody  Russell,  son  of  Jeremiah  and 
udith  D.  Peabody  Russell,  was  born  in  New  Rowley,  May 
2,  1835.  He  graduated  from  Harvard  in  1856  and  from 
he  Harvard  Law  School  in  1858,  and  practiced  his  pro- 
ession  in  Haverhill  and  Salem.  He  lived  later  in  the 
sle  of  Wight  and  Venice  and  at  Celigny  on  Lake  Geneva, 
le  was  secretary  of  the  board  administering  the  Peabody 
Education  Fund.  Mr.  Russell  died  in  London,  England, 
une  23,  1909. 

1854 — Robert  Roberts  Bishop,  son  of  Jonathan  P.  and 
^liza  Harding  Bishop,  was  born  in  Medfield,  March  31, 
834,  and  graduated  from  the  Harvard  Law  School  in 
1857.  He  was  a  representative  to  the  General  Court  of 
lajsachusetts  and  for  three  years  was  President  of  the 
lenate.  He  served  on  the  school  board  of  Newton.  He 
as  a  trustee  of  Phillips  Academy  from  1881  to  1903,  be- 
lg  president  of  the  board  1900-1903.  He  was  appointed 
.ssociate  Justice  of  the  Superior  Court  of  the  state  in 
888  and  served  continuously  till  his  death  in  Newton 
entre,  October  7,  1909. 

1854 — William  Torrey  Harris,  son  of  William  and 
ilpah  Torrey  Harris,  was  born  at  North  Killingly,  Conn., 
eptember  10,  1835.  He  graduated  from  Yale  in  1858, 
mght  in  St.  Louis,  Mo.,  and  was  superintendent  of  the 
ublic  schools  in  that  city.  For  seventeen  years  he  was 
'nited  States  Commissioner  of  Education  at  Washington, 
jsigning  in  1906.  In  that  office  he  exerted  a  deep  and 
tsting  influence  on  educational  methods  in  this  country. 
a  1867  he  established  the  "Journal  of  Speculative  Phil- 
sophy,"  and  later  was  one  of  the  founders  of  the  Con- 
3rd  School  of  Philosophy.  He  received  honors  at  Paris 
nd  Brussels.  He  was  editor-in-chief  of  Webster's  Inter- 
ational  Dictionary  and  wrote  nearly  five  hundred  books 
nd  magazine  articles  on  philosophy,  education,  art,  music 
nd  social  science.  Dr.  Harris  died  in  Providence,  R.  I., 
'ovember  5,  1909. 

1854 —  Kendall  Gates  Pearson  died  June  18,  1909,  at  the 
ge  of  seventy-two  years.  He  served  in  the  Civil  War 
1  Company  I,  8th  Regiment,  Mass.  Volunteers. 

1855 —  Warren  Brown  of  Hampton  Falls,  N.  H.,  is  presi- 
ent  of  the  board  of  trustees  of  the  New  Hampshire  Col- 
:ge  of  Agriculture  and  the  Mechanic  Arts  at  Durham, 
'.  H.,  and  is  influential  in  agricultural  matters  through 
ie  state.  Mr.  Brown  has  served  in  both  branches  of  the 
egislature  and  on  the  Governor's  executive  council,  was 

delegate  to  the  Republican  National  Convention  in  1884, 
nd  was  a  presidential  elector  in  1908.  He  has  written 
ie  history  of  the  town  of  Hampton  Falls. 

1855 — -George  Dwight,  son  of  George  and  Mary  Skinner 
oote  Dwight,  was  born  in  Springfield,  engaged  in  steel 
instruction,  and  died  in  Springfield,  January  3,  1909. 

1855 —  Eugene  Smith  of  New  York  City  is  president  of 
ie  Prison  Association  of  New  York. 

1856 —  Rev.  Joseph  I..  Daniels,  D.  D.,  for  forty-four 
:ars  professor  at  Olivet  College,  Mich.,  has  resigned  to 
iconic  pastor  at  Tryon,  N.  C. 

1857 —  If  any  members  of  the  class  described  below  are 
ving,  they  will  be  interested  in  a  quotation  from  a  letter 
rceivcd  from  Mr.  H.  O.  Wardwcll  of  Keene,  N.  H., 
hich  reads  :  "1  have  in  my  pocket  a  watch  which  I  have 
irrierl  constantly  for  thirty-eight  years  that  has  the  fol- 
wing  inscription  on  the  back  : 


Presented  to 
Granville  Wardwell 
by  the 
Sec.   Mid.  Class 
of 

P.  A.  Andover,  Mass. 
July  27,  1857 

As  I  look  at  this  watch  I  often  wonder  if  any  of  the 
class  are  still  living  and  are  interested  to  know  the  his- 
tory of  the  watch.  It  is  a  silver  cased  Old  English  Capped 
Lever  and  all  these  years  has  kept  splendid  time ;  it  has 
never  been  repaired  except  cleaning  till  two  years  ago 
I  had  it  repaired  in  some  slight  details.  The  watch  was 
left  by  Granville  Wardwell,  my  uncle,  to  his  wife,  and  by 
her  given  to  my  father,  who  died  in  1871." 

Mr.  Granville  Wardwell  was  a  teacher  in  Phillips  1850- 
1852,  and  again  1855-1857,  and  died  in  Westminster,  Vt., 
in  1858. 

1858 — Prof.  George  Lansing  Raymond  has  recently 
written  "Dante  and  Collected  Verse,"  which  G.  P.  Put- 
nam's Sons  publish. 

i860 — William  Bradley  Clark,  son  of  William  and  Elvira 
L.  Hurd  Clark,  was  born  in  Fryeburg,  Me.,  January  13, 
1842,  and  graduated  from  Amherst  in  1865.  He  studied 
law  privately  and  was  admitted  to  the  Wisconsin  bar  in 
1870.  He  practiced  his  profession  in  Milwaukee,  Wis., 
and  in  Bloomington,  Wis.  From  1883  until  1904  he  was 
a  banker  in  Minneapolis,  Minn.,  and  the  remainder  of  his 
life  was  spent  in  Dallas,  Texas,  in  the  publishing  business. 
He  died  in  Dallas,  December  26,  1908. 

1863 —  Charles  Henry  Farnam,  son  of  Henry  and  Ann 
S.  Whitman  Farnam,  was  born  in  New  Haven,  Conn., 
September  12,  1846,  graduated  from  Yale  in  1868, 
studied  at  the  Columbia  Law  School,  was  for  four  years 
a  partner  in  the  law  firm  of  Dixon  and  Farnam  in  New 
York  City,  was  assistant  in  archaeology  in  the  Peabody 
Museum  of  "Vale  University,  and  died  September  24,  1909, 
in  Denver,  Col. 

1864 —  Oliver  C.  Morse  may  be  addressed  at  44  Mel- 
bourne St.,  Mamaroneck,  N.  Y. 

1866 — Rev.  Dr.  Washington  Choate  has  resigned  from 
the  treasuryship  of  the  Congregational  Home  Missionary 
Society  to  become  professor  of  Theology  at  Talladega 
College,  Talladega,  Ala. 

1866 —  Harlan  Page  Tuthill,  son  of  Mr.  and  Mrs.  Rus- 
sell Tuthhill,  was  born  in  Vergennes,  111.,  October  31,  1842. 
He  served  in  the  Civil  War,  was  in  business  in  Anna, 
111.,  and  in  Chicago,  and  was  a  banker  in  Anna  during 
the  latter  part  of  his  life.  He  died  in  St.  Louis,  Mo., 
November  2,  1909. 

1867 —  Charles  Dustin  Hunking  was  born  in  Haverhill, 
May  30,  1850,  graduated  from  Harvard  in  1871,  and  from 
the  Harvard  Medical  School  in  1877,  and  died  at  Hamp- 
ton Beach,  N.  H.,  July  23,  1909. 

1868 —  Harry  Wilton  Cragin,  son  of  Hon.  A.  H.  and 
Isabella  T.  Cragin,  was  born  in  Lebanon,  N.  H.,  in  1849, 
graduated  from  Yale  in  1872  and  from  Columbia  Law 
School  in  1874.  For  three  years  he  was  an  examiner  in 
the  patent  office  at  Washington,  and  in  1878  began  the 
practice  of  his  profession  in  that  city.  He  died  July  19, 
1909,  in  the  Blue  Ridge  Mountains,  Va. 

1873 —  George  Bailey  Fowler,  a  business  man  of  Boston, 
died  in  Sharon,  November  13,  1909. 

1874 —  Albert  Fowler,  son  of  Robert  and  Susan  Kcedy 
Fowler,  was  born  near  Catonsvillc,  Baltimore  Co.,  Md., 
May  13,  1856.  He  had  been  United  States  consul  at  Pres- 
cott,  Canada,  and  later  assistant  auditor  West  Virginia 
Central  Railroad  Company.  Mr.  Fowler  died  at  Cumber- 
land, Md.,  October  20,  1909. 

1875 —  Mahlon  Hutchinson  is  one  of  the  vice-presidents 
of  the  American  Central  Life  Insurance  Company,  Drexel 
Building,  Philadelphia,  Pa. 
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1875 —  Professor  Fred  M.  Warren  of  Yale  has  edited 
the  Brittanicus,  Andromaque  and  Athalie  of  Racine,  pub- 
lished by  Henry  Holt  &  Co. 

1876 —  Professor  Levi  L.  Conant  of  the  Worcester  Poly- 
technic Institute  has  been  appointed  by  Governor  Draper 
a  member-  of  the  Massachusetts  State  Board  of  Education. 
Prof.  Conant  has  also  prepared  a  text-book  on  Plane  and 
Spherical  Trigonometry  which  the  American  Book  Com- 
pany publish. 

1879 — Rev.  Edwin  H.  Byington  of  Beverly  has  begun 
his  new  pastorate  at  West  Roxbury. 

x88o — Sidney  Wright  Hopkins,  Jr.,  and  Miss  Evelyn 
Briggs  were  married  September  4,  1909,  in  New  York 
City. 

1882 — Clement  Caughey  Reymer,  son  of  Philip  and  Han- 
nah C.  Riter  Reymer,  was  born  in  Allegheny,  Pa.,  Decem- 
ber 27,  1862,  became  a  merchandise  broker,  and  died  in 
Pittsburgh,   Pa.,  June  at,  1909. 

1884 —  George  Sanborn  Tenney,  son  of  Daniel  Wood- 
bury and  Sarah  Jane  Sanborn  Tenney,  was  born  in  Chi- 
cago, 111.,  August  2,  1865,  and  graduated  from  Amherst 
in  1888.  With  the  exception  of  one  year  he  was  connected 
with  C.  H.  Tenney  &  Co.,  commission  merchants,  in  New 
York  City.    He  died  in  that  city  March  3,  1909. 

1885 —  Joseph  W.  Lucas  is  with  John  Lucas  &  Co.,  paint 
manufacturers,  322  Race  St.,  Philadelphia,  Pa. 

t886 — Edwin  V.  Morgan  has  been  appointed  by  Presi- 
dent Taft  minister  to  Paraguay. 

1887 —  Rev.  J.  Rockwood  Jenkins  is  rector  of  St.  Luke's, 
Prescott,  Ariz. 

x887 — Raymond  Weeks  has  been  elected  professor  of 
the  Romance  languages  in  Barnard  College  of  Columbia 
University.  He  has  held  similar  positions  in  the  Univer- 
sity of  Missouri  and  the  University  of  Illinois. 

1888 —  John  Alden  Bovey  and  Miss  Margaret  Eugenie 
Jackson  were  married  October  14,  1909.  in  Minneapolis, 
Minn. 

X889 — Donald  Churchi.l,  son  of  Professor  John  Wesley 
and  Mary  Jane  Donald  Churchill,  was  born  in  Andover, 
May  20,  1870,  graduated  from  Harvard  in  1893,  and  en- 
tered at  once  upon  a  business  career  in  Detroit.  His 
enforced  stay  at  a  hospital  led  him  to  study  medicine, 
and  he  graduated  from  the  Harvard  Medical  School  in 
1898.  He  served  in  the  Adams  Nervine  Asylum  in  Ja- 
maica Plain  and  in  the  Rhode  Island  Hospital  at  Provi- 
dence, R.  I.,  and  in  1901  entered  upon  private  practice  in 
Providence.  While  at  Phillips  he  entered  heartily  into 
the  full  life  of  the  school,  serving  as  manager  of  the  base- 
ball team  and  winning  prizes  in  the  Draper  and  Means 
contests.  Dr.  Churchill  died  of  blood  poisoning  contracted 
in  the  discharge  of  his  profession  in  Providence,  R.  I., 
November  28,  1909. 

1890 —  Rev.  George  Brown  Spaulding,  Jr.,  and  Miss 
Emeline  Palmer  were  married  September  2,  1909,  in  Ston- 
ington,  Conn. 

1 89 1 —  Norwood  Park  Keen  graduated  from  Wabash 
College,  Crawfordsville,  Ind.,  in  1893.  For  three  years 
was  in  the  banking  business  in  Buffalo,  N.  Y.  Then  en- 
gaged in  newspaper  work  in  Rochester,  N.  Y.,  in  elec- 
trical supplies  in  Buffalo,  and  is  now  engaged  in  invest- 
ment securities  in  Buffalo,  and  may  be  addressed  at  546 
Delaware  Ave. 

1 89 1 — Rev.  Laird  W.  Snell  has  left  Birmingham,  Mich., 
to  become  rector  of  St.  Luke's,  Jamestown,  N.  Y. 

X892 — Albert  Sargent  Davis,  son  of  William  Henry  and 
Mary  Elizabeth  Sargent  Davis,  was  born  March  2,  1873, 
in  Cincinnati,  O.,  graduated  at  Yale  in  1896,  and  entered 
tne  publishhing  business  in  New  York  City.  He  became 
the  head  of  the  department  of  statistics  of  Redmond  & 
Co.  Mr.  Davis  died  at  the  Rhode  Island  Hospital  at 
Providence,  August  29,  1909. 


1892 — Arthur  E.  Foote's  address  is  Englewood,  N.  J.  I 

1892 — Benjamin  T.  Gilbert  is  making  automobile  anl 
marine  vacuum  muffllers  under  the  firm  name  of  Xargi 
Manufacturing  Co.,  36  Broadway,  New  York. 

1892 — Rev.  George  E.  Lake  of  Chelsea,  Vt.,  has  acj 
cepted  his  call  to  Hamilton,  Mass. 

1892 — Professor  George  H.  Nettleton  of  Yale  has  editel 
"Old  Testament  Narratives,"  which  Henry  Holt  &  Cor 
pany  publish. 

1892 —  Lloyd  W.  SmUh  has  been  admitted  to  the  fin| 
of  N.  W.  Harris  &  Co.,  Bankers,  New  York  City. 

'893 — Robert  C.  Gilmore's  address  is  Summit,  N.  J. 

1893 —  -William  M.  Stuart  is  one  of  the  clerks  in  th| 
United  States  Senate,  Washington,  D.  C. 

1893 —  William  R.  Webb,  Jr.,  is  associate  principal 
the  Webb  School,  Bell  Buckle,  Tenn. 

1894 —  The  Yale  Publishing  Association  has  publishtl 
"The  Journal  of  an  Expedition  across  Venezuela  and  C  I 
lombia,"  written  by  Hiram  Bingham,  Ph.  D.,  lecturer  c| 
Latin  American  History,  Yale  University. 

1895 —  Mason  Tyler  Adams  is  a  mining  engineer  wit| 
offices  at  the  McPhee  Building,  Denver,  Col. 

1895 — William  H.  Field  is  business  manager  of  tl| 
Chicago  Tribune. 

1895 —  Edward   Clark  Upton,   son  of   Edward  L.  an 
Marion  Burton  Upton,  was  born  September  10,  1876,  i| 
Waukegan,  111.,  graduated  from  Yale  in  1899  and  becanf 
associated  with  the  law  firm  of  Cook  and  Upton. 
Lied  October  30,  1909,  at  Waukegan,  111. 

1896 —  Harry  Justin  Colburn,  for  six  years  connectd 
with  Wesleyan  Academy  at  Wilbraham,  and  in  businej 
in  New  York  Lity  for  a  year  and  a  half,  is  now  teachir 
history  in  the  Southwestern  State  Normal  School,  Cal| 
fornia.  Pa. 

1896 — George    M.    Colvocoresses   is  superintendent 
the  Millerett  Silver  Mine,  Gowganda,  Ontario,  Canada. 

1896 — Harold  Rollins  Wade,  son  of  Edric  Allen  ai 
Mary  Scruton  Wade,  was  born  September  20,  1876, 
Lawrence,  graduated  at  Harvard  in  1902,  was  connectJ 
with  Cornell  and  with  the  Bureau  of  Chemistry  at  Was! 
ington,  D.  C.  He  died  in  Washington,  D.  C,  April  i| 
1909. 

1898 — George  W.  Babcock  is  treasurer  of  the  Purit;| 
Cordage  Mills  of  Lpuisville,  Ky. 

1898 —  Samuel  D.  Woodhouse  is  agent  for  the  Americl 
Surely  Co.,  with  offices  at  the  McMillan  Building,  ]| 
Cross,  Wis. 

1899 —  John  S.  Webb  is  in  the  real  estate  business  wil 
offices  at  Therma|,  Cal.,  and  at  435  West  41st  Placl 
Los  Angeles,  Cal. 

1902 — Herbert  P.  Onasch  of  96  Hart  St.,  Brooklyn, 
Y.,  graduated  last  June  from  the  New  York  Law  Scho<| 

1902 — Earle  T.  Stannard  is  assistant  superintendent 
the  Federal  Lead  Company  at  Flat  River,  Mo. 

1902 — Abel  C.  Thomas  is  a  member  of  the  law  fii| 
of  Reynolds  &  Thomas,  2  Rector  St.,  New  York  City. 

1904 — Andrew   L.   Bostwick's   address   is  4654  Ber'j 
Ave.,  St.  Louis,  Mo. 

1904 — Harold  C.  Cole  is  cashier  in  the  La  Casa  Loi| 
Hotel  in  Redlands,  Cal. 

1906 —  Mellen  Chamberlain  Peirce,  Jr.,  son  of  Mellj 
Chamberlain  and  A.  H.  Hayford  Peirce,  was  born  at  Bi 
gor,  Me.,  July  13,  1886,  and  entered  Harvard.  After! 
month's  illness  he  died  in  Bangor,  November  11,  1900J 

1907 —  Frederick  J.  Daly  has  been  elected  captain  of  t| 
Yale  football  team  for  the  season  of  1910. 

1908 —  Robert  A.  Gardner  is  the  amateur  golf  champi| 
of  the  United  States  for  1909. 
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Seminary  Purchase  Fund 

The  completion  of  the  fund  required  to  meet  the 
ntire  obligation  of  the  trustees  in  connection  with 
he  purchase  of  the  Seminary  property  still  holds 
irst  place  in  the  thoughts  and  plans  of  the  school 
mthorities.     At  the  opening  of  the  winter  term 
ipproximately  one  hundred  thousand  dollars  were 
i till  needed.    With  the  approval  of  the  trustees, 
Principal  Stearns  started  out  on  a  personal  canvas 
or  this  sum.   Distinct  progress  had  been  made  when 
ifter  several  weeks  of  work  Mr.  Stearns  was  obliged 
0  abandon  the  campaign  and  return  to  Andover, 
awing  to  illnesses  among  members  of  the  faculty  and 
office  force.    Some  further  efforts  will  be  made  dur- 
ng  the  spring  term,  but  it  is  doubtful  whether  the 
mtire  amount  can  be  secured  by  the  end  of  the 
urrent  school  year  as  had  previously  been  hoped. 
\t  the  present  time  fifty  six  thousand  dollars  are 
till  required.    The  work  to  date  has  convinced  the 
rustees  that  this  amount  can  easily  be  raised  if  only 
nen  who  are  able  to  give  can  be  reached  and  ap- 
>ealed  to  in  person.   Responses  to  such  appeals  have 
jeen  generous,  but  the  main  difficulty  is  to  reach 
nen  living  in  remote  places.    In  the  majority  of 
:ases  letters  have  accomplished  little,  though  in  a 
ew  conspicuous   instances   the   results   from  this 
ource  have  been  most  gratifying.    There  are  still 
nany  alumni  whose  names  do  not,  but  ought  to, 
ppear  on  the  list  of  contributors  to  this  probably 
he   most    important   and    significant  undertaking 
ince  the  founding  of  the  school.    Old  Andover  men 
cho  are  loyal  to  Phillips  Academy  and  the  ideals 
or  which  it  stands  should  regard  it  as  an  honor  to 
dd  their  names  to  the  long  list  of  those  who  have 
lready  extended  their  help.    No  alumnus  can  read 
his  list  of  names  without  being  impressed  with  the 
xtent  and  strength  of  this  group  of  loyal  Andover 
len.   With  an  object  so  manifestly  important  to  the 
fe  and  progress  of  the  school,  and  with  a  body  of 
ontrilmtors  so  widely  representative  of  classes  and 
Dcalities,  it  would  almost  seem  as  if  a  mere  state- 


ment of  the  amount  still  required  to  complete  this 
fund  should  be  in  itself  enough  to  call  forth  con- 
tributions sufficient  to  complete  the  fund  and  to 
leave  the  trustees  free  to  deal  with  other  and  pres- 
sing problems.  We  give  below  a  list  of  those  who 
have  subscribed  to  date,  and  in  behalf  of  the  author- 
ities and  friends  of  the  school,  we  take  this  occasion 
to  express  to  them  deep  and  lasting  gratitude: 


Abbott,  I.  A. 

Chase,  I.  W. 

'76 

Abbott,  W.  L.  Jr. 

'02 

Cobb,  S.  E. 

'83 

Adams,  T.  M. 

'71 

Cogswell,  L. 

'69 

Alger,  F,  M. 

'96 

Colgate,  R. 

'92 

Alger,  R.  A. 

'93 

Corliss,  C.  A. 

'86 

Allen,  P.  R. 

'92 

Cousens,  Harriet  S. 

Appleton,  F.  R. 

'71 

Cox,    E.  V. 

'91 

Armour,  W.  A. 

'04 

Coxe,  C.  E. 

'89 

Bailey,  H.  R. 

'73 

Crane,  F.  G. 

'84 

Barbour,  Mrs.  E.  T. 

Crocker,   W.  H. 

'79 

(in  memory  of  F.  H. 

Croker,  R.  S.  Jr. 

'96 

Barbour, 

'89 

Crosby,  J. 

'86 

Barbour,  W.  T. 

'96 

Danforth,  G.  H. 

'86 

Bardwell,  R.  D. 

'04 

Day,  D.  H. 

'95 

Barr,  A.  McD. 

'08 

Day,  M.  C. 

'58 

Beeson,  C.  E. 

'90 

deForest,  J. 

'92 

Berger,  A.  B. 

'03 

Dickson,  A.  G. 

'96 

Bishop,   E.  B. 

'90 

Donnelly,  A. 

'07 

Black,  G.  P. 

'80 

Dryden,  F.  F. 

'89 

Bonbright,  I.  W. 

'91 

duPont,  A.  I. 

'82 

Borden,  M.  C.  D. 

'60 

Eagle,  J.  F. 

'92 

Bovey,  C.  C. 

'86 

Easton,  A.  M. 

'83 

Brainard,   E.  H. 

'89 

Edwards,  C.  F. 

'96 

Branum,  A.  M. 

'07 

Edwards,  H.  S. 

'02 

Brown,  W.  W. 

'55 

Edwards,  H.  L. 

'08 

Brown,  H.  J. 

'80 

Edwards,  R.  G. 

'02 

Brown,  0.  B. 

'88 

Evans,  A.  S. 

'04 

Brown,  W.  R. 

'93 

Evans,  J.  Jr. 

'04 

Brown,  D.  P. 

'04 

Farnam,  H. 

'91 

Brown,  S. 

'08 

Farson,  J.  Jr. 

'01 

Buck,  W. 

'64 

Field,   W.  H. 

'9S 

Burdick,  J.  W. 

'99 

Fisher,  H.  J. 

'92 

Case,  G.  B. 

'90 

Flinn,  W.  A. 

'02 
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Fox,  A. 

'99 

Knowlton,  D.  E. 

'86 

Perkins,  H.  F. 

'83 

Stevens,  J.  P. 

Frear,   C.  W. 

'89 

Lawson,  V.  F. 

'72 

Phipps,  H.  C. 

'99 

Stevens,  N. 

Fuller,  S.  L. 

'94 

Leeds,  R.  G. 

'04 

Phipps,  H. 

'99 

Stimson,  H.  L. 

Fulton,  L.  E. 

'97 

Letton,  H.  W. 

'94 

Phipps,   J.  S. 

'92 

Stone,  M.  E. 

Garver,  J.  A. 

'71 

Lyon,  W.  R. 

'90 

Pinkerton,  A. 

'97 

Sullivan,  B,  H. 

Gates,  L.  H. 

'83 

McClure,   W.  I. 

'87 

Prentiss,  J.  W. 

'94 

Taylor,  A.  S. 

Gilmore,  R.  C. 

'93 

McCord,  C.  C. 

'68 

Preston,  O. 

'94 

Thompson,  A.  P. 

Goetchius,  J.  M. 

'92 

McCord,  R.  A. 

'91 

Rafferty,  C.  D. 

'00 

Thwing,  F.  B. 

Gordon,  D. 

'95 

McCormick,  H.  B. 

'88 

Richards,  W.  F. 

'85 

Tolles,  S.  H.  Jr. 

Greenway,   G.  C. 

'94 

McCormick,  V.  C. 

'91 

Ripley,  A.  L. 

'73 

Tyler,   R.  P. 

Greenway,   J.  C. 

'96 

McLanahan,  G.  X. 

'92 

Russell,  T.  F. 

'93 

VanDuzer,  H.  S. 

Hartwell,  Mrs.  M.  V. 

McMillan,  P.  H. 

'91 

Sawyer,  J.  C. 

'90 

Walcott,  F.  C. 

Hay,  S. 

'98 

Magee,  J.  M. 

'95 

Schreiber,  G. 

'94 

Wentz,  D.  B. 

Hayes,  B.  H. 

Magee,  W.  A. 

'76 

Schweppe,  C.  H. 

'98 

Weyerhaeuser,  F.  E. 

A  NEW 

Hazen,  J.  J. 

'94 

Marvin,  E.  R. 

'93 

Hellman,  C.  M. 

'99 

Merrill,  G.  E. 

'00 

Henning,  G.  N. 

'90 

Mills,  J.  L. 

'97 

Hixon,  G.  C. 

'90 

Moorehead,  J. 

•76 

Humbird,  J.  S.  Jr. 

'04 

Morgan,  C. 

'89 

Hunt,  L.  J. 

'90 

Morris,  I.  N. 

'93 

Irwin,  C.  E. 

'00 

Moseley,  H.  P. 

'90 

Isham,  S. 

'71 

Mowry,  L.  D. 

'89 

Isham,  W.  B. 

'73 

Neale,  J.  B. 

'92 

James,  A.  C. 

Neale,  J.  C. 

'89 

Jennings,  0.  G. 

'83 

Nicola,  O.  P. 

'91 

Johnson,  F.  H. 

'52 

Otis,  J.  E. 

'88 

Johnson,   L.  A. 

'93 

Owsley,  L.  S. 

'90 

Joy,  H.  B. 

'83 

Pardee,  A.  D. 

'92 

Joy,  R.  P. 

'90 

Parrott,  J.  R. 

'79 

Kimberly,  J.  C. 

'91 

Parsons,  J. 

'89 

Knapp,  J.  H. 

'92 

Payne,  G.  §. 

'64 

Seymour,  O.  S. 
Sheffield,   G.  S. 
Shelden,  H.  D. 
Shiras,  G.  P. 
Simmons,  F.  H. 
Smith,  E.  C. 
Smith,  J.  D. 
Smith,  L.  W. 
Spaulding,  S.  S. 


91 
'92 

'10 

'94 

*7i 
'93 
'92 

'68 


White,  E. 
Whittemore,  H. 
Widdicomb,   G.  R. 
Willard,  L. 
Woolsey,  C.  B. 
Woolsey,  J.  M. 
Woolverton,  W.  H.  J 
Members  of  Class  of 


A  New  Dormitory 

It  has  been  a  long  cherished  purpose  of  the 
tees  of  Phillips  Academy  to  provide  comfortabl 
attractive  dormitory  accomodations  at  a  reaso 
cost  for  the  entire  student  body.    The  acquisiti 
the  Seminary  property  has  added  in  a  large  d 
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0  the  number  of  buildings  available  for  this  pur- 
ose. 

As  another  step  in  this  direction,  the  Trustees 
ave  approved  the  following  plan  for  the  erection 
f  a  dormitory  which,  it  is  thought,  will  be  placed 
m  the  land  south  of  Bartlet  Hall,  located  to  cor- 
espond  with  the  Chapel  and  balancing  the  Semi- 
lary  group  of  buildings. 

The  accompanying  cuts  show  the  general  appear- 
,nce  of  the  proposed  dormitory,  the  arrangement 
if  the  rooms  and  accommodations. 

It  will  be  one  hundred  and  fifteen  feet  long  by 
orty-five  feet  wide,  substantially  built  of  brick  with 
tone  trimmings  and  slate  roof,  providing  rooms 
or  forty-six  boys  and  two  instructors.  A  fire  wall 
vill  divide  the  building  into  two  separate  and  dis- 
inct  parts,  each  in  charge  of  an  instructor. 

The  rooms  will  be  as  follows: 

Twelve  double  suites,  at  three  hundred  dollars 
each. 

Four  single  suites,  at  two  hundred  dollars  each. 
Twenty  single  rooms,  at  one  hundred  and  fifty 
dollars  each. 

Each  study  will  have  a  fireplace,  thus  providing 
xcellent  ventilation,  with  the  added  luxury  of  an 
>pen  fire  whenever  desired. 

On  each  floor  are  four  toilets  and  two  shower 
■aths  with  hot  and  cold  water.    The  building  will 
ie  heated  by  steam  from  the  central  plant  and  the 
ialls  lighted  by  electricity  without  charge  to  the 
enants.    Electric  fixtures  will  be  provided  in  each 
oom,  the  occupant  paying  for  the  light  used  by 
im,  there  being  separate  meters  for  each  suite. 
The  estimated  cost  of  the  building  complete,  as 
esigned  by  Mr.  Guy  Lowell  of  Boston,  is  $50,000.00. 
nd  it  will  be  financed  in  the  following  manner: 
The  committee  of  the  Trustees  will  sell  one  hun- 
red  $500.00  twenty  year,  4  1-2  per  cent  notes,  guar- 
[nteed  by  the  Trustees,  as  to  principal  and  interest, 
|nd  callable  in  whole  or  in  part  at  par  at  any  in- 
J:rest  period  on  thirty  days'  notice,  the  interest 
eing  payable  semi-annually  on  January   1st  and 
ttly  1st.    The  Trustees  will  redeem  at  least  two 
nousand  dollars  (four  notes)  of  the  principal  each 
ear,  beginning  January  1,  1912.    In  case  the  notes 
uinot  be  purchased  at  par,  they  will  be  drawn  by 
>t.    Each  note  will  be  numbered  and  registered 
J  that  checks  for  interest  may  be  mailed  by  the 
cademy  Treasurer  to  the  registered  owners. 
This  manner  of  financing  the  dormitory  will  en- 
ile  many  of  the  younger  graduates,  who  are  not 
1  a  position  to  make  a  direct  gift  of  cash,  to  render 
nportant  aid  to  the  Academy.    For  in  this  way 
iey  can  make  a  sure  investment,  netting  4  1-2  per 
:nt,  and  get  their  original  investment  back  at  the 
>ngest  in  twenty  years. 

1  From  the  financial  plan,  as  outlined,  it  is  evident 
■  at  as  the  principal  of  the  loan  decreases,  by  the 


payment  of  two  thousand  dollars  per  year,  the  an- 
nual charge  of  interest  will  decrease;  and  the  re- 
sulting increased  net  profit  from  the  rental  of  the 
building,  can  be  either  used  in  retiring  additional 
notes,  or  credited  to  the  general  income  of  the 
Academy. 

In  short,  the  Academy  will  within  twenty  years 
become  the  owner  of  a  substantial  modern  building. 
During  all  that  time  the  building  will  have  been  ac- 
complishing and  furthering  one  of  the  great  needs 
of  the  Academy,  namely,  the  housing  of  all  students 
in  school  dormitories. 

It  is  hoped  that  the  advantages  to  be  derived  by 
the  Academy  will  be  so  manifest,  and  the  response 
to  the  plans  of  the  committee  will  be  so  general 
that  in  a  short  time  other  dormitories  will  be  erected 
upon  similar  plans. 

Important  Changes  in  Highway 

For  several  months  the  trustees  of  the  school, 
the  officials  of  the  street  railway  company,  and  the 
selectmen  of  Andover  have  been  in  frequent  con- 
sultation in  regard  to  desired  changes  in  the  main 
highway  on  the  hill  adjoining  the  school  property. 
Careful  plans,  prepared  by  Olmsted  Brothers,  the 
landscape  architects,  were  some  time  ago  approved 
by  the  street  railway  and  the  trustees,  and  at  the 
annual  town  meeting  in  March  these  plans  were 
unanimously  approved  by  the  town.  It  is  expected 
that  work  will  be  well  under  way  by  the  time  this 
issue  of  the  Bulletin  reaches  its  readers.  By 
commencement  time  the  changes  should  be  fully 
consumated. 

It  is  difficult  to  explain  in  such  an  article  as  this 
the  full  nature  and  scope  of  the  changes  that  are 
to  be  made.  All  are  agreed,  however,  that  the  im- 
provements are  necessary  and  will  be  of  great  bene- 
fit to  all  parties  interested.  Since  the  double  tracks 
of  the  railway  were  laid  from  the  top  of  Andover 
hill  the  present  highway  has  proved  inadequate  for 
the  increasing  travel  that  passes  over  it.  The  road- 
way east  of  the  tracks  and  adjoining  the  Seminary 
campus  is  far  too  narrow  for  practical  use  and  is 
actually  dangerous.  At  one  time  the  possibility 
of  cutting  down  the  bordering  row  of  elm  trees  was 
seriously  considered,  but  this  disaster,  for  such 
it  would  have  been,  was  happily  averted.  The  new 
plan  promises  to  eliminate  all  existing  dangers  and 
with  the  loss  of  very  few  if  any  trees  of  permanent 
value. 

The  first  step  to  be  taken  will  be  the  cutting  down 
of  a  row  of  small  ash  trees  on  the  westerly  side 
of  the  street.  The  highway  on  this  side  of  the 
tracks  will  then  be  widened  to  40  feet  and  the  old  un- 
tidy roadway  that  formerly  existed  between  the  high- 
way and  the  sidewalk  on  this  western  side  will  be 
entirely  eliminated.  The  sidewalk  in  its  turn  will 
be  carried  some  twenty  feet  out  towards  the  street 
to  the  east,  thus  extending  the  depth  of  the  lawns 
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on  the  adjoining  property,  and  removing  the  travel 
from  its  present  objectionable  proximity  to  school 
buildings  and  residences. 

Beginning  at  Salem  street  and  going  south,  the 
car  tracks  will  be  carried  to  the  easterly  side  of  the 
highway  and  the  double  tracking  which  now  stops 
in  front  of  the  Brick  House  will  be  continued  to 
a  point  considerably  beyond  Porter  Road.  There 
will  be  no  regular  stopping  place  for  cars  between 
Salem  Street  and  Porter  Road,  thus  doing  away 
with  much  of  the  noise  and  confusion  that  have 
proved  a  source  of  great  annoyance  in  the  past  to 
those  residing  in  the  houses  in  this  section. 

As  an  offset  to  the  extra  space  taken  for  road- 
way on  the  westerly  side  of  the  highway,  the  pre- 
sent roadway  east  of  the  tracks  from  Chapel  Ave- 
nue to  Salem  street  will  be  grassed  over,  and  turf 
will  also  be  laid  between  the  tracks  themselves  so 
that  the  cars  will  run  through  a  grass  reservation. 
This  last  feature  of  the  new  plan  will  add  much 
to  the  beauty  of  the  hill  itself  and  will  largely  elimi- 
nate the  noise  and  dust  now  occasioned  by  the 
passing  of  cars. 

The  expense  involved  in  these  extensive  changes 
will  be  shared  by  the  rail-road,  the  town,  and  the 
trustees  of  the  school,  and  4he  trustees  have  recently 
authorized  the  expenditure  of  fifteen  hundred  dol- 
lars for  this  purpose.  The  trustees  have  also  deeded 
to  the  town  to  be  cared  for  by  the  Village  Improve- 
ment Society,  the  gore  of  land  just  south  of  the  hill 
and  lying  between  the  main  highway  and  Brothers 
Field  and  through  which  the  car  tracks  are  located. 
The  approach  to  the  hill  from  the  south  will  be 
much  beautified  in  consequence.  The  trustees  will 
assume  the  responsibility  of  keeping  the  grounds 
adjoining  the  roadway  in  good  repair  and  in  fitting 
harmony  with  the  extensive  lawns  that  adjoin  them 
on  both  sides  of  the  street.  The  changes  when  com- 
pleted will  undoubtedly  add  greatly  to  the  physical 
beauty  of  the  entire  hill. 

Death  of  Dr.  Day 

Through  the  death  on  April  5th  of  Rev.  Charles 
Orrin  Day,  Phillips  Academy  lost  one  of  its  most 
loyal  friends  and  the  community  one  of  its  most 
respected  citizens.  As  president  of  the  faculty  of 
•the  Theological  Seminary  Dr.  Day's  time  and 
thoughts  were  filled  with  exacting  duties  and  count- 
less tasks,  yet  from  the  moment  he  took  up  his 
residence  on  Andover  hill  he  manifested  an  interest 
in  the  Academy  and  its  students  so  keen  and  gener- 
ous as  to  win  for  himself  the  deep  affection  of  the  stu- 
dent body.  He  was  a  regular  and  interested  spec- 
tator at  the  school  games  and  frequently  at  practice. 
His  cheery  word  of  encouragement  or  advice  was 
welcomed  and  valued  by  every  member  of  the 
various  school  teams.  No  mass  meeting  could  be 
a  complete  success  without  his  happy  speech,  and 
no  victorious  team  accompanied  by  its  admiring 
and  shouting  supporters  dreamed  of  winding  up  the 
evening  celebration  around  the  bonfire  on  the 
campus  until  the  stately  Phelps  House  had  been 
visited  and  Dr.  Day,  responding  to  enthusiastic 
shouts  and  summons,  had  faced  the  mass  of  eager 
faces  and  had  told  them  himself  how  glad  and  proud 
he  was  of  their  success. 

The  hold  that  Dr.  Day  had  on  the  affections  and 


esteem  of  the  boys  of  his  time  was  unique  and 
always  testify  more  strongly  than  words  to 
pureness  of  his  character  and  to  the  strength  of 
manhood.    He  was  never  too  old  or  too  busy 
lose  his  boyish  interests  and  enthusiasms.    He  lo 
boys  and  trusted  them  and  the  boys  in  return 
stinctively  loved  him.    He  saw  the  best  in  every 
and  his  confidence  in  boys  forced  him  to  beli 
that  that  best  would  eventually  gain  complete 
premacy.    He  used  laughingly  to  say  that  he  cc 
never  be  a  disciplinarian  because  he  would  not  h 
the  heart  to  punish  where  punishment  was  requi 
The  sunshine  of  his  nature  was  contagious.  In 
presence  men  saw  and  felt  as  never  before  the  me 
ness  of  selfish  aims  and  petty  jealousies  and  w 
inspired  to  strive  for  larger  and  better  things. 

To  the  old  Andover  men  whose  life  at  Phil 
Academy  fell  at  a  time  that  permitted  them  to  er 
that  rich  and  helpful  fellowship,  the  news  of 
Day's  death  will  bring  a  feeling  of  irreparable  1 
But  they  will  count  it  among  the  great  and  las 
privileges  of  their  lives  that  in  the  impression, 
and  formative  days  of  their  youth  they  were 
mitted  to  come  under  the  influence  of  one  who  tat, 
by  example  far  more  than  by  precept  the  sanen| 
and  the  strength  and  the  joyousness  of  the  Chil 
like  life. 

Boston  Alumni  Dinner 

The  annual  dinner  of  the  Boston  Alurnni  A 
ciation  of  Phillips  Academy  was  held  on  Thun 
night,  February  3,  at  Young's  Hotel  in  Bos 
There  were  about  125  present  out  of  250  meml 
a  very  good  representation.  Great  interest 
shown  in  the  welfare  of  the  Academy.  Presii 
Hollis  R.  Bailey  of  the  Association  presided 

Principal  Stearns  gave  an  interesting  talk  on 
equipment  and  ideals  of  the  school,  and  spoke 
hopefully  of  the  subscriptions  to  the  Seminary  j 
chase  Fund  which  the  trustees  are  now  raising. 

Dean  Hurlburt  of  Harvard  spoke  of  the  Acad 
in  the  highest  terms,  endorsing  it  as  a  nationa 
stitution  and  a  conserver  of  the  democracy  of 
country.  General  William  D.  Sawyer,  a  brothe 
the  Treasurer  of  the  Academy,  spoke  for  the  '.' 
York  Alumni  Association,  and  paid  high  tri 
to  the  memory  of  Dr.  Bancroft,  the  former  I 
cipal. 

Professor  Charles  H.  Forbes  spoke  on  the  pec 
work  of  a  teacher  in  the  Academy,  dwelling 
ticularly  on  the  cultural  element  in  our  educa 
and  the  development  of  good  taste. 

Mr.  Smith,  a  veteran  of  the  Civil  War,  tol 
Andover  in  the  sixties,  and  the  Andover  spirit  sh 
on  the  battlefield,  he  himself  having  taken  pan 
twenty-seven  engagements. 

Clyde  Martin,  President  of  the  Senior  Class,  s 
interestingly  of  the  present  day  interests  of  the 
dents.  His  portrayal  of  the  present  Andover 
dent  was  much  appreciated  by  the  older  men 
present. 

A  quartet  from  the  Andover  Glee  Club,  assi 
by  an  Alumni  chorus,  gave  a  selection  after  j 
speaker  finished.  A  number  of  undergraduates  1 
present  by  special  invitation.  The  dinner  was  a  j 
success,  and  was  much  enjoyed  by  all. 
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New  York  Alumni  Dinner 

The  annual  dinner  of  the  New  York  Alumni  was 
eld  at  the  University  Club  on  Fifth  Avenue  on 
riday  evening,  January  28.  Owing  to  conflicts  with 
ie  New  York  Harvard  dinner  and  the  dinner  of  the 
ew  Jersey  Yale  Alumni  Association,  many  regular 
tendants  were  absent.  Those  present  were  imbued 
ith  enough  enthusiasm  to  offset  the  loss  in  num- 
ers  and  the  speeches  were  of  unusual  excellence, 
he  singing  was,  as  usual,  in  charge  of  Frank  Sim- 
ions,  '94.  President  John  B.  Garver  was  detained 
t  Washington,  where  he  was  trying  a  case  before 
ie  Supreme  Court,  and  in  his  absence,  William 
.  Sawyer,  '85,  presided.  Mr.  Stearns,  Dr.  Page, 
id  Mr.  Stackpole  represented  the  school. 
The  speakers  were;  Principal  Stearns,  Justice 
ilark  of  the  Appellate  Division  of  the  N.  Y.  Supreme 
ourt,  Dean  Andrew  West  of  Princeton,  Mr.  Stack- 
Die,  and  E.  W.  Clucas,  '00. 

'  After  the  banquet  proper,  about  fifteen  men  re-" 
ained  to  sing  and  exchange  "yarns"  of  the  school 
jiys,  until  the  early  morning  hours. 

Philadelphia  Alumni  Smoker 

'  On  the  evening  of  February  14,  the  Alumni  Asso~ 
ation  of  Philadelphia  and  vicinity  held  an  informal 
noker  at  the  University  Club  on  Chestnut  street, 
bout  thirty  men  were  present.    Mr.  Talcott  Wil- 
ims,  P.  A.,  '69,  and  president  of  the  association, 
rected  the  festivities.  '  Principal  Stearns  was  the 
■iest  of  the  club,  and  at  the  invitation  of  the  mem- 
rs  showed  a  large  number  of  stereopticon  views 
the  school  of  the  past  and  present.    At  the  re- 
vest of  those  present,  Thomas  Lynn,  P.  S.  '05,  told 
r  the  present  opportunities  of  Phillips  Academy 
1  r  a  poor  boy  to  work  his  way  through  the  school. 
1  his  own  school  days  Lynn  had  worked  his  way, 
tiding  at  the  same  time  opportunity  to  take  part 
the  school  athletic  life  and  maintaining  an  honor 
nk  in  scholarship  through  most  of  his  course. 
fA  collation  was  served  at  the  close  of  the  meeting, 
rincipal  Stearns  was  kept  busy  till  a  late  hour 
kiswering  questions  about  the  school. 

Pittsburg  Alumni  Dinner 

The  annual  meeting  of  the  Phillips  Academy 
dumni  Association  of  Pittsburg  and  vicinity  was 
•Id  at  the  Duquesne  Club  in  Pittsburg  on  Fri- 
ijr  evening,  March  11.  James  Magee,  '95,  acted 
toastmaster,  and  speeches  were  made  by  John 
Neil,  '89,  Dr.  Lyon,  '90,  and  Principal  Stearns, 
ho  was  the  guest  of  the  association.  Southard 
av>  '98,  the  secretary,  told  of  the  plans  of  the  as- 
ciation  for  sending  a  contribution  to  the  Semi- 
.ry  Purchase  Fund.  Before  the  meeting  closed, 
500  was  pledged  to  the  fund  and  a  committee 
is  appointed  to  secure  additional  contributions 
om  those  not  present.  About  thirty  men  were 
esent,  and  in  addition  to  the  regular  advertised 
eeches,  several  men  were  called  on  to  relate 
pries  of  their  school  days  at  Andover. 

Harvard-Andover   Club  Dinner 

The  Harvard-Andover  Club  held  its  annual  din- 
r  and  meeting  at  the  Phillips  Inn,  on  Monday 

•cning,  March  14.  In  addition  to  the  Harvard  men 
the  faculty  of  Phillips  Academy  and  those  re- 

.ling  in  the  town,  several  undergraduates  who  are 

inning  to  enter  Harvard,  were  present  by  invi- 
ion  of  the  club. 


The  following  men  secured  special  honors  in 
scholarship  during  the  past  winter  term: 

HONORS  OF  THE  FIRST  GRADE 

John  Radford  Abbot,  Andover. 
James  Phinney  Baxter,  3rd,  Portland,  Me. 
Frank  Warren  Brown,  Winchester. 
Gaylord  Merritt  Gates,  Andover. 
Roy  Edward  Hardy,  Andover. 
Warren  Jay  Keyes,  Terra  Haute,  Ind. 
Phillips  Garrison  Morrison,  Andover. 
Norman  Huntington  Piatt,  Dover,  N.  J. 
Paul  Barry  Owen,  Vineyard  Haven. 
William  Gorham  Rice,  Jr.,  Albany,  N.  Y. 

HONORS  OF  THE  SECOND  GRADE 

Edward  Salisbury  Bentley,  Lawrence,  N.  Y. 

William  McEchron  Bowden,  Glens  Falls,  N.  Y. 

Lindsay  Bradford,  Burlington,  Vt. 

Hugh  Picken  Brady,  Sitka,  Alaska. 

Alexander  Bern  Bruce,  Lawrence. 

Samuel  Kendall  Bushnell,  Arlington. 

Cornelius  Joseph  Callahan,  Lawrence. 

Walter  Grant  Dickey,  Kansas  City,  Mo. 

James  Parsons  Gifford,  White  Plains,  N.  Y. 

William  Ernest  Gould,  Bristol,  Conn. 

Harold  Chase  Greene,  Baltimore,  Md. 

Alvin  Bartlett  Gurley,  Nantucket. 

Carroll  Miller  Hall,  Jamestown,  N.  Y. 

Van  Dyne  Howbert,  Colorado  Springs,  Colo. 

William  Glen  Hulbert,  Everett,  Wash. 

Alexander  Lewis  Jackson,  Englewood,  N.  J. 

Henry  Tomlinson  Middlebrook,  Bridgeport,  Conn. 

Lewis  Shelton  Middlebrook,  Bridgeport,  Conn. 

Kenneth  Lathrop  Moore,  Detroit,  Mich. 

Stanley  Morrison,  Redlands,  Cal. 

Leonard  Smith,  New  York  City. 

Egbert  Foster  Tetley,  North  Chelmsford. 

Richard  Morgan  Thompson,  Fall  River. 

Theodore  Torrey,  South  Weymouth. 

Historic  Relic 

A  big  stone  ball  now  in  Mr.  Allen's  room,  was 
presented  to  the  school  by  Prof.  John  P.  Taylor, 
P.  A.  '62.  The  ball  is  one  that  was  used  by  the 
Romans  in  the  balista.  It  was  found  on  the  west 
side  of  Jerusalem,  near  the  place  where  the  tenth 
legion  encamped  after  the  city  had  been  taken  by 
Titus.  This  shot  is  very  well  rounded  and  is  a  fine 
relic.  Its  diameter  is  12  inches  and  it  weighs  75 
pounds. 

There  is  a  smajl  tile  of  the  tenth  legion  in  the 
room  also.  This  was  found  near  the  shot.  In  the 
centre  of  the  tile  the  mark  of  the  tenth  legion  has 
been  carved. 

New  Students 

The  following  men  have  entered  school  since  the 
Christmas  vacation: 
Arthur  Brij?ham,  Jr.,  Jersey  City,  N.  J. 
John  Crcighton  Daughcrty,  Omaha,  Neb. 
Ralph  Johnson,  Allston,  Mass. 
John  Stephen  Martinez,  Monte  Vista,  Col. 
Donald  Lyman  Page,  Springfield,  Mass. 
Francis  Arthur  Ralton,  Lawrence,  Mass. 
Douglas  A.  Shepardson,  Reading,  Mass. 
Stephen  Taylor  Woodbridge,  West  Newton,  Mass. 
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Gift  to  the  School 

A  cannonball  of  great  historical  interest  has  re- 
cently been  presented  to  the  Academy.  It  was 
thrown  into  Joppa  by  Napoleon's  troops  at  the  in- 
vasion of  Palestine  in  1799,  and  was  found  in  the 
garden  of  Mr.  Serapion  J.  Murad.  The  late  Dr. 
Selah  Merrill,  former  American  consul  to  Jerusalem, 
brought  it  to  America.  Mrs.  Merrill  has  presented 
it  to  the  school,  and  it  is  at  present  in  the  principal's 
office. 


Constitution  of  the  Student  Council 
Phillips  Academy 


The  following  is  the  constitution  of  the  Student 
Council  of  Phillips  Academy. 

Article  i 

Name — The  name  of  this  organization  shall  be 
"The  Student  Council  of  Phillips  Academy." 

Article  ii 

Object — The  object  of  this  organization  shall  be 
to  promote  the  best  interests  of  the  school,  to 
establish  and  maintain  school  customs  and  tradi- 
tions, and  to  secure  a  heartier  co-operation  between 
the  student  body  and  the  faculty  in  administration 
of  school  affairs. 

Article  hi 

Membership — Section  1.  The  membership  of  this 
council  shall  comprise  nineteen  students  and  the 
Principal  of  the  Academy. 

Sec.  2.  No  student  shall  be  eligible  for  member- 
ship who  has  not  been  a  regular  student  in  the 
Academy  for  at  least  one  year. 

Sec.  3.  The  student  members  of  the  council  shall 
be  divided  as  follows:  Five  Seniors,  four  Middlers, 
and  two  Junior  Middlers,  elected  by  their  respective 
classes,  and  the  following:  One  member  elected 
from  the  Phillipian  Board,  one  member  elected  from 
the  Society  of  Inquiry,  one  member  each  elected 
from  the  Philomathean  and  Forum  Debating  Soci- 
eties, one  member  each  elected  from  the  first  and 
second  Honor  List  men  of  the  preceding  spring 
term,  the  captains  of  the  football,  baseball,  and. 
track  teams. 

Article  iv 

Method  of  Election — Sec.  1.  Members  of  the  Coun- 
cil for  any  one  school  year  shall  be  elected  not  later 
than  three,  or  earlier  than  four  weeks  before  the 
close  of  the  preceding  spring  term. 

Sec.  2.  The  names  of  the  candidates  to  be  voted 
on  by  the  three  classes  must  be  posted  at  least  one 
day,  and  not  more  than  three  days  before  elections 
are  held. 

Sec.  3.  The  class  representatives  shall  be  chosen 
from  a  list  of  not  more  than  twenty-two  candidates 
nominated  by  the  three  lower  classes,  as  follows: 
From  the  Middle  class,  ten  (10);  from  the  Junior 
Middle  class,  eight  (8);  from  the  Junior  class,  (4). 

Sec.  4.  If  for  any  reason  any  of  the  members 
so  elected  fail  to  return  to  school  at  the  opening 
of  the  year,  their  places  shall  be  filled  by  special 
election,  at  which  only  those  who  are  eligible  to 
vote  at  the  regular  election  shall  be  entitled  to  vote. 

Sec.  5.    The  members   of  this  body  shall  hold 


office  for  one  school  year,  beginning  in  the  fall  fol 
lowing  their  election. 

Article  v 

Officers — Sec.  1.  The  officers  shall  be  as  follow 
A  president,  vice-president,  and  a  secretary. 

Sec.  2.  It  shall  be  the  duty  of  the  president  1 
preside  at  all  meetings  of  the  Council,  to  declal 
all  votes,  to  decide  all  questions  of  order  subje 
to  appeal. 

Sec.  3.  It  shall  be  the  duty  of  the  vice-preside; 
to  preside  at  all  meetings  in  the  absence  of  tl 
president. 

Sec.  4.    It  shall  be  the  duty  of  the  secretary 
keep  a  true  and  legible  account  of  the  proceeding 
of  each  meeting,  to  read  at  each  meeting  the  recoa 
of  the  previous  meeting,  and  when  said  record  h.| 
been  approved,  to  enter  it  on  the  record  book. 

Sec.  5.  The  members  shall  meet  within  a  mon 
after  the  opening  of  the  school  year  to  elect  office 
and  to  transact  any  other  business  that  may  ari< 

Article  vi 

Meetings — The  council  shall  hold  regular  meetin; 
during  the  first  week  of  each  month  of  the  scho 
year,  and  special  meetings  at  the  call  of  the  prea 
dent. 

Article  vii 

Quorum — Three-fifths  of  the  members  shall  co 
stitute  a  quorum. 

Article  viii 

Order — The  method  of  procedure  of  this  boc 
shall  be  that  set  forth  in  Robert's  Rules  of  Ordei 

Article  ix 

Amendments — This  constitution  may  be  amendi 
at  any  meeting  of  the  council  by  a  two-thirds  vd 
of  all  the  members,  provided  such  amendment  sha 
have  been  submitted  to  the  council  in  writing 
least  one  week  previous  to  the  date  on  which  actio 
is  taken. 


Announcement  of  Student  Council 

Early  in  the  year  the  Student  Council  issued  I 
attractive  booklet,  for  the  benefit  of  new  studen 
especially,  containing  a  list  of  common  school  cu 
toms  and  traditions.  We  print  below  the  contenl 
which  are  of  interest  to  all  Andover  men.  Some 
the  present  customs  are  of  recent  developmer 
others  will  be  recognized  as  of  long  standing. 

"SCHOOL  CUSTOMS  AND  TRADITIONS  | 

For  the  benefit  of  new  students  in  the  school  t 
following  list  of  customs  and  traditions  of  Phillil 
Academy  is  printed.  The  maintenance  of  esta 
lished  customs  and  traditions  involves  a  respon 
bility  that  rests  upon  every  member  of  the  studei 
body.  Its  value  is  recognized  by  institutions  ever 
where  and  by  none  more  keenly  than  by  tho 
which,  like  Phillips  Academy,  point  with  pride 
a  long  and  illustrious  history.  The  Council  urg 
the  students  to  co-operate  in  perpetuating  the  spi 
cial  features  of  school  life  that  are  set  forth  in  tl 
pamphlet. 
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GENERAL 

Former  members  of  the  school  are  clapped  by  the 
student  body  on  their  appearance  at  morning  chapel. 

At  the  close  of  all  services  in  the  chapel,  seats 
ire  vacated  one  at  a  time  beginning  with  the  front 
ijew. 

Students  tip  their  hats  to  all  members  of  the  fac- 
ulty on  the  streets. 

Students  with  conditions  in  any  of  their  studies 
ire  not  permitted  to  represent  the  school  on  athletic, 
iterary,  musical,  and  dramatic  organizations. 

Insignia  of  former  schools  are  not  worn  by  stu- 
dents while  in  Andover. 

Each  class  at  graduation  presents  the  school  with 
ts  class  banner,  bearing  the  class  motto,  to  be  hung 
n  an  appropriate  public  place. 

Magazines  and  papers  in  the  Reading  Room  are 
he  property  of  the  student  body  and  must  not  be 
nutilated  by  individuals. 

NEW  STUDENTS 

New  students  occupy  the  rear  positions  in  school 
)ictures,  parades,  etc. 

New  students  do  not  vote  in  school  and  class 
lections  until  after  the  Christmas  holidays,  except 
n  elections  of  the  Junior  class. 

OFFICERS 

The  president  of  the  Senior  class  acts  as  president 
if  the  school. 

The  first  meeting  of  the  Junior  class  is  called  and 
■resided  over  by  the  president  of  the  Senior  class. 

The  Undergraduate  Treasurer  presides  at  all  elec- 
ions  for  athletic  organizations  held  by  the  school. 

ATHLETICS 
Candidates  for  managerships  of  athletic  teams  must 
irst  be  approved  by  the  Faculty  and  the  Athletic 
Advisory  Board  before  their  names  can  be  presented 

0  the  school  for  election. 

Members  of  the  baseball,  football,  and  track  teams 
re  clapped  each  morning  as  they  enter  chapel  dur- 
ng  the  week  preceding  the  annual  contests  with 
jjlxeter. 

Members  of  the  above  teams  leave  chapel  first 
t'»n  the  mornings  of  Exeter  contests. 

The  student  body  marches  to  the  field  to  watch 
'  he  practice  for  two  days  preceding  the  baseball, 
ootball,  and  track  contests  with  Exeter. 
,  Cheering  at  all  games  is  in  charge  of  and  directed 
y  the  regularly  appointed  cheer  leaders, 
i  Misplays  of  opponents  are  not  cheered,  and  good 
plays  are  applauded. 

I  Celebrations  of  victories  are  in  charge  of  the 
nanagers  of  the  victorious  teams  and  the  regular 
heer  leaders. 

I  On  the  days  of  Andover-Exeter  contests  the  two 
chools  have  agreed  to  abide  by  the  following  regu- 
ations: 

(i)  The  visiting  players  and  school  shall  not  be 
oct  at  the  depot  on  their  arrival  nor  escorted  to 
|(he  depot  after  the  game  by  the  members  of  the 
,:ome  school. 

I  (2)  No  formal  celebration  shall  be  started  until 
fter  the  visiting  school  has  left  the  town. 

Du  ring  the  contests  with  Exeter  all  students 
ire  expected  to  occupy  seats  in  the  cheering  section 
,nd  to  remain  in  their  seats  until  the  game  is  over, 
nd  later  if  so  ordered  by  the  cheer  leaders. 

1  The  opposing  schools  are  accustomed  to  cheer 
,ach  other  previous  to  contests. 

I  Defeated  teams  are  cheered  individually  at  the 
lloie  of  games. 


The  Student  Council 

After  several  years  of  life  during  which  it  has 
steadily  developed  strength  and  purpose,  the  Stu- 
dent Council  has  during  this  last  term  undergone 
important  modifications  in  its  membership.  Instead 
of  twelve  members  as  formerly,  it  now  comprises 
nineteen,  and  the  new  members  are  not  elected  by 
their  respective  classes,  but  by  the  various  school 
organizations  that  they  are  to  represent.  Under 
this  new  arrangement  the  council  becomes  a  repre- 
sentative body  far  more  truly  than  formerly  and 
its  work  will  be  vastly  more  effective  and  lasting. 
Already  it  has  shown  more  activity  and  accom- 
plished more  definite  results  than  ever  before.  We 
give  above  the  constitution  of  the  council  as  re- 
cently amended. 

New  Ruling  of  Athletic  Advisory  Board 

At  a  meeting  of  the  Advisory  Board,  held  recently, 
the  matter  of  team  equipment  was  discussed,  and 
it  was  decided  that  something  should  be  done,  to 
cut  down  the  expense  of  equipping  teams,  which  has 
been  increasing  at  an  alarming  rate.  Accordingly, 
the  following  resolutions  were  passed  which  shall 
go  into  effect  immediately: 

"All  equipment  shall  be  returned  from  all  mem- 
bers of  school  teams  at  the  end  of  each  school 
season,  except  from  the  Seniors.  Others  wishing 
to  retain  their  suits  may  do  so  by  paying  for  them. 
In  case  one  who  has  bought  his  suit  does  not  return 
to  school  the  next  year,  his  money  will  be  returned, 
but  if  he  returns  and  makes  the  team  he  is  entitled 
to  a  new  suit.  Men  getting  new  equipments  must 
hand  in  their  old  equipments. 

"All  men  who  go  on  the  training  table  must  pay 
their  board  in  advance  or  they  will  not  be  allowed 
to  eat  at  the  table. 

"The  manager  of  any  team  must  consult  the 
captain  and  coach  of  the  team  before  giving  anyone 
any  new  equipment." 

The  Athletic  Advisory  Board  has  recently  pro- 
posed a  new  system  for  the  election  of  managers 
of  the  various  athletic  teams.  Under  the  new  plan 
any  member  of  the  Middle  class  may  offer  himself 
as  a  candidate  for  assistant  manager.  The  list  of 
names,  after  having  passed  the  faculty,  will  be  sub- 
mitted to  the  Advisory  Board  to  be  voted  upon. 
The  candidates'  names  will  then  be  placed  before 
the  school  for  election;  and  the  two  securing  the 
greatest  number  of  votes  will  act  as  joint  assistant 
managers  until  the  end  of  the  season.  The  two  will 
then  be  referred  to  the  school  for  the  final  election 
of  manager. 

Basketball  Captain 

Benjamin  Harrison  Hay,  '12,  of  Minersville,  Pa., 
has  been  elected  captain  for  the  season  of  1911. 

Baseball  Captain 

E.  U.  Burdett  has  been  elected  baseball  captain 
for  this  season  to  fill  the  vacancy  left  by  the  resigna- 
tion of  E.  L.  Brown.  It  was  recently  found  by  the 
faculty  athletic  committee  that  Brown  had  broken 
the  school  requirement  relating  to  summer  ball- 
playing  by  playing  on  a  team,  some  members  of 
which  at  least  received  money  for  their  services. 
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PROPOSED  SWIMMING  POOL 


Proposed  Swimming  Pool 

We  publish  in  this  issue  a  cut  of  the  proposed 
swimming  pool,  funds  for  which  the  undergraduate 
body  are  seeking  to  raise.  Plans  have  been  drawn 
and  accepted  calling  for  a  building  attached  to 
the  rear  of  the  Borden  gymnasium. 

Interscholastic  Meet 

Andover  was  defeated  in  the  relay  race  with 
Exeter  at  the  twenty-first  annual  interscholastic 
meet  of  the  Boston  Athletic  Association.  Andover 
secured  seventh  place,  scoring  four  and  one-half 
points  by  making  the  second  fastest  time  in  the 
relay  races.  Exeter  easily  won  the  meet  with  thirty- 
one  and  one-third  points — a  total  more  than  twice 
as  large  as  the  nearest  of  her  competitors.  Worces- 
ter Academy  secured  second  place  with  fourteen  and 
five-sixths  points.  By  this  victory  Exeter  won  the 
first  leg  on  the  new  trophy,  which  is  to  be  competed 
for  until  won  five  times. 

Basketball  Review 

With  the  game  against  the  Yale  Freshman  team, 
February  26,  Andover's  1910  basketball  season  came 
to  an  end.  The  team  this  year,  hampered  by  con- 
ditions and  sickness,  did  not  show  the  good  form 
that  some  teams  representing  Andover  have  shown, 
but  considering  the  discouragements  and  setbacks 
it  faced,  did  well. 

The  team  played  a  total  of  eleven  games,  winning 
four  and  losing  seven. 

Six  players  and  the  manager  were  given  the 
insignia  this  vear.  They  were  Captain  H.  D.  Swi- 
hart  D.  G.  Raymond,  O.  H.  Sheldon,  B.  H.  Hay, 
S.  K.  Smith,  E.  L.  Brown,  and  Manager  C.  W. 
Arnold. 


The  total  number  of  points  scored  by  Andovq 
was  255,  and  by  the  opponents,  287.    The  followiil 
schedule  was  played,  eight  of  the  games  being  1 
Andover,  and  three  out  of  town. 
Jan.  12.    Tufts  Second  5,  Andover  33. 
Jan.  15.    Boston  Interscholastics  11,  Andover  4 
Jan.  22.    Lowell  Textile  31,  Andover  28. 
Jan.  26.    Cushing  Academy  40,  Andover  20. 
Jan.  29.    Worcester  Polytechnic  27,  Andover  il 
Feb.    5.    Brown   at   Providence   41,   Andover  M 
Feb.    9.    Brown  Second  39,  Andover  10. 
Feb.  12.    Dartmouth  Freshmen  10,  Andover  20. 1 
Feb.  16.    Lowell  Textile  at  Lowell  15,  Andover  J 
Feb.  21.    Dartmouth    Freshmen   at   Hanover  3I 
Andover  16. 

Feb.  26.    Yale   Freshmen  34,   Andover  16. 

Andover-Columbia  Scholarship 

Columbia  University  has  arranged  to  have  a  frJ 
scholarship  covering  the  tuition  fee  of  $250  per  yeJ 
in  their  School  of  Mines,  Engineering,  and  Cherl 
istry,  to  be  granted  to  a  graduate  of  Andover,  wl 
will  pass  a  satisfactory  entrance  examination 
the  school,  and  whom  the  faculty  of  the  Acaderrl 
consider  to  be  of  sufficient  promise. 

Andover-Exeter  Club  at  University  of  Virginia  ' 

At  a  meeting  of  the  Andover-Exeter  Club  of  til 
University  of  Virginia,  held  last  term,  the  fcB 
lowing  men  were  elected  officers  for  the  remaindp] 

of  the  year: 

President,  Matthew  Murphy,  Andover. 
Vice-president,  Adam  E.  Hinchens,  Exeter. 
Secretary  and  Treasurer,  T.   Ellis   Harvey,  .All 

dover. 
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Executive  Committee,  Zear  R.  Irving,  Exeter; 
Ralph  E.  Pierce,  Andover;  John  E.  Greenough,  An- 
dover. 

Sheffield  Student  Council 

Five  Andover  alumni  have  been  chosen  for  the 
first  Sheffield  Student  Council.  The  men  are:  Fred 
E.  Burnside  of  Seattle,  Wash.;  Lowell  M.  Chapin  of 
Chicago,  111.;  Sydney  F.  Brown  of  Reading,  Mass.; 
A.  Fletcher  Marsh  of  Cliicago,  111.;  and  Charles  H. 
Watzek  of  Davenport,  Iowa. 

The  following  schools  have  alumni  on  the  Coun- 
cil: Andover  5;  Lawrenceville  1;  Hill,  1;  Taft  1; 
St.  Paul's  1;  Dartmouth  College  1;  Denver  High 
1;  Worcester  High  1;  Gunnery  1;  Schenectady 
High   1;  Hartford  High  1. 

Two  Andover  men  have  been  honored  in  the 
Freshman  election  at  Yale.  J.  Reilly  has  been 
elected  president  of  the  Freshman  class,  and  captain 
:f  its  baseball  nine.  George  Thompson  was  chosen 
secretary  and  treasurer. 

Through  the  kindness  of  Dr.  J.  R.  Fuller,  P.  A. 
67,  an  enlargement  of  a  photograph  of  the  first  or- 
ganized baseball  team  in  the  Academy  has  been 
made,  and  will  be  hung  in  the  gymnasium  as  soon 
as  it  is  framed.  There  was  no  regular  uniform  then 
except  a  cap  and  a  belt. 

Bernard  E.  Reilly,  P.  A.  '07,  Yale  '10,  has  been 
:d  the  most  popular  man  in  the  Senior  class  of 
the  Yale  Law  School.     Reilly  is  also  one  of  the 
assistant  coaches  of  the  'varsity  baseball  team. 

Exeter  Concert 

The  third  annual  concert  given  by  the  combined 
musical  clubs  of  Andover  and  Exeter  was  held  Sat- 
urday night,  March  19,  in  the  town  hall.  The  affair 
was  most  successful,  although  protracted  rather 
onger  than  necessary.  The  organizations  of  both 
chools  did  excellent  work,  and  deserve  much  credit. 
The  quartets  of  the  schools  were  perhaps  appre- 
:iated  the  most,  and  received  continuous  applause 
rom  the  audience.  The  hall  was  well  filled. 
The  Exeter  clubs  arrived  early  in  the  afternoon, 

j md  were  entertained  by  the  Andover  men  until 
ime  for  the  concert.  They  returned  to  Exeter 
mmediately  after  the  close  of  the  concert  on  a 

I  .pecial  train. 

Junior  Promenade 

The  seventh  annual  Middlers'  Dance  or  "Junior 
iProm",  as  it  has  come  to  be  known,  was  held  in  the 

iymnasium  on  the  evening  of  February  21.  The 
jittendance  was  the  largest  on  record.  The  commit- 
tee wisely  decided  to  lower  the  price  of  floor  tickets 
Bind  this  act  was  appreciated  by  all  who  attended. 
IVfany  young  ladies  came  from  out  of  town  and  all 
I  ivailable  accommodations  in  the  vicinity  of  the 
fcchool  were  taxed  to  their  fullest  capacity.  The 

lymnasium  was  beautifully  decorated  with  masses 
|l>f  green  and  banners.  Page  of  Lowell  catered  as 
lisual,  and  the  Columbian  orchestra  furnished  the 
[music.  The  following  ladies  acted  as  patronesses, 
[vlrs.  Alfred  E.  Stearns,  Mrs.  Matthew  McCurdy, 
[  vlrs.  Francis  A.  Goodhue,  Mrs.  Eben  A.  Baldwin, 
-  *Irs.  I'icrson  S.  ]'ag<-,  Mrs.  Warren  K.  M oorehead, 
[jvTrs.  Bartlett  H.  Hayes,  Mrs.  Markham  W.  Stack- 
pole,  Mrs.  James  C.  Sawyer,  Mrs.  Robert  P.  Keep, 


Mrs.  John  L.  Phillips,  Mrs.  Winifred  E.  Merrill,  and 
Miss  K.  R.  Kelsey. 

From  four  to  six  o'clock  the  Seniors  entertained 
the  students  and  their  guests  at  a  reception  in  the 
Archaeology  Building.  Music  was  supplied  by  the 
orchestra  and  the  school  Glee  Club. 

Graduate  in  Social  Work 

The  Rev.  O.  H.  Bronson  of  the  DeWitt  Memorial 
Church  in  Rivington  Street,  New  York,  is  an  old 
Andover  graduate,  having  graduated  in  '88.  Rev. 
Dr.  Bronson  has  been  appointed  pastor  and  super- 
intendent of  the  Hope  Chapel  in  East  4th  Street, 
New  York. 

Some  time  ago  the  chapel  was  put  under  the 
supervision  of  the  Presbyterian  Board  of  Home 
Missions,  after  it  had  been  in  use  for  forty  years. 
The  Board  is  now  trying  to  establish  churches  for 
the  immigrants  of  all  nationalities.  The  Hope 
Chapel  is  to  be  the  center  of  this  work  in  New  York. 
This  is  where  Dr.  Bronson  will  start  his  work, 
assisted  by  four  or  five  other  ministers.  His  work 
will  be  to  minister  to  all  the  needs  of  the  poor 
people,  physically,  mentally,  and  socially,  as  well 
as  morally  and  spiritually.  Dr.  Bronson  took  charge 
of  this  very  difficult  work  on  the  first  of  January, 
1910. 

Choral  Service 

Preparations  are  being  made  for  a  choral  evening 
service  to  be  held  in  the  Chapel  on  some  Sunday 
early  ,  in  May.  A  large  mixed  chorus  of  some 
fifty  voices  will  sing.  The  sopranos  and  altos  in  the 
chorus  are  students  at  Abbot  Academy,  and  the 
tenors  and  basses  are  from  Phillips  Academy.  This 
will  be  the  second  time,  at  least  in  recent  years, 
that  members  of  the  two  academies  in  Andover 
have  sung  together.  The  first  time  this  was  done 
was  a  year  ago  last  June  when  a  chorus  so  consti- 
tuted sang  at  the  exercises  commemorative  of  the 
centennial  of  the  Andover  Theological  Seminary. 

Religious 

In  a  recent  number  of  The  Intercollegian,  the  organ 
of  the  Young  Men's  Christian  Association  in  the 
colleges,  there  is  an  article  on  "The  Community 
Helpfulness  of  Preparatory  Schools,"  in  -which  men- 
tion is  made,  of  the  work  done  at  Lawrence  by  stu- 
dents from  Andover.  The  following  is  an  extract 
from  the  article: 

"At  Andover,  one  group  of  boys  makes  a  weekly 
visit  to  the  neighboring  city  of  Lawrence  to  teach 
English  to  foreign  boys  and  men;  part  of  the  choir 
goes  on  Sunday  morning  once  a  month  to  sing  at 
a  religious  service  at  the  municipal  jail;  others  have 
been  helping  the  city  Young  Men's  Christian  Asso- 
ciation in  their  club  work  with  boys." 

Football  Pictures 

Mr.  Frank  L.  Quimby,  '99,  has  recently  forwarded 
to  the  school  a  framed  picture  of  the  1897  football 
team,  to  be  hung  in  the  gymnasium  with  the  other 
pictures  of  athletic  teams.  The  act  is  a  most  gen- 
erous one  on  Mr.  Quimby's  part  and  is  deeply 
appreciated  by  the  school,  for  the  picture  of  this 
particular  team  has  been  greatly  missed  from  the 
collection  heretofore.  Mr.  Quimby  was  himself  a 
member  of  both  baseball  and  football  teams  during 
his  school  days  at  Andover. 
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New  Library  Books 

The  following  books  have  recently  been  added 
to  the  school  library: 

A  History  of  the  Origin  of  Place  Names  in  the 
Nine  Northwestern  States. 

The  Englishman  at  Home;  His  Responsibilities 
and  Privileges. 

The  Unreformed  House  of  Commons. 

Narratives  of  New  Netherland. 

Memories  of  John  Horton  Taylor. 


Andover-Exeter  Debate 

Trials  for  the  Andover-Exeter  Debating  Team 
were  held  on  April  15.  The  question  selected  reads: 
"Resolved,  That  United  States  Senators  should  be 
elected  by  the  direct  vote  of  the  people."  The  con- 
stitutionality is  granted.  Andover  has  chosen  the 
affirmative. 

Andover  of  Sixty  Years  Ago 

The  following  extracts  of  an  address  delivered 
recently  at  a  meeting  of  old  Andover  men  will  prove 
of  interest  through  their  portrayal  of  Andover  life 
of  sixty  years  ago. 

"Down  yonder  parallel  streets  stretch"  the  parallel 
rows  of  parallel  buildings  (the  Latin  and  English 
Commons)  in  the  Andover-Doric  style  of  architec- 
ture, bearing  the  sarcastic  name  of  dormitories,  as 

if  that  were  their  chief  use  The  old  chapel 

offers  its  hard  seats  which  enforce  the  penance  dis- 
owned by  the  pulpit,  where  grave  professors  exercise 
their  theology  on  Sunday  mornings.  The  old 
teachers  are  at  their  post.  The  bell  rings  out  its 
relentless   call,  breaking  the   hours   to  fragments. 

 We  rise  when  the  night  is  well  advanced, 

and  muster  by  the  dim  light  at  our  club  tables 

where  we  are  fed  not  wisely  nor  too  well  

We  wake  at  night  to  bring  our  engine  from  its  house 

and  send  the  first  water  on  the  fire  Mature 

theologians  ....  instruct  us  at~  the  beginning  of 
the  day,  which  in  accordance  with  ancient  usage, 
is  still  called  a  day  of  rest.  Teachers  teach  faithfully 
with  more  or  less  of  the  approval  of  the  students, 
who,  on  their  part,  pursue  their  work  with  variable 
degrees  of  appreciation  on  the  part  of  the  teachers. 
Art  is  long  and  time  is  not  fleeting.  The  Junior 
becomes  the  Middler;  the  Middler  trembles  before 
No.  9  (Dr.  Taylor's  room);  the  Senior  crosses  its 
threshold,  a  hero  and  a  martyr.  .  .  .  Then  he  bows 
before  the  portraits  under  the  eagle,  on  the  great 
stage,  declaims  in  a  tongue  living  or  dead  as  the 
fates  decree,  and  with  the  bays  upon  his  brow,  goes 
out  to  lose  his  dignity  in  the  humiliation  of  a  col- 
lege Freshman. 

"Far  more  than  when  we  left  the  school  do  we 
recognize  the  worth  of  the  training  given  us  here. 
For  real  and  permanent  benefit,  for  good  instruc- 
tion, for  the  elements  of  manhood,  we  have  reason 
to  be  grateful  every  day.  We  were  taught,  and  in 
good  measure  we  learned,  'the  great  end  and  real 
business  of  living.'  Strongly  as  an  accurate  scholar- 
ship has  always  been  demanded  on  this  hill,  there 
has  been  no  time  when  Virtue  ranked  higher;  when 
obedience  to  rightful  authority  was  not  deemed  an 
essential  part  of  virtue.  .  .  .  We  shall  not  part  with 
either  the  intellectual  or  the  moral  vigor  which  the 
school  was  designed  to  impart,  which  it  has  been 
striving  to  bestow  through  all  its  years." 


The  Robinson  Prize  Debate 

The  eighth  annual  Philo-Forum  debate  for  th< 
Robinson  prizes  was  held  during  the  latter  part  o 
the  winter  term.  The  question  for  debate  was 
"Resolved,  That  the  proposed  amendment  to  th« 
federal  constitution  relating  to  an  income  tax  shoulc 
be  adopted."  The  speakers  for  the  affirmative  wer< 
Emmett  O'Brien  (leader),  Sheldon  Jackson  Brady 
and  Edward  Salisbury  Bentley,  representatives  o 
Forum;  for  the  negative,  James  Phinney  Baxter 
3rd,  (leader),  Luther  Savage  Phillips,  and  Willian 
Gorham  Rice,  Jr,  representatives  of  Philo.  Hugl 
Picken  Brady  and  Ernest  Melville  Price  acted  a 
alternates  of  the  two  societies  respectively.  Judg< 
Frederick  N.  Chandler  of  Lawrence,  and  Messr; 
Edwin  T.  Brewster  and  Oscar  L.  Stevens  of  An 
dover  were  the  judges. 

The  debate  was  the  best  that  has  been  held  fo 
several  years  and  was  won  by  Philo,  whose  repre 
sentatives  upheld  the  negative  side. 

Lecture  Course 

The  school  has  been  particularly  fortunate  thi 
year  in  the  quality  of  lectures  provided  for  th 
students.  Many  townspeople,  too,  have  availei 
themselves  of  the  unusual  opportunities  provide 
by  the  course.  Three  historical  lectures  were  give: 
by  Mr.  William  Ellsworth,  secretary  of  the  Centur; 
Company  of  New  York  City.  The  subjects  of  Mi 
Ellsworth's  lectures  were:  "Arnold  and  Andre" 
"From  Lexington  to  Yorktown";  and  "The  Gun 
of  Sumter."  All  were  beautifully  illustrated  b 
stereopticon  views,  and  many  of  the  slides  show: 
have  never  been  published.  Another  lecture  tha 
was  greatly  appreciated  by  all  who  heard  it  wa 
that  of  Dr.  Abbott  Kittredge  of  New  York,  o 
"India."  In  this  lecture  also  the  illustrations  wer 
exceptionally  good  and  instructive.  Hon.  John  C 
Brady,  formerly  Governor  of  Alaska,  and  whos 
three  boys  are  members  of  the  student  body,  cor 
tributed  an  illustrated  lecture  on  "Alaska",  and  th 
last  entertainment  of  the  course  was  given  by  M: 
Henry  J.  Hadfield,  in  the  form  of  a  Kipling  r« 
cital,  Mr.  Hadfield  assuming  by  dress  and  manne 
the  various  characters  represented  in  the  selection 
chosen.  This  course,  which  was  given  during  tb 
winter  term,  was  undoubtedly  the  strongest  th< 
the  school  has  ever  had. 

Archaeology  Notes 

Mr.  Moorehead  has  recently  received  from  Majc 
John  R.  Bennon,  Indian  agent  at  Pine  Ridge,  Sout 
Dakota,  a  large  silver  medal,  which  other  Archat 
ology  departments  of  the  country  have  tried  vei 
hard  to  get.  This  medal  is  the  famous  Peace  Med. 
which  was  given  in  1871  by  General  U.  S.  Gran 
when  he  was  president,  to  Chief  Red  Cloud.  Th 
Archaeology  department  of  this  school  has  secure 
this  medal  through  the  efforts  of  Mr.  Moorehead. 

In  1869  the  Indians  engaged  in  a  general  war  0 
the  plains,  and  killed  several  hundred  soldiers  an 
settlers.  General  Grant,  then  president,  sent  Ol 
a  commission  to  make  peace  with  all  the  Indian 
Red  Cloud,  chief  of  all  the  Sioux,  made  a  treal 
with  the  United  States  and  agreed  to  fight  r 
more.  To  commemorate  this  great  event  Congre, 
had  this  medal  struck.  Red  Cloud  came  East  " 
receive  the  medal  for  his  tribe.  Prof.  Marsh 
Yale,  an  old  Andover  graduate,  presented 
Cloud  to  President  Grant,  who  gave  to  Red  Cloi| 
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the  medal.  No  other  medal  like  it  was  ever  issued 
by  Congress. 

In  1890,  Mr.  Moorehead,  while  on  one  of  his 
western  trips,  had  an  interview  with  Red  Cloud  at 
Pine  Ridge.  Again  in  May  of  1909,  Mr.  Moorehead 
saw  Red  Cloud,  and  the  chief  promised  to  instruct 
his  son  to  sell  this  old  medal  to  the  Andover  De- 
partment of  Archaeology.  Through  the  efforts  of 
Major  Bennon,  this  result  was  brought  about.  The 
medal  has  been  received  and  is  now  on  exhibition 
in  the  Archaeology  Building.  It  is  made  of  solid 
silver  and  has  an  inscription  on  both  sides.  The 
relic  is  very  valuable,  and  Andover  is  particularly 
fortunate  in  securing  it. 

Through  the  kindness  of  the  Field  Museum  of 
Natural  History  at  Chicago,  the  Archaeology  De- 
partment has  come  into  possession  of  a  number  of 
boxes  of  clothing  and  ornaments  from  the  islands 
of  the  Pacific.  Most  of  these  articles  come  from 
the  New  Hebrides  and  Samoa,  and  are  specimens 
of  dress,  aprons,  masks,  and  other  aboriginal  cloth- 
ing of  the  inhabitants  of  these  islands.  They  will 
be  offered  for  exhibition  by  the  department,  along 
with  the  other  collections. 

The  curator  of  the  department  has  consented  to 
deliver  an  address  at  the  annual  meeting  of  the 
State  Historical  Society  of  Illinois,  to  be  held  at 
Springfield  some  time  in  May.  The  subject  of  the 
address  will  be,  "The  Mounds  of  the  Mississippi 
Valley." 

The  collection  presented  by  Prof.  Edward  H. 
Williams,  Jr.,  to  the  Archaeology  Department  has 
been  installed  in  the  stack-room  adjoining  the 
"library.  About  9000  specimens  are  placed  upon  ex- 
hibition there. 

The  collections  are  rich  in  bone  objects  and  por- 
tions of  ancient  head-dresses.  There  are  many 
specimens  from  the  Delaware  and  Susquehanna 
valleys. 

The  Anti-Slavery  Agitation  at  Phillips  Academy 

In  an  earlier  issue  of  the  Bulletin,  we  published 
a  copy  of  the  statement  issued  by  the  students  who 
withdrew  from  the  school  during  this  famous  agi- 
tation. The  following  extract  from  a  book  on  the 
early  history  of  Phillips  Academy,  throws  interest- 
ing light  on  this  historic  event. 

"In  June,  1835,  during  the  heat  of  the  anti-slavery 
igitation,  the  eloquent  George  Thompson,  M.  P., 
of  England,  came  to  this  peaceful  town  and  lec- 
tured night  after  night  in  the  old  Methodist  church, 
long  since  removed,   which   then   stood   on  Main 
street,  at  the  foot  of  the  hill.     Young  America 
awoke  in  earnest.    What  can  we  do  for  the  slave? 
The  cause  was  taken  up  by  the  debating  clubs.  The 
Porter  Rhetorical  Society  of  the  seminary  opened 
tier  guns;  she  was  answered  by  a  salute  from  the 
Social  Fraternity;  the  artillery  of  the  Philomathean 
Society,  always  prompt  in   the  cause  of  freedom, 
roared  in  sympathetic  chorus.    The  great  remedy 
lor  slavery,  hidden  from  all  past  ages,  is  now  made 
■mown.    We  must  have  an  anti-slavery  society  in 
Phillips  Academy.    The  teachers  were  consulted, 
i   '"Cannot  the  formation  of  the  society  be  post- 
Iponed?'     Perish    the    revolting    thought.  Three 
nillions  of  slaves  are  in  bondage;  their  longing  eyes 
Lire  turned  toward  Andover  Hill;  their  owners  are 
>een  to  tremble;  the  lash  is  suspended  until  Phillips 
jlAcademy   shall   decide   the   issue.     The   walls  of 
Ifericho  have  been  observed  to  totter,  and  one  blast 
from  the  academic  ram's  horn  will  bring  them  down. 


Professor  Stuart,  however,  did  not  see  it  in  this 
light.  He  suddenly  met  a  youth  in  whom  he  was- 
interested : 

"  'Here,  what  are  you  in  this  business  for?' 

"  'Because  my  conscience  enjoins  it,'  was  the  reply. 

"'Your  conscience;  talk  about  your  conscience;, 
where  did  you  get  your  conscience?' 

"  'By  hearing  you-  preach  two  years,'  answered 
the  boy. 

"Amid  this  wild  confusion  Osgood  Johnson  stood 
firm,  the  'decus  et  tutamen'  of  the  state.  The  use 
of  the  Academy  Building  was  asked  for  a  meeting 
in  which  to  form  an  abolition  society.  It  was  re- 
fused. The  Old  South  Church  was  refused  also. 
The  students  then,  like  the  Covenanters,  fled  to  the 
open  air,  and  Indian  Ridge  has  ever  since  this  day 
been  sacred  to  the  historian  as  well  as  the  geologist. 
A  shower  of  rain  drenched  the  skins  of  the  young 
abolitionists,  and  washed  away  much  eloquence  lost 
to  the  world  forever;  but  a  memorial  was  addressed 
to  the  faculty,  very  long,  but  moderate  and  respect- 
ful in  tone,  considering  the  intense  excitement  pre- 
vailing. The  news  brought  back  to  the  seat  of  war 
George  Thompson,  who  expounded  to  the  well- 
soaked  and  otherwise  afflicted  saints  the  first  chapter 
of  Isaiah.  Unhappy  man!  At  the  sound  of  exegesis, 
Professor  Stuart  took  fire.  He  came  forward  with. 
'Philemon  and  Onesimus';  seven  thunders  uttered 
their  voices,  and  the  Greek  accents,  always  hateful 
to  the  young  mind,  were  made  to  retard  the  progress 
of  freedom.  The  issue  was  that  one  young  man  was 
expelled,  and,  what  was  worse,  he  had  no  oppor- 
tunity to  give  an  address  to  the  school;  thirty-five 
others  left  the  institution  with  a  qualified  dismis- 
sion. One  youth  returned  the  following  week,  peni- 
tent and  humble.  When  asked:  "What  are  you 
here  for?'  he  replied,  'The  fact  is,  that  when  one 
gets  ten  miles  out  of  town  things  look  different.' 
Conflicting  opinions  have  prevailed  with  regard  to 
the  conduct  of  the  teachers  in  this  difficult  emer- 
gency. Those  who  are  most  intimately  acquainted 
with  the  relation  of  the  academic  instructors  to  the 
trustees,  to  the  seminary  professors,  and  to  the 
churches  in  sympathy  with  the  Academy,  are  con- 
fident that  the  course  of  Mr.  Johnson  was  the  only 
justifiable  one.  Especially  is  he  justifiable,  because 
he  was  fair  and  impartial.  He  did  not  allow  the 
colonizationists  more  than  the  abolitionists  to  unite 
in  partisan  societies.  Yet  there  are  those  who, 
looking  at  the  occurrence  in  the  light  of  subsequent 
events,  maintain  that  the  scholars  were  the  first  to 
feel  the  progress  of  freedom  more  clearly  than  their 
conservative  advisers." 

Mr.  Paine  Addresses  Faculty 

Mr.  Ralph  D.  Paine,  the  noted  magazine  writer, 
gave  an  informal  "smoke  talk"  during  the  latter 
part  of  the  winter  term  on  his  experiences  as  a 
war-correspondent  during  the  Spanish- American 
war.  The  talk  was  given  in  the  lecture  room  of  the 
Archaeology  building  and  was  attended  by  about 
fifty  men  from  the  town  and  the  faculty  of  the 
school.  Mr.  Paine's  narrative  was  of  intense  in- 
terest. 

Report  of  Alumni  Fund  Committee 

We  print  below  a  summary  of  the  report  of  the 
Alumni  Fund  Committee  covering  the  work  of  the 
past  year  and  recently  issued.  The  following  ex- 
tract from  the  last  part  of  the  general  letter  of  the 
Alumni    Fund   Committee   is   of  great  significance 
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and  we  hope  that  all  Andover  men  will  read  it  and 
ponder  over  it.  Those  who  have  already  examined 
the  original  report  will  not  be  harmed  by  reading 
for  the  second  time  this  appeal  of  a  committee  that 
has  given  most  loyally  and  generously  of  its  time 
and  thought  in  the  interests  of  their  old  school. 

"The  details  of  the  contributions  during  the  year 
1909  are  covered  by  this  Report,  and  we  present 
them  with  our  customary  urgent  appeal  for  renewed 
and  increased  contributions  during  the  year  1910. 
We  are  especially  anxious  that  the  number  of  con- 
tributors should  grow.  The  results  of  1909  have 
been  obtained  from  only  329  men  out  of  a  possible 
6,000,  and,  if  this  work  is  to  be  far-reaching  and 
permanent  in  its  results,  we  should  arrive  at  a  con- 
dition where  3,000  men  annually  contribute  to  this 
good  cause  with  habitual  regularity.  A  small 
average  subscription  from  such  a  number  would 
solve  the  current  expense  problem  of  the  Academy." 

In  this  report  no  reference  is  made  to  the  most 
important  work  done  during  the  year,  namely,  the 
increasing  of  the  subscriptions  to  the  fund  neces- 
sary to  complete  the  purchase  of  the  Seminary 
property.  Most  of  this  work  has  been  done  by 
Principal  Stearns,  and  Treasurer  Sawyer,  with  such 
help  as  they  have  been  able  to  enlist  from  a  few  of 
the  Alumni.  By  reading  their  letter  which  follows 
you  will  be  able  to  see  how  much  has  been  accom- 
plished by  them  and  how  much  yet  remains  to  be 
done. 

We  also  print  herewith  a  statement  giving  in 
detail  the  name  and  address  of  each  Class  Commit- 
teeman; the  aggregate  contribution  from  each  class, 
together  with  the  number  and  names  of  the  con- 
tributors during  the  year  1909.  Such  a  report  as 
this  will  be  published  annually. 

Anyone  desiring  to  communicate  with  the  Board 
may  do  so  by  addressing  the  Secretary,  Thomas 
Cochran,  Jr.,  389  Fifth  Avenue,  New  York,  by  whom 
all  communications  will  be  promptly  acknowledged 
and  inquiries  gladly  answered. 

C  Francis  R  Appleton,  '71, 
Harold  S.  Wallace,  '97, 
Thomas  Cochran,  Jr.,  '90, 
George  B.  Case,  '90, 
PhillipsAndover    1   f  -  C.  Walcott,  '87, 

Alumni  Fund       I   William  D.  Sawyer  '85, 
D.  Mark  Cummings,  85, 
Oliver  G.  Jennings,  '83, 
Tracy  H.  Harris,  '82, 


Board  of  Directors 
of 


I 


The  names  of  the  Class  Committeemen  represent- 
ing the  various  classes,  together  with  their  ad- 
dresses, are  given  below.  To  them  contributions 
may  be  forwarded  and  prompt  acknowledgment  will 
be  made.  Cheques  should  be  drawn  in  favor  of 
Trustees  of  Phillips  Academy.  Where  a  vacancy  in 
the  office  of  Class  Committeeman  is  indicated,  con- 
tributions may  be  sent  to  Thomas  Cochran,  Jr.. 
Secretar3%  389  Fifth  Avenue,  New  York.  Eventually 
a  Class  Committeeman  will  be  appointed  to  repre- 
sent each  class  and  suggestions  or  volunteers  as  to 
any  of  the  existing  vacancies  will  gladly  be  received 
by  the  Secretary." 

No. 

Class.         Class  Committeeman.  Contrib-  Amount 

utors. 

1838  Cochran,    Thomas,    Jr.,    389  Fifth 

Avenue,  New  York  —   

1839  Cochran,    Thomas,    Jr.,    389  Fifth 

Avenue,  New  York  —   


Class. 

1840 

1841 

1842 

1843 

1844 

184S 

1846 

1847 
1848 
1849 
1850 
1851 
1852 
1853 
1854 
1855 
1856 

1857 
1858 
1859 
i860 
1861 
1862 
1863 
1864 
1865 
1866 
1867 
1868 
1869 
1870 


Class  Committeeman. 


389 


No. 
Contrib- 
utors. 

Fifth 


Amount 


Cochran,    Thomas,  Jr., 

Avenue,  New  York 
Chamberlain,     Rev.     Leander  T., 

D.D.,  222  West  23d  St.,  New  York 
Chamberlain,     Rev.     Leander  T., 

D.D.,  222  West  23d  St.,  New  York 
Chamberlain,     Rev.     Leander  T., 

D.D.,  222  West  23d  St.,  New  York 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 
Cochran 

Avenue 

Chamberlain,     Rev.     Leander  T. 

D.D.,  222  West  23d  St.,  New  York 
Olney,   Peter   B.,   68  William  St., 

New  York 
Olney,  Peter 

New  York 
Olney,  Peter 

New  York 
Burrell,    Rev.    David    J.,    D.D.,  1 

West  29th   St.,   New  York 
Burrell,    Rev.    David    J.    D.D.,  1 

West  29th  St.,  New  York 
Deming,  Horace  E.,  15  William  St., 

New  York 
Deming,  Horace  E. 

New  York 
Deming,  Horace  E., 

New  York 
Minor,  Dr.  S.  Carrington,  658  East 

165th  St.,  New  York 
Minor,  Dr.  S.  Carrington,  658  East 

165th  St.,  New  York 
Roosa,    DeWitt,  Kingston, 

York 


Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York, 

389 

Fifth 

Thomas,  Jr., 
New  York, 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

Thomas,  Jr., 
New  York 

389 

Fifth 

B.,  68  William 
B.,  68  William 


St., 
St., 


15  William  St., 
15  William  St., 


New 


50  00 


10  00 
10  00 
10  00 


2  00 


5  00 
5  00 
13  00 
5  00 
45  00 
26  00 
5  00 
2  00 
35  00 
60  00 
38  00 


12  00 
5  oc 
155  oc 
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Class. 


Class  Committeeman. 


No. 

Contrib-  Amount 
utors. 

1871  Roosa,    DeWitt,    Kingston,  New 

York  14   410  00 

1872  Wiggin,  Dr.  Frederick  H.,  55  West 

36th  St.,  New  York  3     20  00 

1873  Clarke,    Courtlandt    C,  University 

Club,  New  York  6     70  00 

1874  Moore,  Charles,  Security  Trust  Co., 

Detroit,  Mich.  —   

1875  Swoope,   Roland   D.,  Curwensville, 

Pa.  2     20  00 

1876  Swoope,   Roland   D.,  Curwensville, 

Pa.  —   

1877  Day,   William   P.,   North  German- 

town,  N.  Y.  10    645  00 

1878  Jelly,  Dr.  Arthur  C,  10  Arlington 

St.,   Boston,   Mass.  1       5  00 

1879  Warren,     Frank     D.,     225  Fifth 

Avenue,  New  York  2     30  00 

1880  Selfridge,  Arthur  J.,   16  State  St., 

Boston,  Mass.  —   

1881  Selfridge,  Arthur  J.,   16  State  St., 

Boston,  Mass.  —   

1882  Harris,  Tracy  H.,  68  William  St., 

New  York  1     25  00 

1883  Jennings,   Oliver   G.,   51   Wall  St., 

New  York  9    497  00 

1884  Atterbury,  Robert  R.,  1  Nassau  St., 

New  York  11    122  00 

1885  Sawyer,   Wm.   D.,   26   Liberty  St., 

New  York  8    250  00 

1886  Danforth,  G.  H.,  70  Broad  St.,  New 

York  11    156  00 

1887  Walcott,  Frederick  C,  24  Broad  St., 

New  York  6     46  00 

1888  Bronson,  Rev.  O.  H.,  100  East  17th 

St.,  New  York  2      15  00 

1889  Moore,  F.  W.,  67  Milk  St.,  Boston, 

Mass.  7    202  00 

1890  Addis,    Albert    E.,  Northampton, 

Mass.  12     70  50 

1891  McCormick,  Vance  C,  Harrisburg, 

Pa.  9    no  00 

1892  Thompson,  Augustus  P.,  23  School 

St.,  Andover,  Mass.  15    152  00 

1893  Murphy,   Dr.   Fred.   T.,   309  Marl- 

borough St.,  Boston,  Mass.  33    256  50 

1894  Simmons,  Frank  H.,  no  Centre  St., 

New  York  19    119  00 

1895  Burgess,  Edward   G,  Jr.,  Holland 

House,  New  York  4     20  00 

1896  Drinkwater,  Arthur,  93  Federal  St., 

.Boston,  Mass.  22    154  00 

1897  Morris,   Ray,  81    Fulton   St.,  New 

York  9     48  00 

1 1898  Schweppe,  Charles  H.,  The  Rook- 

ery, Chicago,  111.  —   

1 1899  Quinby,  Frank  L.,  60  Wall  St.,  New 

York  3       9  00 

1 1900  Rafferty,   Charles   D.,   P.   O.  Box 

313,  Pittsburg,  Pa.  10     46  00 

|l0Oi  Deming,  Harold  S.,  Room  84,  Post 

Office  Building,  New  York  9     59  00 


Class  Committeeman. 


Class. 

1902  Goodhue,  Francis  Abbot,  15  School 
St.,  Andover,  Mass. 

1903  Chapin,  Edward   Barton,  31  Hast- 

ings Hall,  Cambridge,  Mass. 

1904  Garver,    Chauncey   B.,   404  Craigie 

Hall,  Cambridge,  Mass. 

1905  Cushman,  Trevor  A.,  133  Mill  St., 

Rochester,  N.  Y. 

1906  Cross,   Harold,   Fitchburg,  Mass. 

1907  Wilson,  Walter  O.,  Princeton  Col- 

lege, Princeton,  N.  J. 

1908  Gardner,  Robert  A.,  Yale  Univer- 

sity, New  Haven,  Conn. 

1909  Reilly,  James  A.,  Yale  University, 

New  Haven,  Conn. 


No. 

Contrib-  Amount 
utors. 


O 

12 

00 

10 

36 

00 

12 

no 

00 

6 

44 

00 

17 

65 

60 

1 

1 

00 

3 

13 

00 

3 

13 

00 

Total  329  $4331  60 

An  analysis  of  the  contributions  made  during  the 
year  1909  is  as  follows: 

General  Endowment  Fund  $752  00 
Current  Expense  Fund  3,579  60 

  $4,331  60 

Expenses  208  00 

Net  result  $4,123  60 


Baseball  Schedule 

The  baseball  schedule  for  the  .spring  term  is 
given  below.  All  games  but  those  with  Harvard 
Freshmen  and  Yale  Varsity  are  played  at  Andover. 

April    9 — Springfield  Training  School. 

April  13 — Boston  College. 

April  16 — Bowdoin  College. 

April  20 — Dartmouth  College. 

April  23 — New  Hampshire  College. 

April  26 — Colby  College. 

April  30 — Yale  Freshmen. 

May  4 — Harvard  Freshmen. 

May    7 — Yale  'Varsity. 

May  11 — Bates  College. 

May  13 — Princeton  Freshmen. 

May  18 — Villanova  College. 

May  21 — Pennsylvania  Freshmen. 

May  25 — Massachusetts  State  College. 

May  27 — Manhattan  College. 

May  30 — Harvard  Varsity. 

June    4 — Exeter. 


CLASS  OF  1870 


If  anyone  can  give  any  information  about  the  men 
whose  names  follow,  send  word  to  Biographical  Catalogue, 
Phillips  Academy,  Andover,  Mass. 

Harold  Abelard  Bagley 
George  Washington  Baker 
William  Beals  Baker 
Peter  Ethelred  Blow 
Edmund  Bryant 
William  Haines  Clapp 
Clarence  Herbert  Cooke 
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Frank  M.  Davis 
Rawley  Evans  Dent,  Jr. 
William  Gould  Easton 
Jefferson  Packworth  Jones 
Edward  Winslow  Low 
Francis  Hinckley  Lyman 
Clarence  Sinclair  Martin 
William  Lawrence  Porter 
Edward  Seymour 
George  Emory  Smith 
Henry  Hill  Smith 
Walter  Marshall  Stanton 
John  Eldredge  Stearns 
Samuel  Bartlett  Sumner 
Hugh  McKenzie  Wralsh 
Albert  Lawrence  Wetherill 
Charles  Alden  Williams 
Edwin  Amos  Willoughby 

STUDENTS  AT  ANDOVER  BEFORE  1880 

It  would  hasten  forward  the  Biographical  Catalogue  of 
the  Academy  and  insure  accuracy  as  well  as  lessen  ex- 
pense if  all  students  of  Phillips  who  entered  the  institu- 
tion before  1880  would  answer  the  following  questions 
and  mail  answers  to  "Biographical  Catalogue,  Phillips 
Academy,  Andover,  Mass."  Name  in  full,  date  of  birth, 
place  of  birth,  age  at  entering,  time  of  leaving,  name  of 
father,  maiden  name  of  mother  in  full,  college  with  year 
of  graduation,  college  degrees,  Civil  War  or  Spanish  War 
record,  civil  or  political  offices  held,  literary  work  done, 
present  address,  occupation. 


It  is  requested  that  death  notices  and  wedding  an- 
nouncements be  sent  to  Phillips  Bulletin,  Andover,  Mass., 
in  order  that  these  records  may  be  complete  and  accurate. 


PERSONALS 


1834 — Sylvester  Dana,  son  of  Rev.  Sylvester  and 
Hannah  Kimball  Dana,  was  born  at  Orford,  N.  H.,  Oct- 
ober 19,  1816,  and  graduated  from  Dartmouth  in  1839. 
He  studied  law  in  Concord  in  the  office  of  President 
Franklin  Pierce  and  in  the  law  school  of  Harvard  Uni- 
versity, and  was  admitted  to  the  bar  in  1842.  From  1862 
to  1886  he  was  justice  of  the  Police  Court  of  Concord, 
N.  H.  At  the  time  of  his  death  he  was  the  sole  survivor 
of  the  class  of  1839  of  Dartmouth.  He  died  in  Concord, 
January  4,  1910. 

1837 — Charles  Henry  Cummings,  son  of  Daniel  and 
Hannah  Shute  Cummings,  was  born  in  Boston,  June  28, 
1828.  Mr.  Cummings  was  in  the  family  and  under  the 
instruction  of  Mr.  John  Thoreau  of  Concord,  Mass.,  and 
there  developed  a  great  love  of  nature.  He  became  a 
flour  merchant  and  was  one  of  the  oldest  members  of  the 
Boston  Chamber  of  Commerce  at  the  time  of  his  death 
which  occurred  in  Brookline,  Mass.,  March  30,  1910. 

1 841 — Francis  Adams  White,  son  of  Aaron  and  Mary 
Avery  White,  was  born  in  Boylston,  April  19,  1824.  He 
became  an  apprentice  of  his  brother  at  Roxbury  in  the 
leather  manufacturing  business  and  later  became  a  part- 
ner, retiring  in  1871.  He  died  in  Brookline,  January  13, 
1910. 

1843 — Francis  Thayer  Russell,  son  of  Rev.  William 
and  Ursula  Wood  Russell,  was  born  in  Roxbury,  Mass., 
June  10,  1828,  and  graduated  from  the  Theological  De- 
partment of  Trinity  College  in  1854.  He  was  an  in- 
structor in  elocution  in  Andover  Theological  Seminary, 
in  Trinity  College,  in  Berkeley  Divinity  School,  in  Hobart 
College  and  in  the  General  Theological  Seminary  of  New 
York  City.     Dr.  Russell  was  a  rector  at  New  Britain, 


Ridgefield  and  Waterbury,  Conn.  Since  1875,  he  hacj 
been  rector  of  St.  Margaret's  School  for  Girls  at  Water 
bury,  Conn.  He  died  February  15,  191  o  at  St.  Petersburg 
Fla. 

1845 — John  Quincy  Lund,  son  of  Noah  and  MehitabL 
Perkins  Lund,  was  born  in  Boscaweu,  N.  H.,  Februan 
15,  1828.  After  leaving  Andover,  he  engaged  in  mininj 
in  California  and  later  in  the  printing  business  in  Boston 
and  died  in  Somerville,  Mass.,  March  26,  1910. 

■  846 — Charles  Chapman  Grafton,  Bishop  of  Fond  dv 
Lac,  has  written  an  account  of  his  life  under  the  title 
"A  Journey  Godward  of  a  Servant  of  Jesus  Christ". 

1847 —  David  Hewes,  while  a  member  of  the  Academy 
established  the  first  Sunday  School  in  Lawrence.  H 
entered  Yale  College  after  three  years  at  Andover,  an« 
later  entered  business  in  Sacramento,  Cal.,  and  was  largel; 
influential  in  planning  and  grading  the  city  of  San  Fran 
cisco  and  he  reclaimed  the  harbor  for  building  purpose! 
Mr.  Hewes  has  extensive  realty  holdings  in  San  Fran 
cisco  and  in  Orange,  and  has  been  a  generous  patroi 
of  art.  A  beautiful  gallery  of  paintings  and  statuary  ii 
the  Stanford  Museum  at  Palo  Alto  was  collected  by  him 
and  is  a  memorial  to  his  wife,  Anna  Lathrop  Hewes.  Hi 
home  is  in  Orange,  Cal.,  and  he  recently  presented  t< 
the  Academy  catalogues  of  the  Art  Gallery  and  pamphlet 
descriptive  of  his  property  in  Orange  and  in  San  Frad 
cisco. 

1848 —  Edward  Houghton,  son  of  Cyrus  and  Eliza  A 
Sawin  Houghton,  was  born  at  Lancaster,  Mass.,  Noveml 
ber  15,  1829,  and  graduated  from  Yale  in  1852.  H'l 
studied  in  the  Yale  Law  School  and  was  admitted  to  th 
Ohio  bar.  He  taught  at  Holliston,  Mass.,  and  spent  mos| 
of  his  life  on  a  farm  in  Lancaster.  He  held  the  office  0 
selectman  and  was  a  member  of  the  school  board.  Hfl1 
died  in  Lancaster,  February  7,  1910. 

1850 — Joseph  William  Poor,  son  of  William  an. 
Hannah  White  Poor,  was  born  in  Methuen,  July  22,  183c 
He  early  showed  an  unusual  aptitude  for  working  wit) 
tools,  and  became  an  expert  blacksmith  and  wagon  buildeil 
For  many  years  he  was  chief  engineer  of  the  fire  depart! 
ment  of  Andover.  He  was  also  leader  of  the  churcill 
choir.    Mr.  Poor  died  in  Andover,  April  6,  1910. 

1850 —  William  Augustus  Rust  learned  the  shoe  tradf^ 
in  the  employ  of  Seth  Bryant  of  Boston,  and  follov 
that  trade  in  California  and  as  a  member  of  the  fir 
of  Johnson,  Rust  &  Co.    For  eighteen  years  he  was  co 
nected  with  the  Freeman's  National  Bank  of  Boston 
vice-president    and    president.      He    was    born    in  Ea 
Bridgewater  and  died  in  Boston. 

1 85 1 —  George  Edward  Dunlap,  was  born  at  Huntingto 
Mass,.  October  2,  1832,  and  graduated  from  Amherst 
1855.    For  some  years  he  taught  in  Illinois  and  Massach 
setts.    He  was  a  sergeant  in  the  51st  Mass.  Volunte 
Militia  during  the  Civil  War.     For  eight  years  he 
in  business  in  Worcester,  Mass.,  and  from  1871  to  i{ 
he  was  the  principal  teacher  in  the  New  York  Juver 
Asylum    and    then    became    Superintendent    of  the 
York  Orphan  Asylum.    For  23  years  he  was  in  the 
partment  of  Water  Supply  of  New  York  City,  and 
in  Brooklyn,  N.  Y.,  March  30,  1910. 

1851 — Henry   Holmes   Porter  was  born  December 
1835    at    Machias,    Me.     Entered    railway  service 
Chicago  as  clerk  in  the  office  of  the  Galena  and  Chica 
Union  railway  and  became  identified  with  the  develo 
ment  and  management  of  the  large  local  industries  <] 
railroads  and  steel  of  Chicago.    He  was  president  of 
Chicago,  St.  Paul,  Minneapolis  and  Omaha  Railway  ar  1 
was  an  active  and  valued  leader  in  the  growth  of  tl' 
city.    He  died  in  Chicago,  111.,  March  31,  1910. 
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1853 —  Wallace  Potter  Willett,  when  seventeen  years 
of  age  entered  the  sugar  brokerage  office  of  Joseph  B. 
Glover  &  Co.,  Boston,  and  is  now  at  the  head  of  the  firm 
of  Willett  &  Gray,  82  Wall  St.,  New  York,  publishers  of 
the  "Weekly  Statistical  Sugar  Trade  Journal".  He  lives 
at  East  Orange,  N.  J. 

1854 —  Edward  Lord  Clark,  son  of  Peter  and  Susan 
Lord  Clark,  was  born  at  Nashua,  N.  H.,  February  3,  1838, 
and  graduated  from  Brown  in  1858,  and  from  Andover 
Theological  Seminary  in  1863.     He  was  Chaplain  of  the 

112th  Mass.  Vols,  and  pastor  of  churches  in  Bridgewater, 
l  New  Haven,  Conn.,  New  York  City,  and  Boston.  He 
was  expert  in  wood  carving  and  much  of  his  work  can 
be  seen  in  the  Central  Congregational  church  in  Boston. 
He  died  in  that  city,  February  4,  191  o. 

1854 — Gilbert  Otis  Fay,  son  of  Rev.  Gilbert  and  Clara 
Walker  Fay,  was  born  at  Wadsworth,  O.,  November  8, 
1834,  attended  Williams  College  and  graduated  from  Yale 
in  1859,  and  fram  Andover  Theological  Seminary  in  1862. 
He  was  a  teacher  in  the  Ohio  Institute  for  Deaf  and  Dumb 
at  Columbus,  Ohio,  1862-1866,  and  superintendent  from 
1866  to  1880,  and  for  thirty  years  teacher  in  the  American 
Asylum  for  Deaf  at  Hartford,  Conn.  He  died  in  Hart- 
ford, Conn.,  February  18,  1910. 

1858 —  J.  Willard  Brown,  principal  of  the  Emerson 
School,  East  Boston,  Mass.,  was  recently  elected  Com- 
mander of  the  Grand  Army,  Department  of  Massachu- 
setts. 

1859 —  William  Henry  Lemon,  son  of  William  and 
Elizabeth  Gage  Holt  Lemon,  was  born  in  Andover,  Nov- 
ember 10,  1845.  During  the  winter  of  1863  and  1864 
he  taught  school  in  the  House  of  Reformation,  Deer 
Island,  Boston  Harbor.  December  31,  1864,  he  enlisted 
in  the  First  Battalion  Frontier  Cavalry,  which  became  a 
part  of  the  26th  N.  Y.  Cavalry.  After  the  war  for  some 
13  years,  he  was  in  the  office  of  the  City  Engineer  and 
City  Surveyor  of  Boston.  For  the  rest  of  his  life  he 
was  in  the  elevator  business  in  San  Francisco,  Cal., 
Atlanta,  Ga.,  and  New  York  City,  where  he  died  January 
17,  1910. 

1 86 1 —  William  Tompkins  Comstock,  son  of  Rev.  David 
Close  and  Elizabeth  A.  Tompkins  Comstock,  was  born 
at  Redding,  Conn.,  July  14,  1842,  and  graduated  with 
i.  B.  K.  rank  at  Yale  in  1865.  Taught  one  year  at 
Peekskill  Military  Academy  and  then  entered  into  busi- 
less  in  New  York  City  as  a  publisher  of  maps  and  atlases 
ind  later  architectural  and  technical  books  at  23  War- 
ren St.  He  was  the  editor  of  Architects  and  Builders 
Magazine  since  1882.  He  died  in  Newark,  N.  J.,  Jan- 
lary  16,  1910. 

1862 —  Benjamin  A.  Fowler  of  Phoenix,  Ariz.,  is  presi- 
lent  of  the  18th  National  Irrigation  Congress. 

1863 —  William  Alexander  Brother,  son  of  Alexander 
md  S.  P.  January  Brother,  was  born  in  New  Orleans, 
..a.,  November  12,  1844,  and  graduated  from  Yale  in 
[867.  He  became  a  shipping  clerk  in  New  York  City 
ind  was  in  business  in  New  Orleans  and  in  Shreveport, 
-a.  He  engaged  in  ranching  in  Texas  and  in  mining  in 
Colorado  and  died  in  Denver,  Col.,  March  28,  1910. 

1866 —  Charles  Grafton  Page,  for  nearly  a  quarter  of 
.  century  a  practicing  patent  lawyer  in  Chicago,  111.,  died 
n  Oak  Park,  111.,  October  28,  1909. 

1867 —  John  Bakeman  Redman,  son  of  Erastus  and 
Jarah  A.  Redman,  was  born  in  Brooksville,  Me.,  June 
I,  1848,  graduated  from  Bowdoin  in  1870,  and  became 
1  member  of  its  board  of  overseers.  He  was  Mayor  of 
Lllsworth,  Me.,  Judge  of  Hancock  County  Court,  Col- 
ector  of  Customs,  Port  of  Frenchman's  Bay,  Referee 
a  Bankruptcy,  member  of  Board  of  Pensions  Appeals  of 
be  Interior  Department  at  Washington,  Judge  of  Ells- 
rorth  Municipal  Court,  and  candidate  for  Governor  of 


Maine  on  the  Democratic  ticket.  He  died  in  Ellsworth, 
March  9,  1910. 

1867-  — Thomas  Sears  Young,  a  graduate  of  Princeton 
in  1 87 1,  and  a  banker  and  broker  in  New  York  City,  died 
in  that  city,  May  21,  1909. 

1868 —  Ralph  William  Hickox  was  a  successful  capitalist 
of  Cleveland,  O.,  a  manufacturer  until  1885,  when  he 
retired  from  active  business.  He  was  a  graduate  from 
Harvard  in  1872,  and  died  in  Lyons,  France,  March  26, 
1910. 

1868 — Milon  Scott  Jenkins,  son  of  Benjamin  Flint  and 
Abbie  Foster  Jenkins,  was  born  in  North  Andover,  Sep- 
tember 19,  1848,  and  studied  law  with  Congressman 
Knox  at  Lawrence  and  was  admitted  to  the  bar  in  1876. 
His  latter  life  was  spent  as  a  farmer  at  West  Boxford, 
Mass,  where  he  died  February  13,  1910. 

1870 — Benjamin  C.  Reed  is  a  selectman  and  the  town 
treasurer  of  Whitman,  Mass.,  and  has  been  a  represen- 
tative to  the  Mass.  General  Court. 

1870 —  Charles  Sprague  Smith,  son  of  Charles  and  Car- 
oline L.  Sprague  Smith,  was  born  in  Andover,  April  27, 
I853.  graduated  at  Amherst  in  1874,  and  studied  in  the 
leading  universities  abroad.  From  1880  to  1891  he  was 
professor  of  modern  languages  and  foreign  literature 
at  Columbia,  and  was  organizer  and  managing  director 
of  the  People's  Institute  of  New  York  City  till  his  death 
March  30,  1910  at  Montclair,  N.  J. 

1 87 1 —  Alvin  Foye  Sortwell,  at  one  time  Mayor  of  Cam- 
bridge, president  of  the  Montpelier  &  Wells  River  Rail- 
road, president  of  the  Cambridge  National  Bank,  vice- 
president  and  treasurer  of  the  Columbia  Water  Power 
Company,  Columbia,  S.  C,  president  of  the  Cambridge 
Trust  Company,  died  at  his  home  in  Cambridge,  March 
21,  1 910.  Mr.  Sortwell's  parents  were  Daniel  R.  and 
Sophia  A.  Foye  Sortwell,  and  he  was  born  July  21,  1854. 

1872 —  Howard  Lawrence  Osgood,  son  of  Dr.  Howard 
and  Caroline  Townsend  Lawrence  Osgood,  was  born  at 
Flushing,  N.  Y.,  October  24,  1855  and  was  connected 
with  the  class  of  1876  at  Harvard.  He  was  admitted  to 
the  bar  in  1882  and  in  1897  formed  a  law  partnership 
with  C.  Schuyler  Davis  at  Rochester,  N.  Y.  He  died  in 
that  city  in  November,  1909. 

1874 —  Rev.  nenry  Frank  is  the  founder  and  permanent 
leader  of  the  Independent  Liberal  Congregation  which 
meets  every  Sunday  morning  in  the  Berkeley  Theatre, 
New  York  and  on  Sunday  evenings  in  Aurora  Grata 
Cathedral,  Brooklyn,  N.  Y.  Mr.  Frank  is  a  man  of  ex- 
ceptional ability  as  a  writer  and  speaker,  and  large  aud- 
iences gather  to  hear  him. 

1875 —  Matthew  Fernandez  Coon,  son  of  James  and  Mary 
Handy  Coon,  was  born  on  the  Island  of  Juan  Fernandez, 
December  1,  1856.  He  studied  at  the  Mass.  Normal  Art 
School  and  became  a  wood  engraver  and  publisher  of 
maps.    He  died  in  Oakland,  Cal.,  February  7,  1910. 

1878 — Charles  Martindale  is  a  lawyer  at  214  Lemcke 
Building,  Indianapolis,  Ind.,  and  is  president  of  the  In- 
dianapolis Bar  Association. 

1878 — Lynn  Boyd  Martindale  has  been  a  broker  and 
interested  in  Life  Insurance  problems  and  may  be  ad- 
dressed at  the  Newton-Claypool  Building,  Indianapolis, 
Ind. 

1878 —  John  E.  Smith,  superintendent  of  the  Andover 
Water  System  since  1889,  has  resigned  to  accept  a  posi- 
tion with  the  Tyer  Rubber  Company.  Mr.  Smith's  work 
has  been  of  the  highest  value  to  the  town  of  Andover. 

1879 —  Rev.  David  P.  Hatch  of  Franklin,  N.  H.,  has 
accepted  his  call  to  be  pastor  at  Goffslown,  N.  H. 

1879 — Frank  Parsons  and  Miss  Susan  Bonscr  were 
married  December  28,  1909  at  Kcnncbunk,  Me. 
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1880 —  Rev.  Lewis  Beals  Fisher,  D.  D.,  LL.  D.,  has 
been  pastor  in  Rochester,  N.  Y.,  and  Bridgeport,  Conn., 
professor  in  St.  Lawrence  University,  Canton,  N.  Y.,  and 
is  now  president  of  Lombard  College,  Galesburg,  111. 

1881 —  Charles  Owen  Drummond,  son  of  David  B.  and 
Amanda  Malinda  Cochrane  Drummond,  was  born  July 
29,  1862  at  Keokuk,  la.,  and  died  March  3,  1908  at  St. 
Louis,  Mo.  During  most  of  his  life  he  was  connected 
with  the  R.  G.  Dun  &  Co..  Commercial  Agency. 

1884 —  Frederic  Abbott  Bill,  son  of  Henry  and  Julia 
Chapman  Bill,  was  born  in  Norwich,  Conn.,  March  12, 
1864.  Upon  leaving  Andover  he  entered  the  paper  making 
trade  at  Holyoke,  learned  envelope  making  in  Worcester, 
and  became  the  manager  of  the  Holyoke  division  of  the 
United  States  Envelope  Company.  He  died  in  Spring- 
field, Mass.,  February  22,  1910. 

1885 —  Frederick  Anderson  Cumnock  is  general  manager 
of  the  Humboldt  Cotton  Mills,  Humboldt,  Tenn. 

1886 —  Rev.  Walden  Myer  is  a  master  in  St.  Paul's 
School  at  Concord,  N.  H. 

1888 — Rev.  Oliver  H.  Bronson  has  been  appointed  by 
the  Presbyterian  Board  of  Home  Missions  pastor  and 
superintendent  of  Hope  Chapel  in  East  Fourth  St.,  New 
York  City. 

1888 —  Professor  Henry  S.  Graves  of  the  Yale  School 
of  Forestry  has  been  appointed  by  President  Taft,  Nat- 
ional Forester  in  place  of  Mr.  Gifford  Pinchot. 

1889 —  Henry  W.  Greenough,  Assistant  Attorney  General 
of  Rhode  Island,  has  received  from  the  King  of  Italy, 
the  decoration  of  the  Order  of  Chevalier  of  the  Crown 
of  Italy. 

1889 —  S.  Cady  Hutchins  is  in  the  automobile  business 
at   1260   Main   St.,   Hartford,  Conn. 

1890 —  Charles  Grosvenor  Osgood,  Jr.,  of  Princeton 
University  and  Miss  Isabella  Sheldon  Owen  were  mar- 
ried at  Princeton,  N.  J.,  January  29,  1910. 

1892 — Sherwood  O.  Dickerman  is  assistant  professor 
of  Greek  at  Williams  College. 

1892 — Amos  G.  Robinson  is  city  engineer  of  Elk  City, 
Oklahoma. 

!893 — John  Mason  Boutwell  and  Miss  Esther  Miner 
were  married  at  Lawrenceville,  N.  J.,  January  22,  1910. 

x893 — Nathan  A.  Smyth,  recently  assistant  district  at- 
torney of  New  York,  has  resumed  the  general  practice 
of  law  with  offices  at  5  Nassau  St.,  New  York. 

1894 — Rev.  Francis  John  McConnell  is  president  of 
De  Pauw  University,  Greencastle,  Ind.,  and  is  one  of  the 
preachers  to  Harvard  University  for  the  year  1909-1910. 

!894 — Forest  H.  Montgomery  lives  in  Hingham,  Mass., 
and  is  associated  with  the  Contract  Department  of  the 
Library  Bureau  of  New  York  City. 

!894 — Marcus  W.  Montgomery  resides  at  Wyncote, 
Pa.,  and  is  the  Philadelphia  manager  of  the  Library 
Bureau. 

!895 — William  M.  McQueston  is  superintendent  of  the 
Lawrence  Gas  Works,  Lawrence,  Mass. 

!8g6 — Robert  Woods  Chandler,  son  of  William  Eras- 
mus and  Mary  Pierce  Woods  Chandler,  was  born  in  New 
Haven,  Conn.,  February  3,  1878.  He  graduated  from 
Yale  in  1901  and  was  in  the  employ  of  the  Midvale  Steel 
Company  of  Philadelphia,  of  Frank  A.  Munsey  &  Co., 
and  of  Robert  G.  Cook,  publishers  of  New  York  City,  was 
associated  with  the  firms  of  Day,  Adams  &  Co.,  New  York 
and  of  Tucker,  Hayes  &  Co.,  of  Boston  and  died  in  En- 
field, Mass.,  January  13,  1910. 

!8g6 — Oliver  Daniel  Crilly,  son  of  Daniel  Francis  and 
Elizabeth  Snyder  Crilly,  was  born  in  Chicago,  111.,  Dec- 
ember 2i,   1876.     He  graduated  from  Harvard  in  1900, 


attended  Harvard  Law  School  one  year  and  was  gr; 
uated  from  the  Northwestern  Law  School  in  1903. 
died  in  Chicago,  111.,  January  16,  1910. 

1896 —  Richard  J.  Schweppe  is  vice-president  and  m; 
ager  of  the  Farmers  and  Merchants  Bank  of  Tempe,  Ai 

1897 —  -Benton  Cook  Moss  and  Miss  Charlotte  Frederi( 
Hutchings  were  married  February  26,  1910  at  Kan 
City,  Mo. 

1898 —  John  Farwell  Ferry,  son  of  William  Henry  1 
Abby  Farwell  Ferry,  was  born  at  Sterling,  111.,  Octo 
12,  1877.  He  graduated  from  Sheffield  in  1901,  and  1 
secretary  of  the  Y.  M.  C.  A.  for  one  year.  Since  i< 
he  was  connected  with  the  Field  Museum  of  Natu 
History  in  Chicago  as  ornithologist.  He  died  in  Chica 
111.,  February  n,  1910. 

1898 —  Harry    M.    Sayward    is    an  attorney-at-law 
Ipswich,  Mass. 

1899 —  Alan  Fox  is  in  the  general  practice  of  law 
50  Pine  St.,  New  York  City. 

1900 — Ferrand     Northrop     Benedict    and    Miss  He 
Bulkley   Bullard  were  married   at   East   Orange,  N. 
January  27,  1910. 

1900 —  Howard  Drummond  is  with  Carlisle,  Mellick 
Co.,  brokers,  20  Broad  St.,  New  York  City. 

1900 — Dwight    T.    Farnham    is    superintendent  of 
Denny-Renton  Clay  and  Coal  Co.,  Seattle,  Wash. 

1900 —  George  M.  Gelser  is  a  practicing  physician 
28  Draper  St.,  Rochester,  N.  Y. 

1 90 1 —  E.  Mortimer  Barnes  is  a  partner  in  the  firm 
Hollister,  Fish  &  Co.,  brokers  at  Pine  and  Nassau  Stre 
New  York  City. 

1902 —  Stanley  Buffington  may  be  addressed  at  811 
Douglas  Ave.,  Wichita,  Kans. 

1902 —  Harold  S.  Edwards  is  with  Francis  Willey 
Co.,  281  Summer  St.,  Boston. 

1903 —  Edward  C.  Boynton  is  with  George  A.  Fern 
&  Co.,  Bankers,  67  Milk  Street,  Boston. 

19o3 — John  M.  Cates  is  in  the  legal  department  of 
Colorado  &  Southern  Railway  Company,  Denver,  Coj 

1903 —  Lucius  O.  Meacham  is  superintendent  of 
Economy  Light,  Heat  &  Power  Co.,  of  Scranton,  Pa. 

igo4 — George  Phelps  Berkey  and  Miss  Helen  M 
Wheeler  Sears  were  married  January  5,  1910  at  Gr< 
Rapids,  Mich. 

1904 —  John  H.  Derby,  Jr.,  is  with  the  Ellis-Foster  ( 
dealers  in  chemical  products,  100  William  Street,  M 
York  City. 

I904 — Sheldon  Hodge  and  Miss  Helene  Lockhart  w 
married  February  8,  1910  at  Buffalo,  N.  Y. 

1904 —  George  H.  Townsend  may  be  addressed  at  . 
Congress  Place,  Pasadena,  Cal. 

i9os — George  D.  Lawson,  Jr.,  is  at  the  head  of 
dyeing  department  of  the  Merrimack  Print  Works,  Low 
Mass. 

1905 —  Nathaniel  Ford  Moore,  son  of  James  Hot 
and  Lora  Josephine  Small  Moore,  was  born  in  Chica 
111.,  January  31,  1884,  and  died  in  Chicago,  January  9,  ic 

1906 —  George  Hale  Lowe,  Jr.,  and  Miss  Ruth  Joseph 
Sexton  were  married  April  19,  1910  at  Nashua,  N.  H 

1907 —  Marion  Victor  McKay  and  Miss  Ida  Flore 
Mitchell  of  Lawrence  were  married  in  Boston. 

1908 —  Allen  Marco  Ray,  son  of  Walter  Scott  and  Mi 
Adelaide  Alexander  Ray,  was  born  in  Boston,  Septem 
3,  1889,  and  died  in  Brookline,  March  15,  1910. 

I9I0 — Robert  G.  Hopwood  is  with  the  Southeast 
Idaho  Land  and  Livestock  Company,  Idaho  Falls,  Ida. 


rHE  PHILLIPS  BULLETIN 


ISSUED   QUARTERLY  BY 

PHILLIPS  ACADEMY 

ANDOVER  MASSACHUSETTS 

ENTERED  AS  SECOND  CLASS  MATTER  JANUARY  1,  1907,  AT  THE  TOST  OFFICE  AT  ANDOVIR,  MASS.,  UNDER  THE  ACT  OF  CONGRESS  OF  JULY  19,  1694 


Vol.  IV. 


September,  1910. 


No.  4. 


Commencement 

The  observances  of  the  Phillips  Academy  Com- 
lencement  week  were  ushered  in  under  rather  un- 
leasant  circumstances  as  far  as  the  weather  was 
jncerned,  for  Sunday's  downpour  was  not  condu- 
ive  to  the  highest  enjoyment.  It  takes  more  than 
'.clemency  of  weather,  however,  to  deter  old 
hillips  boys  from  returning  to  share  in  commence- 
.ent  pleasures,  or  to  keep  parents,  brothers,  sisters 
id  friends  from  being  present  at  the  graduation 
t  sons  and  brothers. 

So  notwithstanding  the  early  rain,  visitors  were 
Dntinually  arriving,  and  the  town  fairly  teemed 
ith  guests  for  several  days. 

BACCALAUREATE  SERMON 

The  chapel  wa:  well  filled  on  Sunday  afternoon 
1  the  occasion  of  the  baccalaureate  sermon,  deliv- 
ed  by  Rev.  G.  Glenn  Atkins  D.D.,  of  Providence, 

I.  Rev.  M.  W.  Stackpole  and  Principal  Stearns 
ere  in  charge  of  the  service.  Dr.  Atkins  took  for 
e  text  of  his  sermon  the  45th  and  46th  verses  of 
e  13th  chapter  of  St.  Matthew:  "Again  the  king- 
m  of  heaven  is  like  unto  a  merchantman  seeking 
odly  pearls,  who,  when  he  had  found  one  pearl 

great  price,  went  and  sold  all  that  he  had  and 
ught  it." 

DRAPER  PRIZE  SPEAKING 

The  Draper  Prize  Speaking  contest  took  place 
Monday  evening  in  the  chapel.  This  was  the 
:ty-fourth  speaking  for  the  Draper  prizes.  The 
>rk  done  by  the  participants  was  very  interesting, 
le  program: 

Music 

the  Right  to  Tax  America  William  Pitt 

Egbert  H.  Spencer,  Highland  Park,  111. 
Had  of  East  and  West  Kipling 

Norman  V.  Donaldson,  Philadelphia 
poleon  Bonaparte 


Whitney  W.  Ladd,  Rouse's  Point,  N.  Y. 
He  who  Died  at  Azan  Sir  Edwin  Arnold 

James  P.  Baxter,  3rd,  Portland,  Me. 
Music 

Edinburgh  After  Flodden  William  E.  Aytoun 

Harry  E.  Dow,  Lawrence 
Herve  Riel  Browning 

William  L.  Nute,  St.  Louis,  Mo. 
Daniel  O'Connell  Wendell  Phillips 

Emmett  O'Brien,  Natchez,  Miss. 
Abraham  Lincoln  Watterson 
John  Russell  Look,  Oak  Bluffs 
Music 
Award  of  Prizes 

CLASS  DAY  EXERCISES 

Tuesday  was  Class  Day,  and  in  observance  of  it, 
the  customary  exercises  were  held  on  the  steps  in 
front  of  the  gymnasium.  The  Class  Day  com- 
mittee was  composed  of  the  following:  Clyde 
Martin,  chairman,  Kenneth  Reynolds,  Gardner 
Champlin,  William  Laubach  Nute,  and  Richard 
Morgan  Thompson,  and  their  arrangements  were 
well  carried  out.  Music  was  furnished  by  the 
Columbian  orchestra  and  during  the  intermission 
frappe  was  served.  The  history,  oration,  poem  and 
prophecy  which  were  delivered,  were  of  unusual 
interest.  The  history  was  concise  and  to  the  point, 
the  oration  well  thought  out  and  well  rendered,  the 
poem  of  unusual  merit,  while  the  prophecy  was  all 
that  a  prophecy  should  be.  Upon  the  completion 
of  this  part  of  the  program,  the  class 
planted.    The  program: 

Music 

History,  Harold  C.  Stearns,  Dunkirk,  N.  Y. 

Oration,  Scott  H.  Paradise,  West  Medford 

Music 

Poem,       Robert  S.  F.  Randolph,  Morristown,  N.J. 
Prophecy,         Quentin  Reynolds,  Montclair,  N.  J. 
Music 

Ivy  Exercises 


ivy  was 
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ORGAN  RECITAL 

On  Tuesday  afternoon,  those  who  enjoyed  the 
winter  series  of  recitals,  as  well  as  those  who  were 
less  fortunate  and  had  not  heard  the  fine  tones  of 
the  William  C.  Egleston  Memorial  Organ,  had  an 
opportunity  to  hear  Prof.  Ashton  again.  All  pre- 
sent thoroughly  enjoyed  the  program  as  arranged 
and  played  by  Professor  Ashton  which  included 
several   selections   from   Handel   and   Bach.  The 


program  follows: 

Marcia  Maestoso  Parelli 

Pastorale  Scarlatti 

Aria  from  Suite  in  D  Bach 

Scherzo  Bossi 

The  Little  Shepherd  Debussy 

Prelude  in  A  minor  Handel 

Minuet  in  E  minor  Handel 

Adagio  Handel 

Largo  Handel 


THE  RECEPTION 

Principal  and  Mrs.  Alfred  E.  Stearns  held  their 
annual  reception  for  the  alumni,  guests  and 
Seniors  in  the  Borden  gymnasium  on  Tuesday 
evening.  Dancing  was  enjoyed  by  many  until 
a  late  hour,  music  being  furnished  by  the  Colum- 
bian orchestra. 

COMMENCEMENT  EXERCISES 

Wednesday's  observances  began  in  the  morning 
with  the  procession  of  alumni,  guests  and  students 
from  the  Archaeological  building  to  the  chapel. 
Here  a  special  service  of  Alpha  Delta  Tau,  the  hon- 
orary scholarship  society,  was  held,  at  which  an  ad- 
dress was  made  by  Huber  Gray  Buehler,  M.A., 
Litt.D.,  headmaster  of  the  Hotchkiss  School,  Lake- 
ville,  Conn.  The  newly-elected  members  of  the 
society  are  as  follows: 

John  Radford  Abbot,  James  Phinney  Baxter,  3rd, 
Edward  Salisbury  Bentley,  Hugh  Picken  Brady, 
Samuel  Kendall  Bushnell,  Cornelius  Joseph  Calla- 
han, Reginald  Kennelly  Fessenden,  James  Parsons 
Gifford,  Roy  Edward  Hardy,  Warren  Jay  Keyes, 
Kenneth  Lathrop  Moore,  William  Laubach  Nute, 
Paul  Barry  Owen,  Scott  Hurtt  Paradise,  William 
Gorham  Rice,  Jr. 

The  essays  in  ;ompetition  for  the  Andrew  Potter 
prizes  were  then  delivered  and  the  prizes  awarded 
as  follows:  First  prize,  $30,  to  J.  P.  Baxter,  3rd,  of 
Portland,  Me.,  and  second  prize  of  $20,  to  Alex- 
ander L.  Jackson,  of  Englewood,  N.  J. 

The  speakers  and  the  titles  of  their  essays  were: 
Railway  Rate  Regulation 

DeForest  G.  Raymond,  Waverly,  N.  Y. 
The  Fitness  of  the  Negro  for  Suffrage 

Alexander  L.  Jackson,  Englewood,  N.  J. 
Reconstruction 

Cornelius  J.  Callahan,  Lawrence 


The  Golden  Age 

Scott  H.  Paradise,  West  Medford 
The  Personality  of  Robert  Louis  Stevenson 
James  P.  Baxter,  3rd,  Portland,  Me. 
The  announcement  of  prizes  for  the  year  wa 
then  made,  after  which  the  members  of  the  grad 
uating  class   received  their  diplomas.     The  exei 
cises  were  closed  with  the  singing  of  the  schor| 
hymn,  the  words  of  which  were  written  by  Olive 
Wendell  Holmes,  class  of  1825,  "O  Lord  of  Host 
Almighty  King!" 

PRIZES  AWARDED  1909-1910 

The  Draper  prizes,  selected  declamations,  $2 
$12,  $8,  endowed  by  the  late  W.  F.  Draper,  class  I 
'43:  First,  John  R.  Look,  Oak  Bluffs;  second,  No 
man  V.  Donaldson,  Philadelphia,  Pa.,  and  Egbert  l| 
Spencer,  Highland  Park,  111.;  third,  Harry  E.  Do 
Lawrence.  Committee  of  award:  Prof.  Wm. 
Graves,  Andover;  H.  Winthrop  Peirce,  Andove 
Frank  D.  Somers,  Andover. 

The  Means  prizes,  original  declamations,  $20, 
$8,  endowed  by  the  late  William  G.  Means  of  B 
ton:  First,  Scott  H.  Paradise,  West  Medford; 
ond.,  James  P.   Baxter,  3rd,  Portland,  Me.;  thir 
Harry  E.  Dow,  Lawrence.    Committee  of  awar 
Rev.   F.  A.  Wilson,  Andover;   S.   C.  Hutchin 
superintendent  of  schools,  Andover;  Rev.  Dean 
Walker,  West  Parish,  Andover. 

The   Harvard   English   prizes,   English  Comp 
sition  and  Rhetoric,  $15,  $10,  sustained  by  the 
dover  club  at  Harvard:  First,  James  P.  Baxter, 
Portland,  Me.;  Harold  C.  Greene,  Baltimore,  M 
honorable   mention,   Hudson   R.   Hawley,  Bristc 
Conn.    Judge:  Prof.  James  A.  Tufts,  The  Philli 
Exeter  Academy,  Exeter,  N.  H. 

The  Robinson  prizes,  extemporaneous  deba 
$10,  $10,  $10,  sustained  by  H.  S.  Robinson  of  A 
dover:  First,  James  P.  Baxter,  3rd,  Portland,  M 
second,  Luther  S.  Phillips,  Northeast  Harbor,  M 
third,  William  G.  Rice,  Jr.,  Albany,  N.  Y.  Coi 
mittee  of  award:  Judge  Frederic  N.  Chandler,  La 
rence;  Edwin  T.  Brewster,  Andover;  Oscar 
Stevens,  Andover. 

The  Cook  prizes,  excellence  in  Greek,  $15,  $ 
$5,  endowed  by  the  late  Joseph  Cook,  LL.D.,  cl 
of  '57:  First,  William  G.  Rice,  Jr.,  Albany,  N. 
second,  Ernest  M.  Price,  New  Haven,  Conn.;  thi) 
John  R.  Abbot,  Andover.  Committee  of  awa 
Dean  Putnam  Lockwood,  Ph.D.,  Carl  Newell  Ja 
son,  Ph.D.,  Harvard  University,  Cambridge. 

The  Robert  Stevenson  German  prize,  excellen 
in  German  Composition,  founded  by  Robert  Stev 
son,  Jr.,  class  of  '96,  $8:  Walter  G.  Dickey,  Kan 
City,  Mo.;  honorable  mention,  Louis  P.  Smeltz 
Kansas  City,  Mo.  Judge:  Miss  Natalie  Schieff 
decker,  Abbot  Academy,  Andover. 

The  Crane  prizes,  excellence  in  Vergil,  copies 
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Dr.  Crane's  translation,  gift  of  the  late  Rev.  Oliver 
Crane,  D.D.,  LL.D.:  James  P.  Baxter,  3rd,  Portland, 
Me.;  John  R.  Abbot,  Andover.  Judge:  Prof. 
Charles  H.  Forbes,  Phillips  Academy,  Andover. 

The  Yale-Andover  prizes,  $15,  $10,  for  those 
members  of  the  Senior  Academic  class  who  have 
passed  with  highest  average  a  minimum  of  eight 
subjects  in  the  June  entrance  examinations  for 
Yale  college:  First,  Reginald  K.  Fessenden,  Brant 
Rock;  second,  Samuel  Kendall  Bushnell,  Arlington. 
Sheffield  Scientific  School,  $15,  $10,  for  those 
members  of  the  Senior  Scientific  class  who  have 
passed  with  the  highest  average  a  minimum  of 
eight  subjects  for  the  Sheffield  Scientific  School: 
First,  Sherman  T.  Armstrong,  Salt  Lake  City,  Utah; 
second,  J.  Raymond  Beach,  Waverly,  N.  Y. 

The  Convers  prizes,  excellence  in  Mathematics, 
$20,  $15,  $10,  sustained  by  the  late  E.  B.  Convers 
of  Englewood,  N.  J.,  class  of  '57:  First,  Lindsay 
Bradford,  Burlington,  Vt.;  second,  Simpson  E. 
Spencer,  East  Northfield;  third,  Clarence  M.  Ellis, 
Franklin.  Committee  of  award:  Headmaster  Frank 
Edwin  Lane,  A.B.,  Nathaniel  Hart  Pride,  A.B.,  John 
Howard  Redfield,  S.B.,  Milton  Academy,  Milton, 
Mass. 

The  Dove  prizes,  excellence  in  Latin,  $20,  $15, 
$10,  founded  by  the  late  G.  W.  W.  Dove  of  An- 
dover and  sustained  by  his  sons:  First,  James  P. 
Baxter,  3rd,  Portland,  Me.;  second,  John  R.  Abbot, 
Andover;  third,  Charles  T.  Donworth,  Seattle, 
Wash.  Judge:  Prof.  Charles  Upson  Clark,  Yale 
University,  New  Haven,  Conn. 

The  William  S.  Wadsworth  prize,  for  excellence 
in  Physics  in  the  Scientific  department,  $10,  sus- 
tained by  Dr.  W.  S.  Wadsworth  of  Philadelphia, 
class  of  '87:  Paul  B.  Owen,  Vineyard  Haven.  Judge: 
Charles  B.  Harrington,  M.S.,  Phillips  Academy, 
Andover. 

The  Valpey  Classical  prizes,  Latin  and  Greek 
Composition,  $10,  $10,  founded  by  the  bequest  of 
the  late  Rev.  Thomas  G.  Valpey,  class  of  '54:  Latin, 
Alexander  B.  Bruce,  2nd,  Lawrence.  Judge:  Prin- 
cipal Charles  L.  Curtis,  Punchard  School,  Andover; 
Greek,  Kenneth  L.  Moore,  Detroit,  Mich.  Judge: 
Charles  Pomeroy  Otis,  A.B.,  Andover. 

The  Frederic  Holkins  Taylor  prize,  founded  in 
1908  by  an  anonymous  friend  of  the  class  of  '68,  for 
excellence  in  French  conversation  or  French  com- 
position, $8:  Warren  J.  Keyes,  Terre  Haute,  Ind.; 
[honorable  mention,  Walter  G.  Dickey,  Kansas  City, 
Mo.  Committee  of  award:  Faculty  of  the  Depart- 
ment of  French  in  Phillips  Academy. 

The  Boston  Yale  Club  cup,  awarded  to  that  mem- 
rber  of  the  Senior  class  who  attains  the  greatest 
■  proficiency  in  Scholarship  and  Athletics,  given  by 
Ithe  Yale  Club  of  Boston;  Lauran  B.  Paine,  Duluth, 
[Minn.  Committee  of  award:  the  Faculty  of  Phil- 
H lips  Academy. 


Excellence  in  American  Archaeology,  $25:  Bonne 
C.  Look,  Denver,  Colo. 

Andrew  Potter  prizes,  best  essays  on  assigned 
subjects  at  Commencement  exercises,  $30,  $20,  sus- 
tained by  James  T.  Potter,  class  of  '90:  First,  James 
P.  Baxter,  3rd,  Portland,  Me.;  second,  Alexander 
L.  Jackson,  Englewood,  N.  J.  Committee  of  award: 
Edward  M.  Bentley,  Lawrence,  N.  Y.;  Prof.  Ralph 
W.  Gifford,  White  Plains,  N.  Y.;  Dean  Frederick 
S.  Jones,  Yale  University,  New  Haven,  Conn. 

SENIOR  HONORS 

The  following  members  of  the  graduating  class 
received  honors: 

English — James  Phinney  Baxter,  3rd,  Roy  Ed- 
ward Hardy,  Warren  Jay  Keyes,  William  Laubach 
Nute. 

French,  Advanced — Walter  Grant  Dickey,  Warren 
Jay  Keyes,  Luther  Savage  Phillips. 

German,  Elementary — John  Radford  Abbot, 
James  Phinney  Baxter,  3rd. 

German,  Advanced — William  Gorham  Rice,  Jr. 

Greek — John  Radford  Abbot,  Scott  Hurtt  Para- 
dise. 

History,  Ancient — Samuel  Kendall  Bushnell, 
Alexander  Louis  Jackson,  Ernest  Melville  Price. 

History,  Roman — Lindsay  Bradford. 

History,  American — Roy  Edward  Hardy. 

Latin — John  Radford  Abbot,  James  Phinney 
Baxter,  3rd. 

Mathematics,  Advanced  Algebra — Edward  Salis- 
bury Bentley,  Warren  Jay  Keyes. 

Mathematics,  Solid  Geometry — James  Phinney 
Baxter,  3rd,  Roy  Edward  Hardy. 

Mathematics,  Trigonometry — James  Phinney 
Baxter,  3rd,  Roy  Edward  Hardy,  Warren  Jay 
Keyes. 

Mechanical  Drawing — Roy  Edward  Hardy. 
Physics — John  Radford  Abbot,  Paul  Barry  Owen, 
William  Gorham  Rice,  Jr. 

ALUMNI  DINNER 

The  alumni  dinner  was  held  in  the  Borden  gym- 
nasium shortly  after  the  close  of  the  exercises  in 
the  chapel  and  was  attended  by  many  of  the  grad- 
uates of  early  and  later  years.  The  alumni  meeting 
followed,  and  in  the  unavoidable  absence  of  the 
president,  Charles  P.  Taft,  class  of  i860,  was  pre- 
sided over  by  Ledyard  Cogswell  '69.  Mr.  Cogswell 
in  a  few  remarks  praised  the  examnle  shown  by 
Andover  men  and  urged  on  the  class  of  1910  to 
show  the  spirit  of  Andover  wherever  their  paths  in 
life  might  lead. 

The  first  speaker  was  Principal  Stearns,  who  was 
given  a  warm  welcome.  He  spoke  of  the  work 
of  the  past  year  in  the  school,  paying  a  splendid 
tribute  to  Professor  Graves,  who  retired  from  active 
work  after  thirty  years'  service  in  the  school.  Prof. 
Graves's  advice  and  guidance  are  still  at  the  service 
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of  the  school,  since  he  has  been  appointed  professor 
emeritus  by  the  trustees.  During  the  year,  500 
pupils  had  been  enrolled  and  he  was  glad  to  say 
that  there  had  been  fewer  eliminated  this  year  than 
in  any  previous  year.  This  was  in  a  great  measure 
due  to  the  fact  that  the  policy  of  the  school  was 
to  gather  the  boys  under  the  roofs  of  the  school  dor- 
mitories, thereby  gaining  greater  and  better  super- 
vision. Towards  this  end,  plans  have  been  drawn 
for  the  erection  of  a  new  dormitory  on  the  Semi- 
nary grounds.  Shares  are  being  issued  for  the 
necessary  funds,  and  already  $14,000  has  been  sub- 
scribed. Mr.  Stearns  urged  on  the  alumni  the  ad- 
vantage of  having  all  the  boys  in  school  dormitories. 

The  campaign  for  raising  the  purchase  money  of 
the  Seminary  buildings  had  to  be  abandoned  during 
the  winter  on  account  of  sickness  among  members 
of  the  faculty  and  office  force;  otherwise  it  might 
have  been  possible  to  announce  that  the  whole  sum 
had  been  raised.  There  are  still  $50,000  of  the 
$250,000  to  be  raised,  but  it  is  expected  this  will  be 
found  before  another  year. 

There  have  been  no  very  large  gifts  this  year. 
There  has  been  an  anonymous  gift  of  $10,000,  one 
of  $5000  from  Mrs.  D.  Willis  James  of  New  York, 
and  securities  to  the  amount  of  $45,000  subject  to 
two  life  estates,  but  which  will  eventually  all  come 
to  the  school.  One  new  scholarship  has  been  es- 
tablished, the  James  W.  Huntington  scholarship 
of  $1000.  The  principal  spoke  in  a  very  compliment- 
ary manner  of  the  splendid  work  done  by  the 
graduating  class  during  the  past  year.  He  also 
referred  to  the  flattering  offers  received  by  Dr.  Page 
and  Mr.  Keep  to  go  elsewhere,  and  praised  their 
loyalty  in  remaining  in  Andover. 

The  next  speaker  was  E.  S.  Martin,  the  well- 
known  writer,  class  of  '72.    He  said: 

"I  am  glad'  to  get  back  to  Andover  again.  It  is 
forty  years  since  I  first  came  here. 

It  is  such  a  good  plan  to  encourage  old  school 
boys  to  come  back.  It  was  not  much  done  in  my 
time.  Only  fully  consecrated  spirits  were  encour- 
aged to  return  to  Zion  Hill.  I  walked  about  in 
New  York  yesterday  with  considerably  aggravated 
self-esteem  to  think  that  possibly  I  was  regarded 
in  places  as  far  off  as  this,  where  I  was  slightly 
known,  as  a  consecrated  character.  But  the  vision 
would  not  stay  and  I  had  to  conclude  that  the 
fashion  here  has  changed  since  Uncle  Sam  Taylor's 
time,  as  of  course  it  has  the  world  over. 

I  have  been  back  twice  since  I  left.  The  first 
time  was  two  years  after  I  left  school.  Charley 
Bird  sent  up  a  box  of  American  champagne,  and  it 
was  providentially  confiscated.  No  doubt  the  pro- 
vidence was  Deacon  Chandler.  He  represented 
when  I  went  to  school  as  much  of  the  temporal 
power  as  was  not  engrossed  by  Uncle  Sam.  My 
memory  of  that  reunion  of  my  class  is  somewhat 


dim.  But  not  because  of  the  champagne,  for  we 
didn't  get  any.  We  had  a  dinner  at  the  Mansion 
House  of  that  day  up  on  the  Hill.  I  very  much 
regret  the  loss  of  that  admirable  tavern.  It  was 
big,  clean  and  charming,  and  very  nice  people  kept 
it.  I  boarded  there  the  last  term  I  spent  in  An- 
dover. I  suppose  Andover  had  at  that  time  a 
larger  proportion  of  the  sons  of  luxury  and  wealth 
than  now,  for  there  were  only  a  few  great  schools 
in  the  country  then.  St.  Paul's  was  still  young,  the 
first  school  of  a  type  that  has  greatly  multiplied 
since  then  and  does  a  good  office.  There  are  mighty 
good  schools  of  that  type  now  and  many  of  them, 
and  many  excellent  youths  get  excellent  training 
in  them.  But  see  what  has  happened  to  the  country 
in  forty  years.  See  especially  the  enormous  ad- 
vance in  the  last  fifteen  years  in  the  demand  for 
college  education.  There  is  room  for  all  the  good 
schools  that  can  be  made.  This  school  and  its 
fellow  at  Exeter  have  suffered  nothing  from  com- 
petition. The  struggle  with  both  of  them  has  been 
to  handle  the  crowd  that  came  to  them. 

I  had  only  one  boy  and  I  sent  him  to  Groton. 
I  apologize,  but  I  had  to.  I  had  to  get  him  out 
of  New  York  at  twelve,  and  I  thought  that  too 
tender  an  age  to  send  him  here.  Accordingly  I 
am  glad  to  see  efforts  made  here  to  give  the  neces- 
sary care  and  supervision  to  the  young  boys.  They 
have  got  to  go  somewhere,  and  more  good  young- 
sters will  come  here  if  their  parents  can  feel  that 
there  are  here  the  means  and  the  men  to  look  after 
them. 

And  of  course,  the  longer  boys  stay  in  a  schooL 
the  stronger  the  tie  is  and  the  more  influential  the 
school  atmosphere  becomes.  Goldwin  Smith  said 
of  himself  that  as  a  boy  he  had  a  very  weak  con- 
stitution, but  that  improved,  as  he  had  the  good 
fortune  to  attend  two  very  idle  schools.  The  tirst 
was  at  Moncton  Farley,  near  Bath,  which  was  very 
idle  indeed.  They  were  turned  out  in  the  downs 
every  day  after  one  o'clock  dinner.  The  second 
was  at  Eton,  which  was  certainly  an  idle  school 
in  those  days.  He  did  not  extol  the  idle  school  on 
general  principles,  but  he  felt  that  they  had  been 
good  for  him.  And  as  you  know  when  he  came 
to  Oxford,  he  came  to  be  a  famous  scholar,  so  he 
must  have  worked  there.  The  prevailing  system 
in  this  country,  so  far  as  I  hear  of  it,  is  different. 
The  school  boys  are  fairly  diligent.  They  have 
to  be  able  to  get  into  college.  But  the  college  boys 
seem  to  include  a  considerable  proportion  who 
find  it  practicable  so  far  as  studies  go  to  be  con- 
siderably idle.  But  there  is  a  strong  effort  making 
nowadays  to  induce  increased  scholastic  diligence 
in  the  college  boys,  and  I  believe  a  good  deal  will 
come  of  it.  And  how,  if  they  have  to  study  so 
much,  they  will  be  able  to  accomplish  all  the  other 
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multifarious  duties  they  undertake  I  cannot  im- 
agine, for  the  upper  class  college  boy  who  is  active 
in  affairs  is  a  pretty  hard-driven  citizen,  irrespec- 
tive of  his  studies.  A  writer  who  discussed  in  the 
newspaper  last  week  whether  the  college  boy  learns 
to  think,  concluded  that  he  did,  but  that  he  had 
to  learn  to  do  it  at  odd  moments  while  he  was 
passing  from  one  employment  to  another,  as  men 
do  who  are  out  in  the  world  and  deep  in  affairs. 
It  might  help  the  scholastic  side  of  the  colleges 
and  give  the  boys  more  time  to  think,  if  the  grad- 
uates could  be  kept  away  from  them.  They  love 
to  play,  and  in  colleges  like  Harvard  where  there 
are  plenty  of  them  nearby,  they  keep  bumping  into 
the  college  life,  and  talking  sports  and  distracting 
the  young  gentlemen  from  their  studies.  Never- 
theless, the  out-side-world  atmosphere  and  the 
world-knowledge  they  bring  with  them  doubtless 
have  some  value. 

I  suppose  the  world  and  its  life  is  of  importance 
even  to  school  boys.  I  am  myself  more  an  ob- 
server of  it  than  a  strenuous  participant  in  its 
activities,  but  I  never  saw  it  so  interesting  as  it 
is  now,  nor  did  the  job  of  setting  it  to  rights  ever 
seem  so  inviting  or  offer  better  prospects  of  suc- 
cess. There  is  a  wonderful  spirit  of  democratic 
assertion  abroad;  wonderful  development  of  every- 
thing and  wonderful  insistance  that  there  shall  be 
a  reasonably  equitable  division  of  the  fruits  of  that 
development.  I  don't  believe  the  world  was  ever 
more  inviting  to  a  qualified  man — to  a  man  who 
has  learned  to  understand  what  is  going  on  and  to 
play  his  part  in  it.  That  is  a  matter  fit  to  be  im- 
pressed on  you  young  men  who  finish  your  courses 
here  today.  Of  course  your  preliminary  education 
is  not  over,  for  most  of  you,  no  doubt,  go  on  to 
college.  I  beg  of  you  to  keep  in  mind  the  need  of 
getting  into  the  work  of  the  world  with  all  the 
preliminary  training  possible.  Life  itself  is  all 
school.  Life  is  what  makes  men  and  makes  char- 
acter. No  knowledge,  no  training,  no  power  of 
effort  or  application  comes  amiss  in  that  school. 
Carry  into  it  all  you  can  that  the  world  and  life 
may  have  the  better  material  out  of  which  to  shape 
ja  man." 

I  Dean  Frederick  S.  Jones  of  Yale  college,  whose 
Ison  was  in  the  graduating  class,  and  Dr.  Jokichi 
iTakamine  of  New  York  City  also  addressed  the 
gathering.  Dean  Jones  said  he  had  heard  much 
■about  the  Andover  spirit  and  was  glad  to  accept 
Ithis  opportunity  to  get  close  to  it.  As  he  crossed 
I:he  campus  and  walked  around  the  buildings,  what 
Impressed  him  most  and  what  he  heard  everyone 
Italk  about  was  the  power  of  Principal  Stearns  to 
Ittttich  the  hearts  of  boys.  If  he  could  find  out  the 
Iwcret  of  that  power  he  would  be  doubly  paid  for 
■lis  trip  to  Andover. 

I  Dr.  Takamine,  the  noted  Japanese  biological 
Investigator  of  New  York  City,  was  given  a  warm 


welcome.  He  said  he  felt  somewhat  embarrassed 
in  addressing  an  audience  in  the  English  tongue. 
He  spoke  enthusiastically  and  with  appreciation 
of  the  great  work  education  had  done  in  making 
his  native  land,  Japan,  one  of  the  great  powers 
of  the  world.  America  and  Andover  were  leaders 
in  this  great  movement,  through  Commodore  Perry 
and  Dr.  Neesima.  It  was  the  Andover  spirit  brought 
back  to  Japan  by  Dr.  Neesima  that  had  started  the 
great  work  of  education  in  that  land. 

The  following  officers  were  elected  for  1910-1911: 
president,  Henry  S.  Van  Duzer,  1871,  New  York,  N. 
Y.;  vice-presidents,  John  Phelps  Taylor,  1858,  An- 
dover; Seargent  P.  Stearns,  i860  , Montreal,  Canada; 
Nathan  W.  Littlefield,  1865,  Providence,  R.  L;  Geo. 
H.  Bird,  1870,  Chicago,  111.;  Charles  A.  Clough, 
1880,  Vineyard  Haven;  Thomas  Cochran,  1890,  New 
York,  N.  Y.;  Francis  H.  Fobes,  1900,  Cambridge; 
statistical  secretary,  George  T.  Eaton,  1873,  An- 
dover; secretary,  Frederick  E.  Newton,  1893,  An- 
dover; treasurer,  Bernard  M.  Allen,  1888,  Andover. 


SENIOR  PROMENADE 

On  Wednesday  evening  the  finale  of  the  com- 
mencement came  with  the  Senior  "Prom,"  which 
was  largely  attended  and  which  was  prolonged  far 
into  the  small  hours  of  the  night.  The  committee  in 
charge  had  worked  hard  to  make  the  affair  a  suc- 
cess and  their  efforts  were  certainly  not  in  vain. 


ALUMNI  BALL  GAME 

A  new  feature  of  Commencement  week  was  af- 
forded in  a  baseball  game  held  directly  after  the 
Alumni  dinner  and  between  a  nine  composed  of 
alumni  and  the  regular  school  team.  To  the  sur- 
prise of  the  spectators,  the  game  proved  to  be  one 
of  the  closest  and  best  played  seen  on  Brothers 
Field  this  year.  The  enthusiasm  manifested  by 
players  and  spectators  indicates  that  the  game  is 
likely  to  become  an  annual  feature  of  commence- 
ment week. 

A  bad  bounding  ball  which  got  away  from  former 
captain  W.  C.  Matthews,  second  baseman  for  the 
alumni  nine,  was  all  that  prevented  Principal 
Stearns  and  Bartlett  Hayes  from  recording  a  no-hit, 
no-run  game  against  the  Phillips  nine. 

The  alumni  won  in  the  ninth,  before  a  crowd  of 
several  hundred  spectators,  by  the  score  of  1  to  0. 
Principal  Stearns  and  Bartlett  Hayes,  who  were 
in  the  box  for  the  alumni,  pitched  surprisingly 
good  ball,  the  former  without  allowing  a  hit  for 
six  innings.  The  only  run  scored  was  made  in 
the  ninth  inning  by  Matthews,  a  former  Harvard 
and  Andover  captain.  There  were  seven  Andover 
captains  on  the  field — A.  E.  Stearns,  Dr.  Fred 
Murphy,  W.  C.  Matthews,  Charles  Clough,  James 
Reilly,  E.  U.  Burdett,  and  John  Reilly,  captain-elect. 
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The  score: 


J.  Clifford,  cf. 

B.  Hayes,  3b. 

J.   Reilly,  lb. 

W.  C.  Matthews,  2b 

A.  E.  Stearns,  p.  3b 

G.  Fels,  ss. 

G.  Thompson,  If. 
A.  F.  Stearns,  ri. 

H.  Burnham,  c. 


ALUMNI 

ab 

4 
3 
3 
3 
4 
4 


po 

2 

0 

II 

o 
I 
I 
3 
o 

9 


Totals 

29 

1 

8 

27 

12 

0 

ANDOVER 

ab 

r 

h 

po 

a 

e 

Boles,  ss. 

3 

0 

0 

3 

1 

0 

Burdett,  rf. 

2 

0 

0 

0 

0 

0 

Wright,  c. 

4 

0 

0 

6 

6 

0 

Reilly,  3b. 

4 

0 

1 

3 

2 

0 

Daugherty,  ib. 

3 

0 

0 

6 

0 

0 

L.  Thomson,  cf. 

3 

0 

0 

1 

0 

0 

Beedy,  2b. 

3 

0 

0 

4 

1 

1 

L.  Middlebrook, 

If.  2 

0 

0 

4 

0 

0 

Ripley,  p. 

1 

0 

0 

0 

2 

0 

Carl,  p. 

2 

0 

0 

0 

1 

0 

Totals 

27 

0 

1 

27 

13 

1 

Innings 

1  2 

3  4 

5 

6  7 

8 

9 

Alumni 

0  0 

0  0 

0 

0  0 

0 

1 — 1 

Andover 

0  0 

0  0 

0 

0  0 

0 

0 — 0 

Struck  out,  by  Hayes  5,  by  Stearns  3,  by  Carl, 
3,  by  Ripley  1.  Hit  by  pitched  ball,  Burdett.  Time, 
ih.   40   min.     Umpires,   Dr.    Murphy   and    M.  W. 

Stackpole. 

CLASS  OF  '90  REUNION 

On  Tuesday  evening  of  Commencement  week  the 
class  of  1890  had  a  delightful  reunion  dinner  in  the 
"Old  Gym."  Of  the  thirty-two  who  planned  to  at- 
tend, only  eleven  were  able  to  be  there  for  the  fun. 
Before  adjourning  it  was  voted  that  a  fund  of 
$1000.00  should  be  raised  and  presented  to  the 
Academy  on  the  occasion  of  the  twenty-fifth  re- 
union. Those  who  met  were:  Cummings,  Andress, 
Gove,  Howe,  Holmes,  Potter,  Sawyer,  Stearns,  Rob- 
inson, and  A.  Taylor. 


Gold  Baseballs 

The  following  men  received  Gold  Baseballs; 
Capt.  Burdett,  (rf.) ;  Willard  Wright,  (c);  R.  L. 
Riplev,  (p.);  C.  W.  Carl,  (p.);  J.  C.  Daugherty, 
(ib.);  H.  E.  Beedy.  (2b.);  T.  J.  Boles,  Jr.,  (ss.); 
John  Reilly,  (3b.);  L.  Middlebrook,  (If.);  Kenneth 
Reynolds,  (cf.);  L.  E.  Thomson,  (sub.);  R.  M. 
Thompson,  (manager") :  C.  C.  Clough,  (coach). 

1912  Wins  Class  Baseball 

The  Class  Baseball  championship  was  won  by 
1912. 

Smoking  on  Senior  Fence 

Early  in  the  spring  term,  Principal  Stearns  an- 
nounced to  the  Senior  class  that  at  the  request  of 
the  Student  Council,  the  faculty  had  voted  to  per- 
mit the  members  of  the  class  to  smoke  on  the 
Senior  fence  from  six  to  eight  o'clock  each  evening. 
Mr.  Stearns  said  that  this  had  been  done  after 
much  consideration   on  the  part  of  the  different 


members.  The  main  object  is  to  make  the  campus 
a  more  general  gathering  place  for  the  fellows  after 
dinner,  and  to  discourage  loafing  in  other  and  more 
public  places.  He  said  that  he  hoped  the  school 
would,  in  a  way,  carry  out  the  same  custom  that 
Princeton  has,  that  of  gathering  on  the  campus  and 
singing.  No  fellows,  except  those  registered  as 
seniors  in  the  catalogue,  are  allowed  to  use  the 
fence.  The  favor  has  been  extended  as  an  experi- 
ment and  the  results  will  be  carefully  watched  by 
the  faculty. 

Forum  Elections 

At  a  special  meeting  of  Forum,  the  officers  for 
next  year  were  elected  as  follows:  C.  T.  Timbie, 
president;  W.  E.  Gould,  vice-president;  A.  W.  Bell, 
secretary;  L.  W.  Robinson,  treasurer;  B.  E.  Tripp, 
marshal. 

Department  of  Archaeology  Notes 

The  Department  of  Archaeologv  has  recently  re- 
ceived a  tine  collection  of  minerals  from  Mr.  F.  P. 
Graves,  Doe  Run,  Missouri.  The  collection  con- 
sists of  beautiful  specimens  of  crystals,  turquoises, 
ores,  etc.  Since  there  is  no  room  in  the  museum] 
to  exhibit  them,  at  present  they  are  stored  in  Mr. 
Moorehead's  office.  There  is  a  large  collection  of 
minerals  belonging  to  the  school  in  the  basement 
of  the  Science  Building,  and  at  some  future  time 
all  of  these  will  be  placed  on  exhibition.  The  col- 
lection sent  by  Mr.  Graves  contains  about  sixty 
large  specimens. 

The  curator  recently  made  a  trip  through  the 
West  where  he  delivered  lectures.  As  a  result  of 
the  lecture  at  Springfield,  Illinois,  the  state  formed 
an  organization  to  preserve  its  antiquities,  and  steps 
have  been  already  taken  toward  preserving  the 
mounds  and  earthworks  so  numerous  along  the 
streams  of  that  state.  There  were  a  number  of 
Phillips  graduates  present  at  this  lecture  and  they 
expressed  much  interest  in  the  work  being  done. 
About  a  hundred  specimens  were  secured  by  the 
curator  during  his  trip  for  the  museum. 

Swimming  Pool  Committee  Report 

The  following  is  the  report  of  the  Swimming  Pool 

committee  to  date: 


Invested 

Gift   (June  1910) 


$275508 
500.00 

$3255  58 
$57.25 


Printing 

Balance  $3198.33 

ANDOVER  AT  YALE 

Phillips  Academy  Leads  in  the  Number  of  Men  Sent 
by  a  Single  School  to  New  Haven 

Statistics  compiled  by  the  Yale  News  show  thai 
outside  of  the  public  high  schools  Phillips  Academy 
as  usual  holds  first  place  in  the  number  of  men 
sent  by  a  single  school  to  Yale.  In  the  Senior 
Class,  Andover  has  forty-three  representatives 
twenty-four  in  Yale  College  and  nineteen  in  tfiH 
Sheffield  Scientific  School.  Andover's  nearest  com-| 
petitor,  Hotchkiss,  has  twenty-one  men,  not  quitd 
one  half  the  number  hailing  from  Phillips.  TM 
total  number  of  Andover  men  in  Yale  is  given  as 
two  hundred  and  thirty.  Hotchkiss  ranks  second 
with  one  hundred  and  twenty-six;  and  Hill  third 
with  one  hundred. 
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Phillips  Honor  List 

Following  is  the  Honor  List  of  Phillips  Academy 
for  the  spring  term: 

HONORS  OF  THE  FIRST  GRADE 

John  Radford  Abbot,  Andover. 
James  Phinney  Baxter,  3rd,  Portland,  Me. 
Edward  Salisbury  Bentley,  Lawrence,  N.  Y. 
Alexander  Bern  Bruce,  2nd,  Lawrence. 
Gaylord  Merritt  Gates,  Andover. 
Roy  Edward  Hardy,  Andover. 
Warren  Jay  Keyes,  Terre  Haute,  Ind. 
Kenneth  Lathrop  Moore,  Detroit,  Mich. 
Phillips  Garrison  Morrison,  Andover. 
Norman  Huntington  Piatt,  Dover,  N.  J. 
William  Gorham  Rice,  Jr.,  Albany,  N.  Y. 

HONORS  OF  THE  SECOND  GRADE 

Hugh  Picken  Brady,  Sitka,  Alaska. 

Samuel  Kendall  Bushnell,  Arlington. 

Cornelius  Joseph  Callahan,  Lawrence. 

James  Warren  Feeney,  Andover. 

Reginald  Kennelly  Fessenden,  Brant  Rock. 

Harold  Emery  Gates,  Andover. 

James  Parsons  Gifford,  New  York,  N.  Y. 

Carroll  Miller  Hall,  Jamestown,  N.  Y. 

Ming-Ho  Li,  Tongtai,  China. 

Stanley  Morrison,,  Redlands.  Cal. 

William  Laubach  Nute,  St.  .Louis,  Mo. 

Paul  Barry  Owen,  Vineyard  Haven. 

Luther  Savage  Phillips,  Northeast  Harbor,  Me. 

Zau  Chee  Zia,  Shanghai,  China. 

Exeter-Andover  Tennis  Match 

The  annual  tennis  match  between  the  rival  teams 
of  Exeter  and  Andover  was  held  on  Wednesday 
afternoon  before  a  large  number  of  students, 
townspeople  and  commencement  guests,  and  re- 
sulted in  a  victory  for  Exeter.    The  score: 

Singles — Cady,  (E),  defeated  Shannon,  (A),  6 — 0, 
6 — r. 

Kaiser,  (E),  defeated  Keyes,  (A),  6 — 0,  2 — 6,  7 — 5. 
Doubles — Wise    and    McVeigh,     (E),  defeated 
Dickey  and  Gates,  (A),  6 — 2,  6 — 3. 

Cup  Given  to  Herr  Hellmuth 

At  the  close  of  the  school  year  a  silver  loving 
:  cup  was  given  to  Herr  Hellmuth  by  the  members 
of  his  classes,  in  appreciation  of  his  interest  in  the 
school  during  the  past  year.    William  Gorham  Rice, 
Jr.,  presented  the  cup.    In  giving  his  thanks,  Herr 
Hellmuth  spoke  of  the  pleasure  it  had  given  him 
[to  be  in  school,  and  said  that  he  had  tried  to  give 
:  his  students  a  better  knowledge  of  Germany  and 
i  German   ways.     Herr  Hellmuth  has  been   at  the 
;  Academy  during  the  year  as   Prussian  Exchange 
teacher. 

Andover's  Oldest  Living  Alumnus 

Benjamin  Franklin  Wardwell,  P.  A.,  '27,  of  An- 

I  (lover,  the  oldest  living  graduate  of  the  school, 
passed  his  ninety-fourth  birthday  during  the  spring 

[term.  Mr.  Wardwell  has  always  lived  in  Andover 
and  until  recent  years  took  an  active  interest  in 

[town  affairs  and  in  the  progress  of  his  old  school. 

!  He  was  present  at  the  centennial  exercises  of  the 
Academy  in  1878.  Andover  extends  congratula- 
tions to  Mr.  Wardwell. 


Choral  Service 

A  choral  service  was  held  May  1,  in  the  Stone 
Chapel  by  the  combined  choirs  of  Abbot  and  Phil- 
lips Academy,  under  the  supervision  of  Mr.  Ashton, 
Instructor  in  Music  in  Phillips  Academy.  A  quartet, 
composed  of  Miss  Fay  G.  Cord  (soprano),  Miss 
Emma  V.  Foster  (contralto),  Elijah  Perry  (tenor), 
George  A.  Tyler  (bass),  was  present  from  Boston. 
They  took  part  in  the  three  anthems  and  postlude. 
Mr.  Stackpole  chose  for  the  subject  of  his  sermon, 
"The  Language  of  Music." 

Exeter  Wins  Debate 

Andover  was  defeated  by  Exeter  in  the  5th  an- 
nual debate.  The  question  was:  "Resolved, — That 
United  States  Senators  should  be  elected  by  the 
direct  vote  of  the  people,"  the  constitutionality 
being  admitted.  Andover  upheld  the  affirmative 
of  the  question,  Exeter  taking  the  negative.  The 
following  men  represented  Andover:  J.  P.  Baxter, 
3rd,  leader;  W.  L.  Nute  and  W.  G.  Rice,  assistants; 
H.  P.  Brady,  alternate. 

The  debate  took  place  at  Exeter.  Andover  had 
an  unusually  strong  team,  but  Exeter  was  even 
better. 

Inquiry 

At  the  regular  business  meeting,  the  Society  of 
Inquiry  elected  the  following  officers  for  the 
coming  fall  term:  N.  V.  Donaldson,  President;  W. 
E.  Gould,  Vice  President;  H.  H.  Nute,  Secretary; 
C.  T.  Timbie,  Treasurer. 


ANDOVER  IN  THE  COLLEGES 

What  Old  Andover  Men  Are  Doing 

Andover  men  have  always  been  noted  for  the 
wide  range  of  their  activities  in  the  higher  insti- 
tutions of  learning,  and  for  individual  initiative  and 
the  ability  to  shoulder  responsibilities.  How  well 
this  tradition  is  being  maintained  today  is  indicated 
by  the  records  given  below  of  what  Andover  men 
now  in  college  are  doing.  We  believe  that  this 
record  will  prove  of  great  interest  to  old  Andover 
men  everywhere,  both  those  of  recent  years  and 
those  of  older  days. 

YALE 

R.  M.  Austin,  Class  Day  Committee,  Officer  An- 
dover Club,  Class  Crew,  Choir. 
H.  F.  Andrus,  Varsity  Track  and  Football. 

E.  P.  Apgar,  Class  Committee. 

F.  F.  Barnes,  Choir. 

S.  F.  Brown,   Class   Committee,   Senior  Council. 
F.  E.  Burnside,  Class  Committee,  Senior  Council. 
P.  B.  Badger,  Varsity  Baseball. 
D.  S.  Baker,  Banjo  Club,  Class  Crew. 
A.  B.  Bradley,  Apollo  Glee  Club. 
S.  H.  Brooks,    Varsity    Hockey,    2nd  Football, 
Class  Football. 
A.  H.  Bennell,  Musical  Club. 
H.  E.  Bennett,  Freshmen  Baseball. 

C.  H.  Black,  Manager  Freshman  Glee  Club. 

M.  G.  Blakeslee,  Freshman   Hockey  and  Track. 

M.  W.  Brush,  Freshman  Glee  Club. 

L.  M.  Chapin,  Senior  Council. 

F.  W.  Coates,  Freshman  Basketball. 

H.  A.  Colver,  Musical  Clubs. 

D.  L.  Daj?Rett,  Class  Committee. 
J.   M.  Dain,  Musical  Clubs. 
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F.  J.  Daly,  Prom.  Committee,  Captain  Football. 
2nd  Baseball,  Freshman  Baseball. 
H.  S.  Day,  Banjo  Club. 

S.  S.  Day,  Secretary  Andover  Club,  President  Y. 
M.   C.   A.,   Secretary   Football   Association,  Class 

Deacon. 

L.  W.  Eames,  President  Andover  Club,  Captain 
Basketball,  Freshman  Basketball. 
A.  Elliot,  Musical  Clubs. 
M.  G.  Ely,  Dramatic  Club. 

J.  E.  Finnessy,  Varsity  Basketball,  Track  team. 

W.  F.  Flagg,  Class  Crew. 

M.  C.  Flanders,  Musical  Clubs. 

H.  T.  Foulkes,  Debating  Association. 

E.  L.  Fouts,  Musical  Clubs. 

C.  P.  Franchot,  Debating  Association,  Manager 
Dramatic  Association,  Class  Deacon. 

H.  B.  Freeman,  Class  Baseball. 

S.  F.  Freeman,  Musical  Clubs,  Varsity  Baseball 
team,  Football  squad. 

R.  A.  Gardner,  Chairman  Sophomore  German 
Committee,  Glee  Club,  Golf  team,  Track  team. 

S.  E.  Gifford,  Musical  Clubs. 

A.  B.  Gilbert,  Debating  Association. 

D.  Goodrich,  Class  Crew. 

J.  J.  Graham,  Musical  Clubs. 

H.  B.  Greenough,  Vice  President  Andover  Club, 

Track  team. 

M.  W.  Griggs,  Senior  Prom.  Committee,  Man- 
ager Track  team. 

A.  Haines,  Musical  Clubs,  Football  team,  Class 
Basketball  team. 

L.  G.  Hall,  Prom.  Committee,  Glee  Club. 

R.  N.  Hall,  Class  Committee. 

S.  J.  Halle,  Editor  Courant  (Business  Manager). 
L.  Hartridge,  Class  Committee,  Musical  Clubs. 
J.   M.   Hartwell,  2nd   baseball   team,  Freshman 
Baseball  team. 
A.  M.  Haskell,  Track  team. 
C.  V.  Hickox,  Dramatic  Club. 
H.  H.  Hobbs,  Football  team. 
R.  J.  Holden,  Track  Squad 

F.  W.  Hyde,  Prom.  Committee,  Leader  Glee  Club, 
Class  Deacon,  2nd  Football,  Coach  Freshman  Base- 
ball, Freshman  Football  team. 

J.  R.  Hyde,  Crew. 

E.  Ingraham,  Association  Football  team. 

J.  R.  Kilpatrick,  Captain  Track  team,  Football 
team,  Track  team,  Freshman  Football  and  Track 

teams. 

F.  L.  Klingbeil,  Freshman  Basketball. 
F.  B.  Kugelman,  Debating  team. 

R.  H.  Loughran,  Musical  Clubs. 

O.  E.  Mclntyre,  Class  Officer,  Senior  Council, 
Baseball  team,  Class  Basketball  team. 

A.  F.  Marsh,  Class  Committee,  Senior  Council. 

LeR.  Martin,  Editor  Scientific  Monthly. 

S.  Martin,  Hockey  team,  Class  Baseball  team. 

F.  R.  Mason,  Debating  Union,  Class  Track  team, 
Track  squad. 

O.  A.  Mason,  Class  Football  team. 

H.  N.  Merritt,  2nd  Football  team,  Baseball  team, 
Hockey  team,  Freshman  baseball  team,  Hockey 
team,  Football  team. 

C.  K.  Moore,  Class  Baseball  team. 

L.  S.  Morrison,  Gymnasium  team,  Gun  Club. 

E.  A.  Morse,  Soccer  team,  Class  Crew. 

F.  J.  Murphy,  Senior  Council,  Qapt.  Baseball 
team,  Baseball  team,  Basketball  team,  Football 
team,  Class  Baseball  and  Football  teams. 

V.  B.  Murphy,  Class  Baseball  team. 
S.  Partridge,  Musical  Clubs. 
H.  E.  Pickett,  Debating  Union. 


E.  W.  Pittman,  Musical  Clubs. 

S.  L.  Pittman,  Class  Basketball  team,  Apollj 
Musical  Clubs. 

W.  Piatt,  Officer  Debating  Association,  Editol 
Scientific  Monthly. 

N.  C.  Reed,  Class  Track  team. 

B.  E.  Reilly,  Class  Officer,  Captain  Freshmal 
Baseball  team. 

E.  L.  Reilly,  Class  Basketball  team. 

J.  A.  Reilly,  Captain  Freshman  Baseball  teanl 
Freshman  Football  team,  Freshman  Basketba'l 
team,  President  Freshman  class. 

H.  G.  Rickard,  Musical  Clubs. 

Z.  C.  Ross,  Manager  Fencing  team. 

J.  T.  Rowland,  Manager  Freshman  Baseba 
team,  Cross-country  team. 

E.  Savage,  Football  team,  Freshman  Footba 
team. 

G.  T.  Schofield,  Freshman  Baseball  team. 

C.  Shartenberg,  2nd  Baseball  team,  Hocke 
squad. 

J.  R.  Shuman,  Musical  clubs. 
G.   M.   Smith,  Class   Committee,  Editor  Recor 
(Business  Manager). 
S.  J.  Spiegelberg,  Musical  Clubs. 
J.  S.  Thompson,  Freshman  Football  team. 
M.  C.  Treadwav,  Choir. 
J.  W.  Twichell,  Musical  Clubs. 
E.  B.  Twombly,  Musical  Clubs. 
C.  H.  Watzek,  Senior  Council. 

E.  J.  Webster,  Officer  Debating  Union,  FreshmaJ 
Debating  team. 

W.  P.  White,  Manager  Football  team. 
A.  Williams,  Choir. 

V.  H.  Wilson,  Editor  Scientific  Monthly. 

W.  E.  Woodford,  Manager  Orchestra. 

W.  H.  Woolverton,  Musical  Clubs. 

W.  L.  York,  Class  Crew,  Class  Football  team. 

HARVARD 

W.  G.  Beach,  University  Glee  Club,  First  Priz< 
Boylston  Speaking. 

S.  H.  Bowles,  Assistant  Business  Editor  of  thi 
Harvard  Crimson,  Manager  1912  Freshman  Base 
ball  team. 

R.  C.  Brown,  First  Marshal  1910,  Varsity  Base 
ball  team,  Football  squad,  Member  Institute  of  1 77c  j 
AKE  Society. 

C.  Daniels,  Harvard  College  Scholarship  (Hon 
orary). 

F.  P.  Ferguson,  Leader  University  Mandolin  Club 
Captain  1010  Class  Baseball  team,  2nd  Basebal 
team. 

L.  M.  Ferguson,  University  Glee  Club,  Pi  Eta 
Club,  Active  in  Social  Service  at  the  Hale  House; 

R.  T.  Fisher,  President  Sophomore  class,  Mem-| 
ber    Varsity    Football    team    1909,    Member  Inj 
stitute  of  1770,  AKE  Society,  Digamma  Club,  Signe 
Club. 

N.  H.  Foster,  Varsity  Hockey  team  1909,  9  A  31 
Fraternity. 

G.  W.    Hallowell.    Business    Manager  Harvarc! 
Crimson,  Hasty  Pudding  Club,  Phoenix  Club,  In- 
stitute of  1770,  AKE  Society. 

R.  C.  Hallowell,  President  of  Harvard  Lampoon  ; 
Institute  of  1770,  Phoenix  Club,  Signet  Club,  Hast} 
Pudding  Club,  AKE  Society. 

R.  A.  Hatch,  Pi  Eta  Club. 

C.  C.  Kimball,  University  Banjo  Club. 

C.  S.  Lanigan,  Second  Senior  Marshal,  Captair 
Varsity  Baseball,  1910,  Governing  Board  Harvard 
Union,  Member  Institute  1770,  AKE  Society,  Di- 
gamma Club,  Hasty  Pudding  Club. 
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C.  F.  Massey,  Leader  University  Banjo  Club, 
Western  Club,  Pi  Eta  Club. 

R.  G.  McKay,  Varsity  Football  team,  '09,  '10,  191 1 
Freshman  Baseball  team,  Member  Institute  of  1770, 
AKE  Society,  Zeta  Psi  Club. 

D.  A.  McSterling,  Social  Service  Worker  at  St. 
Mary's  Home  for  Sailors.    (Died,  August,  1910), 

G.  E.  Morrison,  Freshman  and  Varsity  Football 
teams,  (sub.  full-back  on  latter),  Assistant  Business 
Manager  Harvard  Illustrated  Magazine,  6  AX 
Fraternity,  Social  Service  Committee. 

L.  G.  Ogden,  Harvard  College  Scholarship  (hon- 
orary). 

J.  B.  Savage,  Phillips  Brooks  House  Association 
Pi  Eta  Club. 
F.  H.  Smith,  Pi  Eta  Club. 

S.  Spring,  Social  Service  Worker  at  Civic  Service 
House. 

A.  Stevens,  Secretary  Harvard  Crimson,  Phoenix 
Club,  Institute  of  1770. 

R.  Stiles,  University  Glee  Club,  Institute  of  1770, 
AKE  Society. 

W.  B.  Strong,  Secretary  Harvard  Aeronautical 
Society,  Western  Club. 

A.  Sweeney,  Phoenix  Club,  Institute  of  1770, 
iKE  Society,  Hasty  Pudding  Club. 

S.  H.  Tolles,  Pi  Eta  Club,  St.  Paul's  Society, 
\ctive  in  Social  Service  work. 

L.  C.  Torrey,  Harvard  Engineering  Society,  9  A  X 
Fraternity,  Freshman  and  Varsity  Track  team,  As- 
sistant Mathematical  Instructor  at  Harvard  Summer 
khool  for  1910,  Active  in  Social  Service  work. 

D.  N.  Tweedy,  Harvard  College  Scholarship  (hon- 
orary), Pi  Eta  Club,  Treasurer  Harvard  Musical 
31ub,  Social  Service  Worker  at  Cambridge  Social 
Jnion. 

AMHERST 

W.  Washburn,  Baseball  team,  Hockey  Captain, 
President  of  Class  3  years,  Scarab  (senior  society), 
3otillion  Club,  Secretary  Y.  M.  C.  A. 

R.  Chapman,  Cotillion  Club. 

R.  Wells,  Musical  Clubs,  Assistant  Manager 
vlusical  Clubs,  Editor  of  Olio. 

W.  G.  Hamilton,  Heavy  Gymnasium  team. 

F.  E.  Ambrose,  Football  team. 

J.  T.  West,  Track  team,  Vice  President  Class 
■Yeshman  year. 

PRINCETON 

R.  Cooke,  Vice-President  of  Andover  Club,  Char- 
2r  Club,  Varsity  Track  team. 

R.  W.  Gibbs,  President  of  Andover  Club,  Tiger 
nn,  Monday  Night  Club,  Glee  Club,  Manager 
lockey  Club,  Degree  of  Bachelor  of  Science,  sec- 
nd  general  group,  Special  Honors  in  Physics  and 
lathematics. 

R.  D.  Gile,  Secretary  and  Treasurer  of  Andover 
lub. 

F.  C.  Hall,  Freshman  Track  team. 
J.  C.  Kennedy,  Tiger  Inn,  Daily  Princetonian. 
'  R.  C.  Lee,  Freshman  Football  team,  Freshman 
rew. 

I  H.  E.  Rankin,  Bachelor  of  Arts,  1909,  Sayre  Fel- 
w  in  Applied  Chemistry. 

H.  S.  Talbot,  Campus  Club. 

J.  B.  Waller,  Jr.,  Cottage  Club,  Manager  of  Tri- 
1  igle  Club,  Senior  Council,  Right  Wing  Club,  Glee 
1  lub,  Bric-a-Brac  Board,  Degree  of  Bachelor  of 

rts,  2nd  general  group. 
■■Vr,  O.  Wilson,  Cap  and  Gown  Club. 


DARTMOUTH 

W.  L.  Biery,  Class  Baseball  team. 
N.  M.  Whittemore,  Football  squad,  Class  Foot- 
ball team. 

E.  G.  Home,  Class  Hockey  team. 

D.  E.  Adams,  Leading  part  in  Greek  Play. 

C.  A.  Pfau,  Glee  Club,  Class  Baseball  team,  Greek 
Play  chorus,  Junior  Prom,  show  cast. 
C.  Wells,  Golf  squad. 

J.  T.  Farwell,  Turtle  (Junior  society),  Sphinx 
(Senior  society),  President  of  the  Palaeopitus,  1910, 
Manager  of  Golf  team,  Sophomore  Football  team. 

T.  A.  Smith,  Casque  and  Gauntlet  (Senior 
society),  Class  Track  team,  Track  squad,  Varsity 
Relay  team,  President  of  Cercle  Francais,  Rufus 
Choate  Scholar,  Phi  Beta  Kappa. 

L.  B.  Wallace,  Sphinx,  Sophomore  Football  and 
Baseball  teams,  Manager  of  Musical  Clubs,  1910. 

H.  H.  Driver,  Dragon  (Senior  society),  Football 
team  one  year,  Football  squad  two  years. 

E.  V.  K.  Willson,  Golf  team. 

Of  the  above  three  men  have  maintained  a  scholar- 
ship average  of  over  85  per  cent.,  D.  E.  Adams,  T. 
A.  Smith,  and  N.  M.  Whittemore. 


ATHLETICS 
Baseball  Manager 

Kenneth  Douglas  of  New  York,  N.  Y.,  was  elected 
Manager  of  Baseball  for  the  coming  year. 

Football  Captain 

Fred  Ralph  Large  of  North  Tonawanda,  N.  Y., 
was  unanimously  re-elected  captain  of  the  football 
team  for  next  year.  Large  has  played  center  on  the 
team  for  three  years,  and  was  captain  of  it  last 
season. 

Advisory  Board  Action 

At  a  meeting  of  the  Advisory  Board,  the  following 
motion  in  regard  to  track  athletics  was  made: 
Directly  after  the  Exeter  meet,  a  class  meet  will  be 
held  in  which  numerals  will  be  given  to  the  members 
of  the  winning  class  teams.  No  "A"  men  or  "aAa" 
men  will  be  allowed  to  compete.  A  man  winning 
a  first,  second  or  third  place  is  considered  to  have 
made  his  class  team. 

Andover  Representatives  on  College  Baseball  Teams 

At  Yale;  Murphy,  '06;  Mclntyre,  '07;  Badger,  '07; 
H.  N.  Merritt,  '08;  Freeman,  '07. 

At  Harvard;  C.  L.  Lanigan,  '06,  Captain;  R.  C. 
Brown,  '05. 

At  Brown;  Hennessy,  '07,  Captain;  Snell,  '09. 
At  U.  of  Va.;  Brown,  ex-'io. 
At  Amherst;  W.  Washburn,  '07. 

Tennis  Manager 

H.  H.  Gile  of  Colorado  Springs  has  been  elected 
manager  of  Tennis  for  next  year. 

Baseball  Captain 

John  S.  Reilly  of  Brockton,  brother  of  Bernard 
E.  and  James  A;  Reilly  of  Andover  and  Yale  baseball 
fame,  was  elected  captain  of  the  Phillips  Andover 
Academy  baseball  team  for  next  season. 

Both  of  Reilly's  brothers  have  captained  Andover 
nines.    He  has  played  third  base  on  the  team  for 


IO 
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two  seasons.  Reilly  is  18  years  old,  6  feet  tall  and 
weighs  165  pounds.    He  is  preparing  for  Yale. 

Inter-Class  Meet 

In  a  very  close,  exciting  track  meet  held  on  the 
Upper  Campus  Wednesday,  June  8,  the  Seniors  de- 
feated the  Middlers,  49  to  40.  1912  was  a  poor  third, 
with  10  points,  while  1913  got  9  points.  1910  won 
live  first  places,  1911  rive,  and  1912  and  1913,  one 
apiece. 

Athletic  Banquet 

On  the  evening  of  June  10,  for  the  first  time  in 
the  history  of  the  school,  a  banquet  was  given  to  all 
the  men  who  had  played  on  any  of  the  various  var- 
sity or  class  teams  in  the  school  during  the  year. 
The  dinner  was  a  great  success,  and  judging  from 
the  favorable  remarks  made  about  it  by  many  of 
those  present,  it  will  probably  be  made  an  annual 
affair.  Many  speeches  were  made  by  members  of 
the  faculty  and  by  captains  of  the  teams.  The 
speaker  of  the  evening  was  John  R.  Kilpatrick,  P. 
A.  '07,  captain  of  the  Yale  track  team  for  next  year. 
O.  H.  Sheldon  acted  as  toastmaster,  and  introduced 
Mr.  McCurdy  as  the  first  speaker  of  the  evening. 
The  latter  chose  for  his  subject,  "The  History  of 
Athletics  in  the  School."  He  compared  the  An- 
dover-Exeter  contests  of  former  days  with  those  at 
the  present  time  and  showed  how  the  school  had 
progressed  in  the  athletic  line.  Mr.  McCurdy  said 
that  he  had  not  missed  an  Andover-Exeter  football 
game  in  thirty  years. 

The  next  speaker  was  J.  S.  Reilly,  captain-elect 
of  the  baseball  team  for  next  year. 

Mr.  Hayes,  who  has  done  much  in  developing  the 
baseball  teams  in  recent  years,  was  the  third  speaker 
and  gave  an  interesting  talk  on  "Clean  Athletics." 

Kilpatrick  spoke  next  and  warned  those  present 
not  to  overdo  athletics  when  they  went  to  college. 
He  also  spoke  briefly  on  the  benefits  derived  from 
athletics. 

Captain  Burdett  of  the  baseball  team  spoke  briefly 
of  the  work  of  this  year's  team,  and  complimented 
Coach  Clough  on  his  success  with  the  nine. 

Coach  Clough  gave  a  short  speech  and  spoke  of 
the  excellent  manner  in  which  Mr.  Stearns,  Mr. 
Hayes  and  Mr.  Merritt  had  helped  to  develop  the 
team.  He  emphasized  especially  the  fine  man- 
ner in  which  Captain  Burdett  had  led  this  year's 
team,  and  ended  by  thanking  the  student  body  for 
the  hearty  support  given  the  players  during  the 
season. 

Other  speakers  of  the  evening  were;  Sid  Peet, 
Clyde  Martin,  and  Mr.  Sturgis.  The  banquet  was 
brought  to  a  close  after  a  number  of  cheers  had 
been  given  for  Andover. 

There  were  about  200  present.  Throughout  the 
speeches  emphasis  was  laid  on  the  value  of  athletics 
for  the  entire  student  body  and  on  the  importance 
of  clean  and  manly  sportsmanship. 

Track 

Andover  Track  prospects  were  fairly  good  at  the 
beginning  of  the  year  and  as  the  season  went  on,  it 
was  proven  that  we  had  a  fine,  representative  team. 
Exeter,  however,  was  fortunate  in  having  an  ex- 
cellent team,  in  fact  probably  one  of  the  best  that 
has  ever  represented  the  Red. 

Manager  Swihart  arranged  a  strong  list  of  meets 
and  the  team  was  on  the  whole  successful.  In  both 
the  Harvard  and  Yale  Interscholastic  meets  several 
men  were  debarred  because  of  the  age  limit. 


The  Harvard  Fresh-Andover  meet  was  held  at 
Andover  May  7,  and  was  won  by  the  former  in  a 
close,  hard  fought  list  of  events,  the  final  scorel 
being  57-51.    The  feature  of  the  meet  was  the  milefc 
run  in  which  Lawless  of  Harvard  broke  the  schoolfl 
record,  going  the  distance  in  4  min  29  2-5  sec. 

At  the  Yale  Interscholastic  Meet  held  in  NeM 
Haven,  Saturday,  May  14,  Andover  had  to  be  con-l 
tent  with  third  place.  Exeter  won  with  a  score] 
°f  39  5-6  points,  Worcester  Academy  second  with  3 
25  5-6  points,  while  Andover  had  19  1-3  points! 
New  records  were  made  in  the  half  mile,  high  jumpj 
pole  vault  and  broad  jump.  McMurray  of  Andoveri 
broke  the  pole  vault  record. 

In  the  Harvard  Interscholastic  meet,  held  in  Cam-I 
bridge,  May  21,  Exeter  again  won  handily  withal 
total  of  48  1-2  points,  while  Worcester  was  second 
scoring  29  1-2  points,  Andover  third  with  15  points 
The  only  record  broken  was  in  the  hammer  throw 
Howard  of  Worcester  being  the  winner  with  a 
throw  of  164  feet,  4  inches. 

The  Andover-Exeter  dual  meet  was  held  at  Ex 
eter,  May  30.  The  season's  record  gave  Exetti 
an  easy  victory  but  as  is  usually  the  case,  upseti 
came  which  made  it  a  hard  fight  instead  of  tht 
expected  big  score. 

On  this  meet  which  was  held  in  a  slight  drizzle 
the  feature  was  easily  the  quarter  mile,  in  whid 
Exeter  was  conceded  first  and  second.  Andovei 
entered  Reynolds  who  was  playing  centre  field  or 
the  baseball  team  and  in  a  hard,  plucky  race, 
he  beat  his  opponent  to  the  tape  by  inches,  fairlj 
throwing  himself  forward  in  his  last  stride. 

Captain  Cornell  and  Burns  of  Exeter  had  thing! 
their  own  way  in  the  100  and  220  yard  dashes. 

Four  records  were  broken  but  only  those  in  th« 
broad  jump  and  the  half  mile  were  allowed. 

The  final  score  was:  Andover  41  5-6;  Exeter  54  1-6 

S.  W.  R.  Eames  of  Watertown,  Mass.,  has  cap 
tained  the  team  and  H.  D.  Swihart  of  Coshocton 
Ohio,  has  been  its  manager. 

Track  Captain 

Robert  C.  Martin  of  Pittsburg,  Pa.,  was  electei 
captain  of  the  track  team  for  the  coming  yeai 
He  ran  on  the  school  relay  team  against  Exete 
and  won  his  letter  in  the  dual  meet  with  Exete 

in  the  low  hurdles. 

Track  Report 

The  report  of  the  Track  Team  Manager  is  give 

below: 

RECEIPTS 


Subscriptions 

$1335 

00 

Track  Meets 

184 

00 

Training  Table 

181 

75 

Sundries 

204 

94 

Guarantee  of  Exeter 

50 

00 

$1,955 

69 

EXPENSES 

Supplies 

$358 

62 

Rubbing 

9 

00 

Training  Table 

330 

51 

Travel  of  Team 

291 

04 

Printing  and  Postage 

44 

65 

Prizes 

98 

50 

Expense  of  Meets 

63 

51 

Sundries 

25 

20 

Livery  Account 

28 

00 

Total 

$1,249 

03 

Surplus 

$706 

66 
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Baseball  Season 

The  scores  of  the  preliminary  games  were  as 
follows:  Andover  2,  Springfield  Training  School  6; 
Andover  5,  Boston  College  1;  Andover  8,  Bowdoin 
16;  Andover  4,  Dartmouth  11;  Andover  6,  New 
Hampshire  State  0;  Andover  2,  Yale  Freshmen  0; 
A.ndover  3,  Harvard  Freshmen  1;  Andover  4,  Yale 
);  Andover  7,  Bates  8;  Andover  4,  Princeton  Fresh- 
men 1;  Andover  3,  Villanova  2;  Andover  9,  Massa- 
:husetts  State  6;  Andover  1,  Manhattan  4  (6  in- 
nings); Andover  1,  Harvard  7.  Games  were  can- 
:elled  because  of  rain  with  Colby  College  and  Penn- 
sylvania Freshmen. 

In  the  annual  baseball  game  Andover  won  from 
Exeter  in  one  of  the  hardest-fought  contests  which 
las  ever  been  played  between  the  two  schools.  It 
equired  eleven  innings  to  decide  the  outcome, 
:very  inning  bringing  out  some  exciting  play  which 
cept  the  stands  on  edge  from  beginning  to  end. 

The  day  was  perfect  for  the  event  and  the  keen 
nterest  taken  by  the  public  was  shown  by  the  huge 
:rowd  which  gathered,  surpassing  in  size  any  at- 
endance  which  the  game  has  had  in  former  years. 

The  day  of  the  game  found  Andover  the  favorite 
>ecause  of  her  season's  record,  but  the  "hoodoo"  of 
oeing  a  favorite  was  again  thrown  off  and  for  the 
ifth  time  in  six  years  the  Blue  was  triumphant  over 
he  Red  in  baseball. 

Andover  began  the  season  with  a  big  handicap, 
laving  lost  her  star  pitcher,  who  was  also  captain 
>f  the  team,  because  of  a  violation  of  Andover 
ligibility  rules.  Several  of  the  early  games  were 
Dst  because  of  ineffective  pitching,  but  the  new 
litchers  improved  steadily.  The  team  was  ably 
:oached  through  the  season  by  Capt.  Charles  C. 
"lough,  '06,  who  has  been  responsible  for  many 
Andover  victories. 

;  An  account  of  the  innings  in  which  the  teams 
cored  is  given  below: 

Andover  was  the  first  to  tally.  In  her  half  of  the 
lOurth  inning,  Reilly,  the  first  man  up,  was  hit  and 

eached  first  base.    Daugherty  hit  to  Frye  and  was 

>ut.  Reynolds  made  a  pretty  sacrifice  bunt  and 
advanced  Reilly  to  second.    Beedy  then  placed  a 

■retty  grounder  along  the  third  base  line,  scoring 

leilly.     Middlebrook   went   out,   pitcher   to  first. 

>core,  Andover  1,  Exeter  0. 

In  the  sixth  inning  both  teams  scored.  For  Ex- 
;ter,   Frye   received    a   base   on    balls.  Donovan 

■tinted  and  was  safe.    Curtiss  flied  out  to  Reynolds. 

Jtchfield  hit  to  Boles  and  was  safe  on  an  error, 
jrrye  reaching  home  safely,  as  the  throw  to  the 

■late  was  late.  Wright  threw  to  catch  Litchfield 
it  second   and   Donovan   scored.     On   a  fielder's 

hoice  Litchfield  scored,  but  Vaughn  was  caught 
'It  second,  Wright  to  Beedy.    Hennessey  flied  out 

0  Reynolds.    Score,  Andover  1,  Exeter  3. 

j  Andover  tied  the  score  in  her  half  of  the  sixth. 

Reynolds  hit  safely  to  left  field  and  stole  second. 

lieedy  hit  a  hot  fly  to  Wingate  and  was  out.  Mid- 

ilebrook  bunted  and  Reynolds,  by  clever  base- 
unning,  reached  third.  Ripley  hit  for  two  bases 
nd  Reynolds  crossed   the  plate.     Boles  received 

1  base  on  balls,  and  Burdett  doubled  to  left  field, 
pending  Boles  to  third  and  scoring  Ripley.  Wright 
jit  to  Wingate  and  was  out  at  first.  Score,  Andover 
I,  Exeter  3. 

In  the  eighth,  Andover  scored  another  run.  Beedy 
riplcd  to  left  field.  Middlebrook  hit  a  pop  fly  to 
i)?ht  field,  and  Beedy  scored.  Boles  flied  to  Win- 
I ate.    Score,  Andover  4,  Exeter  3. 

Exfter  tied  the  score  in  the  ninth,  when  Wingate 
it  safely  and  was  advanced  to  second  bv  Fox. 


Frye  sacrificed  and  Wingate  scored  on  Way's  hit 
to  center  field.  Curtiss  went  out  to  Ripley.  Score, 
Andover  4,  Exeter  4. 

Neither  team  scored  in  the  tenth,  and  Exeter  was 
unable  to  get  a  run  in  her  half  of  the  eleventh. 
Andover,  however,  scored  her  winning  run  in  this 
inning.  Middlebrook  received  a  base  on  balls. 
Carl  bunted,  advancing  Middlebrook.  Boles  flied 
out.  With  two  out,  Burdett  hit  to  right  field  and 
Middlebrook  scored.  Final  score,  Andover  5,  Ex- 
eter 4. 


The  summary: 


Boles,  ss. 
Burdett,  rf. 
Wright,  c. 
Reilly,  3b. 
Daugherty,  ib. 
Reynolds,  cf. 
Beedy,  2b. 
Middlebrook,  If. 
Ripley,  p. 
Carl,  p. 

Totals 
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1 

2 

0 

3 

0 

1 

0 

2 

1 

0 

1 

40 

9 

*32 

11 

6 

7 

8  9 

10  11 

2 

0 

1  0 

0  1- 

-5 

3 

0 

0  1 

0  0- 

—4 

Wingate,  3b. 
Fox,  ib. 
Frye,  If.  p. 
Donovan,  c. 
Way,  c. 
Curtiss,  ss. 
Litchfield,  p.  If. 
Vaughn,  cf. 
Walsh,  cf. 
Hennessey,  2b. 
Tidgwell,  rf. 
Pratt,  rf. 

Totals 

Innings  12345 
Andover  00010 
Exeter  00000 

Runs,  Reilly,  Reynolds,  Ripley,  Beedy,  Middle- 
brook, Frye,  Donovan,  Litchfield,  Wingate.  Errors, 
Boles  2,  Daugherty,  Reynolds,  Donovan,  Way 
Curtiss,  Vaughn.  Two-base  hit,  Ripley.  Three- 
base  hit,  Beedy.  Sacrifice  hits,  Frye,  Donovan  2, 
Reynolds,  Middlebrook,  Ripley  Carl.  Stolen  bases, 
Wingate,  Fox,  Litchfield,  Reynolds.  First  base  on 
balls,  off  Ripley  4,  off  Litchfield  2,  off  Frye  1. 
Struck  out,  by  Ripley  3,  by  Litchfield  2,  by  Frye  3. 
Double  plays,  Ripley  to  Daugherty;  Boles  to  Beedy 
to  Daugherty.  Hit  by  pitched  ball,  Fox,  Reilly, 
Wright,  Donovan.  Time,  2h.  33m.  Umpire,  Van 
deaf.    Attendance,  6000. 

""Winning  run  made  with  two  out. 

New  Dormitory 

The  plan  for  the  erection  of  a  new  dormitory  was 
given  in  the  last  number  of  the  Bulletin.  Sub- 
scriptions amounting  to  fifteen  thousand  dollars 
have  been  received  toward  its  construction.  The 
Trustees  could  readily  borrow  the  necessary  capital 
from  any  banking  institution,  but  they  prefer  to 
finance  the  project  among  the  alumni.  As  the  notes 
are  signed  by  the  Trustees  they  will  not  only  have 
the  value  of  the  building  behind  them,  but  all  the 
resources  of  the  school  as  well,  making  them  an 
absolutely  safe  investment. 
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The  alumni  are  urged  to  give  the  matter  serious 
consideration  and  to  extend  such  help  as  they  may 
be  able.  Any  subscriptions  or  requests  for  further 
information  may  be  sent  to  the  Treasurer  of  the 
Academy,  or  to  Mr.  Clarence  Morgan,  '89,  of  Bur- 
lington, Vermont.  As  it  is  quite  probable  that  there 
are  many  who  either  did  not  see  or  have  forgotten 
the  plan  of  financing  the  building,  it  is  given  below. 

The  estimated  cost  of  the  building,  as  designed 
by  Mr.  Guy  Lowell  of  Boston,  is  $50,000.00  and  it 
will  be  financed  in  the  following  manner: 

The  committee  of  the  Trustees  will  sell  one  hun- 
dred $500.00  twenty  year,  4  1-2  per  cent  notes,  guar- 
anteed by  the  Trustees,  as  to  principal  and  interest, 
and  callable  in  whole  or  in  part  at  par  at  any  in- 
terest period  on  thirty  days'  notice,  the  interest 
being  payable  semi-annually  on  January  1st  and 
July  1st.  The  Trustees  will  redeem  at  least  two 
thousand  dollars  (four  notes)  of  the  principal  each 
year,  beginning  January  1,  1912.  In  case  the  notes 
cannot  be  purchased  at  par,  they  will  be  drawn  by 
lot.  Each  note  will  be  numbered  and  registered 
so  that  checks  for  interest  may  be  mailed  by  the 
Academy  Treasurer  to  the  registered  owners. 

This  manner  of  financing  the  dormitory  will  en- 
able many  of  the  younger  graduates,  who  are  not 
in  a  position  to  make  a  direct  gift  of  cash,  to  render 
important  aid  to  the  Academy.  For  in  this  way 
they  can  make  a  safe  investment,  netting  4  1-2  per 
cent,  and  get  their  original  investment  back  at  the 
longest  in  twenty  years. 

From  the  financial  plan,  as  outlined,  it  is  evident 
that  as  the  principal  of  the  loan  decreases,  by  the 
payment  of  two  thousand  dollars  per  year,  the  an- 
nual charge  of  interest  will  decrease;  and  the  re- 
sulting increased  net  profit  from  the  rental  of  the 
building,  can  be  either  used  in  retiring  additional 
notes,  or  credited  to  the  general  income  of  the 
Academy. 

In  short,  the  Academy  will  within  twenty  years 
become  the  owner  of  a  substantial  modern  building. 
During  all  that  time  the  building  will  have  been 
accomplishing  and  furthering  one  of  the  great  needs 
of  the  Academy,  namely,  the  housing  of  all  students 
in  school  dormitories. 

It  is  hoped  that  the  advantages  to  be  derived  by 
the  Academy  will  be  so  manifest,  and  the  response 
to  the  plans  of  the  committee  will  be  so  general 
that  in  a  short  time  other  dormitories  will  be  erected 
upon  similar  plans. 

Manager  of  Musical  Clubs 

At  a  meeting  of  the  combined  musical  clubs,  B. 
A.  Tompkins  of  Trenton,  N.  J.,  was  elected  man- 
ager of  the  clubs  for  the  coming  year. 

Banjo  Club  Leader 

David  Allen  Reed,  Jr.,  of  Springfield,  Mass.,  has 
been  elected  leader  of  the  Banjo  club  for  the  com- 
ing year.   

GIFTS  OF  THE  YEAR 
Anonymous  Friend  (general  endow- 
ment) $10,000  00 
James  Huntington  Scholarship  Fund  $1000  00 
Anonymous  Friend  1000  00 

$12,000  00 

Subscribers  to  Seminary  Purchase  Fund: 
Abbot,  I.  A  '02     Alger,  R.  A.  '93 

Abbott,  W.  L.,  Jr.  '02  Allen,  P.  R.  '92 
Adams,  T.  M.  '71      Armour,  A.  W.  '04 

Alger,  F.  M.  '96      Bailey,  H.  R.  '73 


Barbour,  Mrs.  E. 

T 

\  111     111C111U1  \      U  L 

F   H.  B.) 

Appleton,  F.  R. 

/  * 

Barbour,  W.  T. 

'96 

Bardwell,  R.  D. 

04 

Pari-  A 

00 

Beeson,  C.  E. 

90 

Berger,  A.  B. 

'03 

Bishop,  E.  B. 

'90 

Black,  G.  P. 

'80 

Bonbright,  I.  W. 

'91 

Borden,  M.  C.  D. 

'60 

Bovey,  C.  C. 

'86 

Brainard,  E.  H. 

'89 

Branum,  A.  M. 

'07 

Brown,  D.  P. 

'04 

Brown,  H.  J. 

'80 

Brown,  0.  B. 

'88 

Brown,  S. 

'08 

Brown,  W.  R. 

'93 

Brown,  W.  W. 

'55 

Buck,  W. 

'64 

Burdick,  J.  W. 

'99 

Case,  G.  B. 

'90 

Chase,  I.  H. 

•76 

Cobb,  S.  E. 

'83 

Cogswell,  L. 

'69 

Colgate,  R. 

'92 

Colvocoresses,  G. 

M. 

'96 

Corliss,  C.  A. 

'86 

Cousens,  Harriet 

S. 

Cox,  E.  V. 

'91 

Coxe,  C.  E. 

'89 

Crane,  F.  G. 

'84 

Crocker,  W.  H. 

'79 

Croker,  R.  S.,  Jr. 

'96 

Crosby,  J. 

'86 

Curtis,  C.  J. 

'90 

Danforth,  G.  H. 

'86 

Day,  D.  H. 

'95 

Day,  M.  C. 

'58 

deForest,  J. 

'92 

Dickson,  A.  G. 

'96 

Donnelly,  A. 

'07 

Dryden,  F.  F. 

'89 

duPont,  A.  I. 

'82 

Eagle,  J.  F. 

'92 

Easton,  A.  M. 

'83 

Edwards,  C.  F. 

'96 

Edwards,  H.  S. 

'02 

Edwards,  H.  L. 

'08 

Edwards,  R.  G. 

'02 

Emerson,  J.  L. 

'89 

Evans,  A.  S. 

'04 

Evans,  J.,  Jr. 

'04 

Farnam,  H. 

'91 

Farson,  J.,  Jr. 

'01 

Field,  W.  H. 

'95 

Fisher,  H.  J. 

'92 

Flinn,  W.  A. 

'02 

Fox,  A. 

'99 

Frear,  C.  W. 

'89 

Fuller,  S.  L. 

'94 

Fulton,  L.  E. 

'97 

Garver,  J.  A. 

'71 

Gates,  L.  H. 

•83 

Gilmore,  R.  C. 

'93 

Goetchius,  J.  M. 

•92 

Gordon,  D. 

'95 

Green  way,  G.  C, 

Jr. 

'94 

Greenway,  J.  C. 

•96 

Hartwell,  Mrs.  M. 

V. 

Hay,  S. 

'98 

Hayes,  B.  H. 
Hazen,  J.  J. 
Hellman,  C.  M. 
Henning,  G.  N. 
Hinkle,  E.  F. 
Hixon,  G.  C. 
Humbird,  J.  S.,  Jr. 
Hunt,  L.  J. 
Irwin,  C.  E. 
Isham,  S. 
Isham,  W.  B. 
James,  A.  C. 
James,  Mrs.  Ellen  S. 
Jennings,  O.  G. 
Johnson,  F.  H. 
Johnson,  L.  A. 
Joy,  R.  P. 
Joy,  H.  B. 
Kimberly,  J.  C. 
Knapp,  J.  H. 
Knowlton,  D.  E. 
Landon,  H.  McK. 
Lawson,  V.  F. 
Leeds,  R.  G. 
Letton,  H.  W. 
Lyon,  W.  R. 
McClure,  W.  I. 
McCord,  C.  C. 
McCord,  R.  A. 
McCormick,  H.  B. 
McCormick,  V.  C. 
McLanahan,  G.  X. 
McMillan,  P.  H. 
Magee,  J.  M. 
Magee,  W.  A. 
Marvin,  E.  R. 
Mellen,  S.  F. 
Merrill,  G.  E. 
Mills,  J.  L. 
Moorehead,  J. 
Morgan,  C. 
Morris,  I.  N. 
Mosely,  H.  P. 
Mowry,  L.  D. 
Neale,  J.  B. 
Neale,  J.  C. 
Nicola,  O.  P. 
Otis,  J.  E. 
Owsley,  L.  S. 
Pardee,  A.  D. 
Parrott,  J.  R. 
Parsons,  J. 
Payne,  G.  S. 
Perkins,  H.  F. 
Phipps,  H.  C. 
Phipps,  H. 
Phipps,  J.  S. 
Pinkerton,  A. 
Prentiss,  J.  W. 
Preston,  O. 
Rafferty,  C.  D. 
Richards,  W.  F. 
Ripley,  A.  L. 
Russell,  T.  F. 
Sawyer,  J.  C. 
Schreiber,  G. 
Schweppe,  C.  H. 
Seaver,  K. 
Seymour,  O.  S. 
Sheffield,  G.  S. 
Shelden,  H.  D. 
Shiras,  G.  P. 
Simmons,  F.  H. 
Smith,  E.  C. 
Smith,  J.  D. 
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Smith,  L.  W. 

'92 

VanDuzer,  H.  S. 

'71 

ijpaulding,  S.  S. 

'68 

Walcott,  F.  C. 

'87 

(Stevens,  J.  P. 

'86 

Warren,  F,  D, 

'79 

fjitevens,  N. 

•76 

Wentz,  D.  B. 

'92 

litevens,  S.  D. 

Weyerhaeuser,  F, 

E. 

'92 

;!timson,  H.  L. 

'84 

Wheeler,  J.  E. 

'97 

■Stone,  M.  £. 

'93 

White,  E. 

'02 

hullivan,  B.  H. 

'05 

Whittemore,  H. 

'84 

Taylor,  A,  S. 

'go 

Widdicomb,  G.  R. 

'95 

rar,  W. 

'62 

Willard,  L. 

'00 

"hompson,  A.  P. 

'92 

Woolsey,  C.  B. 

'97 

'hwing,  F.  B. 

'09 

Woolsey,  J.  M. 

'94 

'olles,  S.  H.,  Jr. 

'08 

Woolverton,  W.  H.,  Jr.  '09 

yler,  R.  P. 

'96 

Members  of  Class 

of 

'58 

Contributors  to  the  Alumni  Fund: 


1847 
•ratt,  L. 

1849 
'rapo,  W.  W. 

1850 
:merson,  E.  O. 

1851 
'untoon,  B.  B. 

1852 
untoon,   B.  B. 
Monroe,  G.  H. 

1853 
.,  J.  E. 
an  Name,  A. 

1854 
(owry,  W.  A. 

1855 
arter,  F. 

1856 
bbott,  W.  L. 
illingham,  E.  C. 

1857 
Icott,  W.  P. 

1858 
cKenzie,  A. 
aimer,  G.  H. 
rard,  E.  G. 

1859 

bamberlain,  L.  T. 
urfee,  H.  B. 
merson,  T.  A. 
lepard,  C.  U. 

i860 
Iney,  P.  B. 
issell,  F.  W. 
'ood,  B.  R. 

1863 
tzGerald,  D. 
inslow,  F.  O. 
right,  H.  P. 

1865 
iase,  C.  P. 
sming,  H.  E. 
evenson,  J.  M. 

1867 
nerson,  H.  P. 
iith,  J.  I. 


1868 
Barrett,  H.  H. 
Minor,  S.  C. 
Norris,  W.  O. 
Peaslee,  E.  H. 

1869 
Brewster,  E.  F. 
Frissell,  H.  B. 
Sadler,  H.  E. 
Sykes,  A. 

1870 
Loomis,  E.  G. 
Reed,  H.  B. 
Smith,  E.  R. 
Wallace,  C.  R. 

1871 

Appleton,  F.  R. 
Beardsley,  A.  G.,  Jr. 
Cutter,  C.  F. 
Garver,  J.  A. 
Hall,  I.  F. 
Isham,  C. 
Isham,  S. 
Landon,   E.  H. 
Roosa,  DeW. 
Smith,  E.  C. 
Suffern,  C.  C. 
VanDuzer,  H.  S. 

1873 
Clarke,  C.  C. 
Fiske,  W.  P. 
Ripley,  A.  L. 
Ware,  E. 

1875 

Donaldson,  H.  H. 
Hand,  C.  W. 
Warren,  F.  M. 

1877 
Day,  W.  P. 
Haines,  H.  P. 
Kennedy,  J.  S. 
Myrick,  N.  S. 
Sawyer,  S.  N. 

1878 
Church,  F.  C. 
Dyer,  E.  A. 
Jelly,  A.  C. 
Whitridge,  R.  B. 

1879 
Carlton,  H.  F. 
Packwood,  R.  A. 
Warren,  F.  D. 


1880 

Archbald,  J.,  Jr. 
Brown,  H.  J. 
Chase,  F.  S. 
Jennings,  O.  G. 
Norton,  E.  H.,  Jr. 
Parkhurst,  F.  E. 
Perkins,  H.  F. 


Towne,  F.  B. 


Atterbury,  R.  R. 
Bergstrom,  F. 
Cooley,  H.  W. 
Gale,  H.  E. 
Kutz,  J.  J. 
Russell,  T.  F. 
Stimson,  H.  L. 
Wallace,  F.  W. 
Whittemore,  H. 
Woolley,  U.  G. 

1885 
Harding,  G.  C. 
Lloyd,  W. 
Pond,   S.  N. 
Ropes,  J.  H. 

1886 
Crosby,  J. 
Danforth,  G.  H. 
deLancey,  D. 
Strong,  J.  H. 
Yardley,  F. 

1887 
Day,  E.  H. 
Day,  H.  G. 
Hotaling,  R.  M. 
Smith,  G.  F. 
Thomson,  S.  C. 
Tweedy,  H.  H. 
Weeks,  R. 


Allen,  B.  M. 
Bayne,  H.  A. 
Bill,  C.  G. 
Hollister,  G.  B. 
Jameson,  A.  H. 
Ladd,  W.  P. 
Shaw,  A.  F. 
Vaughn,  C.  P. 
Verplanck,  J.  deL. 


Emerson,  J.  L. 
Gillis,  J.  T. 
Goodwin,  W.  B. 
Greenough,  H.  W. 
Morgan,  C. 
Neale,  J.  C. 

1890 
Addis,  A.  E. 
Andress,  F.  W. 
Case,  G.  B. 
Curtis,  C.  J. 
Dickson,  A.  G. 
Emerson,  H.  S. 
Gilbert,  P.  F. 
Henning,  G.  N. 


Holmes,  R.  W. 
Howe,  W.  C. 
Mean,  G.  W. 
Moseley,  H.  P. 
Sawyer,  J.  C. 
Spaulding,  G.  B.,  Jr. 

1891 
Ames,  A. 
Cobb,  B.  C. 
Kimberly,  J.  C. 
McCormick,  V.  C. 
McMillan,  P.  H. 
Skinner,  A.  E, 

1892 
Colgate,  R. 
Dickerman,  S.  O. 
Farr,  H.  A. 
Foote,  A.  E. 
Gilbert,  B.  T. 
Howard,  G.  M. 
Neale,  J.  B. 
Smith,  L.  W. 
Torrey,  J.  P. 
Wadhams,  W.  H. 

1893 
Alger,  R.  A. 
Auten,  B.  C. 
Bergstrom,  F.  E. 
Brown,  H.  G. 
Brown,  H.  W. 
Crosby,  R.  M. 
deForest,  H.  L. 
Goodall,  A. 
Morris,  I.  N. 
Noyes,  J.  L. 
Parker,  W.  B. 
Pomeroy,  J.  V. 
Reed,  R.  D. 
Ripley,  P.  F. 
Rising,  F.  C. 
Sawyer,  E. 
Sawyer,  J.  P. 
Semple,  F.,  Jr. 
Smith,  J.  D. 
Schauffler,  A.  T. 
Sjostrom,  W.  L. 
Spaulding,   R.  H. 
Tirrell,  P.  H. 
Wilder,  H.  J. 
Williams,  W.  T.  B. 

1894 
Beard,  E.  C. 
Beecher,  F.  L. 
Belknap,  J.  L. 
Burgess,  C.  J. 
Choate,  C.  H. 
Collins,  F.  H. 
Craig,  H.  H. 
Divine,  D. 
Dowsett,  D.  A. 
Ellis,  G. 
Gerhard,  A.  H. 
Grandin,  G.  W. 
Greenhalge,  F.  B. 
Holden,  W.  M. 
Letton,  H.  W. 
McNeil,  J.  L. 
North,  F.  S. 
North,  J.  S. 
Perry,   G.  B. 
Porter,  J.  S. 
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Preston,  O. 
Rodgers,  J.  O. 
Simmons,  F.  H. 
Sjostrom,  L.  H. 
Skerrye,  W.  F. 
Starbuck,  E.  A. 
Young,  S.  E. 

1895 

Harrington,  J.  T. 
McClellan,  G.  B. 
Myrick,  N.  W. 
Newton,  F.  M. 

1896 
Aldred,   F.  W. 
Allen,  F.  W. 
Barbour,  W.  T. 
Bates,  H.  W. 
Booth,  W.  C. 
Brown,  H.  M. 
Carter,  E.  C. 
Churchill,  M. 
Crouse,  G.  N. 
Dana,  J.  D. 
Eaton,  W.  P. 
Emerson,  N.  W. 
Forbes,   R.  S. 
Funk,  L.  W. 
Goodwin,  A.  S. 
Greene,  E.  C. 
Greene,  F.  R. 
Hockstadter,  L.  H. 
Holden,  M.  C. 
McCurdy,  R.  M. 
Maltby,  A.  B. 
Merrill,  H.  G. 
Roberts,   H.  G. 
Sargent,   L  W. 
Stevenson,  R.,  Jr. 
Thrall,  G.  C. 
Townsend,  M.  T. 
Treadway,  C.  T. 
Tuttle,  C.  B. 
Whipple,  G.  H. 

1897 
Barnes,  B. 
Edwards,  R.  H. 
Fulton,  L.  E. 
Hotchkiss,  H.  S. 
Keppelman,  J.  A. 
Morris,  R. 
Richardson,  A.  H. 
Thomas,  H.  P. 
Young,  A.  J. 

1899 

Littlefield,  C.  W. 
Williams,  S.  T. 

1900 
Cross,  W.  S. 
Dorr,  O.  F. 
Fobes,  F.  H. 
Merrill,    R.  W. 
Moseley,  H.  P. 
Perin,  O. 
Thacher,  T.  D. 
Willard,  L. 
Williams,  J.  H. 

1901 

Campion,  E.  W. 
Chase,  F. 
Coit,  A.  M. 


Harris,  A. 
Toll,  C.  H. 
Wasson,  H.  K. 

1902 
Cox,  J.  D. 
Ferry,  H. 
Goodhue,  F.  A. 
Kellogg,  E.  W. 
Lane,  D.  R. 
Morton,  S.  W. 
Robertson,  F.  C. 
Whitney,  C.  N. 

1903 
Bagg,  E.  P.,  Jr. 
Cates,  J.  M. 
Chapin,  E.  B. 
Gillis,  R.  H. 
Hall,  E.  B. 
Tones,  J.  H. 
McClelland,  J.  J. 
Piatt,  L. 
Truber,  H.  M. 

1904 
Adler,  E.  A. 
Andrews,  W.  M. 
Bigwood,  D.  E. 
Binnian,  W.  B. 
Eaton,  T. 
Partridge,  E. 
Penfield,  A.  M. 
Perrin,   L.  W. 
Proctor,  J.  S. 
Sherman,  A.  C. 

1905 

Beinecke,  F.  W. 
Childs,  N.  T. 
Dods,  J.  P. 
French,  G.  D. 
Grant,  J.  B.,  Jr. 
Howard,  J.  M, 
Jones,  W.  B. 
Kittredge,  G.  D. 
Lvnch,  A.  S. 
Meixell,  H.,  Jr. 
Norton,  R.  W. 
Sternberger,  S.  E. 
Story,  W.  F. 

igo6 
Austin,  J.  A. 
Blake,  P.  W. 
Cavanaugh,  F.  P. 
Clough,  C.  C. 
Cooper,  W.  H.  B. 
Cross,  H. 
Deming,  G.  S. 
ElwelC  H.  R. 
Farnsworth,  A. 
Farson,  W. 
Garver,  I.  E. 
Hotton,  H.  J. 
Kirkpatrick,  H.  H. 
Massey,  C.  F. 
Ogden,  L.  G. 
Price,  W.  M. 
Reynolds,  E. 
Smith,  T.  A. 
Southworth,  A.  B. 
Stern,  R.  B. 
Strong,  W.  B. 
Waller,  J.  B.,  Jr. 
White,  T.  T. 


1907 

Sidenberg,  A.  M. 
Talbott,  H.  S. 


1908 

Donaldson,  F.  F.  G. 
191 1 

Davis,  J.  B. 


Class 

Amount 

1847 

$  50  00 

1881 

15 

1849 

10  00 

1884 

125 

1850 

25  00 

1885 

70 

1851 

2  50 

1886 

37 

1852 

3  5° 

1887 

242 

1853 

t2  00 

1888 

47 

'854 

1  00 

1889 

148 

1855 

5  00 

1890 

88 

1856 

10  00 

1891 

75 

1857 

2  00 

1892 

78 

1S58 

15  00 

1893 

686 

1859 

25  CO 

1894 

182 

i860 

26  00 

1895 

25 

1863 

25  00 

1896 

169 

1865 

45  00 

1897 

60 

1867 

1 5  00 

1899 

7 

1868 

17  00 

1900 

44 

1869 

116  00 

1901 

15 

1870 

35  00 

1902 

45 

1871 

275  00 

1903 

47 

1873 

95  00 

1904 

68 

1875 

20  00 

1905 

94 

1877 

90  00 

1906 

75 

1878 

130  00 

1907 

6 

1879 

35  00 

1908 

1 

1880 

565  00 

191 1 

1 

Total, 


$4101 


Rev.  Wm.  Edwards  Park,  D.D. 

Although  Dr.  Park  had  been  in  somewhat  ir 
paired  health  for  the  past  year,  his  sudden  dea 
at  his  home  in  Oberlin,  Ohio,  o.\  Thursday,  Mi 
19,  after  a  very  short  illness,  was  a  sad  surprise 
his  many  friends  in  the  East. 

By  birth,  education  and  social  ties  he  had  bet 
identified  with  Andover  all  his  life.  He  was  bo: 
in  1837,  the  year  after  his  father  began  his  care 
as  the  most  distinguished  professor  of  Andov 
Seminary  in  its  century  just  now  ended.  From  bo 
lines  of  the  family  he  inherited  intellectual  ai 
moral  strength,  his  mother  being  a  lineal  descen 
ant  of  Jonathan  Edwards. 

He  graduated  from  Phillips  Academy  in  18; 
from  Yale  College  in  1861,  from  Andover  Semina 
in  1867.  His  loving  loyalty  to  "old  Phillips"  w 
Miown  in  his  efforts,  with  others,  to  secure  fun> 
in  1865  for  rebuilding  the  Academy  destroyed  1 
fire,  and  by  the  preparation  of  his  elaborate  ai 
masterly  "Annals  of  the  Academy"  for  the  cente 
nial  celebration  of  1878.  Early  in  the  Civil  War 
was  a  member  of  the  first  party  which  went  0 
from  Boston  to  teach  the  freedmen  in  South  Car 
1  in  a,  remaining  there  some  months  after  in  t 
management  of  deserted  plantations.  Later  he  1( 
his  Seminary  studies  for  a  time  to  engage  in  Chr 
tian  Commission  work  in  Sherman's  army  at  Nas 
ville. 

His  first  pastorate  of  eight  years,  1867-75,  was 
the  Central  (now  Trinity)  church  at  Lawrenc 
thence  he  went  to  Gloversville,  N.  Y.,  where  he  r 
mained  for  twenty-eight  years.  A  man  of  stroi 
convictions  and  earnest  purpose,  his  ministry  the 
during  that  long  period  was  one  of  marked  pow 
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and  usefulness,  not  only  in  that  city,  but  in  various 
denominational  and  philanthropic  activities  through- 
out the  whole  state.  Since  retiring  from  the  pastor- 
ate in  1904,  he  had  resided  in  Oberlin,  devoting  his 
time  to  literary  labor,  especially  in  continuing  his 
father's  work  on  the  life  of  President  Edwards,  and 
as  one  of  the  associate  editors  of  the  Bibliotheca 
!  Sacra. 

He  was  buried  beside  his  honoi-ed  parents  in  the 
Chapel  cemetery,  a  simple,  appropriate  service  being 
1  conducted  by  Professor  Ryder. 

c.  c.  c. 


STUDENTS  AT  ANDOVER  BEFORE  1880 

It  would  hasten  forward  the  Biographical  Catalogue  of 
the  Academy  and  insure  accuracy  as  well  as  lessen  ex- 
pense if  all  students  of  Phillips  who  entered  the  institu- 
tion before  1880  would  answer  the  following  questions 
and  mail  answers  to  "Biographical  Catalogue,  Phillips 
Academy,  Andover,  Mass."  Name  in  full,  date  of  birth, 
place  of  birth,  age  at  entering,  time  of  leaving,  name  of 
father,  maiden  name  of  mother  in  full,  college  with  year 
of  graduation,  college  degrees,  Civil  War  or  Spanish  War 
record,  civil  or  political  offices  held,  literary  work  done, 
present  address,  occupation. 


It  is  requested  that  death  notices  and  wedding  an- 
nouncements be  sent  to  Phillips  Bulletin,  Andover,  Mass., 
in  order  that  these  records  may  be  complete  and  accurate. 


PERSONALS 

1838 — Issachar  Lefavour,  son  of  Amos  and  Nabby 
Dodge  Lefavour,  was  born  in  Beverly,  December  30,  1816, 
and  was  a  graduate  of  Amherst  College  in  the  class  of 
1842.  In  early  life  he  was  a  school  teacher  and  from 
1856  to  1874  he  was  principal  of  the  Ipswich  High  School. 
During  his  later  years  he  was  engaged  in  insurance  and 
in  the  real  estate  business.  He  died  at  Beverly  July  17, 
1910,  in  the  94th  year  of  his  age. 

1843 — Seth  Hastings  Grant,  son  of  Asahel  and  Electa 
Spofford  Loomis  Grant,  was  born  June  6,  1828,  at  Mar- 
shall, N.  Y.  He  attended  Princeton  College  with  the 
class  of  1847  and  received  the  degree  of  A.M.  from  Yale. 
For  seventeen  years  he  was  librarian  of  the  Mercantile 
Library,  for  twelve  years  he  was  superintendent  of  the 
New  York  Produce  Exchange,  was  secretary  to  Mayor 
Edson  and  was  city  comptroller  in  1883.  He  was  vice- 
president  of  the  United  States  National  Bank,  was  editor 
of  Norton's  Library  Gazette,  was  associate  editor  of  the 
American  Publishers'  Circular,  and  wrote  many  articles 
for  historical  and  genealogical  publications.  Mr.  Grant 
died  in  Elizabeth,  N.  J.,  May  9,  1910. 

1849 — Henry  Nitchie  Cobb,  son  of  Sanford  and  Sophia 
L.  Nitchie  Cobb,  was  born  in  New  York  City,  No- 
vember 15,  1834,  graduated  from  Yale  in  1855,  studied 
at  Union  Theological  Seminary,  was  a  missionary  of  the 
American  Board  for  two  years  to  the  Nestorians  of  Persia, 
pastor  of  the  Reformed  Church  in  Millbrook,  N.  Y.,  for 
fifteen  years  and  for  nearly  twenty-eight  years  was  cor- 
responding secretary  of  the  Board  of  Foreign  Missions 
of  the  Reformed  Church  of  America.  Dr.  Cobb  died  at 
his  home  in  East  Orange,  N.  J.,  April  17,  1910.  His  son, 
Sanford  E.  Cobb,  was  a  graduate  of  the  Academy  in  the 
class  of  1883. 

i  '853 — George  Washington  Pierce,  son  of  Josiah  and 
Evelina  Lewis  Pierce,  was  born  in  Gorham,  Me.,  July  1, 
1 '836,  graduated  from  Bowdoin  in  1857,  and  became  a 
|civil  engineer.  He  died  at  West  Baldwin,  Me.,  January 
ro,  191  o. 


1853 —  William  Henry  Reed,  son  of  Quincy  and  Lucy 
Loud  Reed,  was  born  in  South  Weymouth,  June  16,  1832, 
engaged  in  the  lumber  business  and  later  in  the  manufac- 
ture of  tacks.  During  the  latter  part  of  his  life,  he  gave 
much  attention  to  genealogical  matters  and  wrote  several 
books  on  family  histories.  He  died  in  South  Weymouth, 
February  21,  1910. 

1854 —  Edward  Payson  Hammond,  son  of  Elijah  and 
Esther  Griswold  Hammond,  was  born  in  Ellington,  Conn., 
September  1,  1831,  and  graduated  from  Williams  College 
in  1858.  He  attended  Union  Theological  Seminary  and 
the  Free  Church  College  in  Edinburgh,  Scotland.  Through 
an  interpreter,  he  preached  in  Italy,  and  through  all  the 
rest  of  his  life  gave  himself  to  evangelistic  work.  Gen. 
Ballington  booth  of  the  Salvation  Army  publicly  ascribed 
to  Mr.  Hammond  the  influence  which  led  him  to  take 
up  his  great  life  work.  Mr.  Hammond  had  written  many 
religious  books  and  tracts.  He  died  in  Hartford,  Conn., 
August  14,  1910. 

1856 — William  Edwards  Park,  son  of  Professor  Edwards 
A.  Park  of  Andover  Seminary,  was  a  graduate  of  Yale 
in  1861,  and  from  Andover  Seminary  in  1867,  serving 
between  his  college  and  seminary  courses  in  the  Christian 
Commission  work  in  the  South.  He  was  pastor  in  Law- 
rence and  in  Gloversville,  N.  Y.  Leaving  the  pastorate 
in  1904,  he  has  been  engaged  in  literary  work  in  Oberlin, 
O.,  where  he  died  May  19,  1910. 

1858 — Charles  Porter  Mattocks  was  born  in  Danville, 
Vt.,  October  11,  1840,  and  was  graduated  from  Bowdoin 
College  in  1862.  He  entered  the  Civil  War  as  a  lieuten- 
ant and  rose  to  be  brigadier  general  at  its  close.  After 
the  war  he  graduated  at  the  Harvard  Law  School  and 
practiced  his  profession  in  Portland,  Me.  He  was  a  mem- 
ber of  the  Maine  House  of  Representatives,  1880-1884. 
At  the  dedication  of  the  Hooker  monument  in  Boston, 
Gen.  Mattocks  was  the  orator  of  the  day.  In  the  Spanish 
War  he  served  as  brigadier  general.  He  died  in  Portland, 
Me.,  May  16,  1910. 

!8S9 — Austin  Ross  Seagrave,  son  of  John  and  Almena 
Ross  Seagrave,  was  born  in  East  Douglas,  January  4,  1835, 
served  in  the  U.  S.  Navy,  1 863-1 866,  was  in  the  govern- 
ment service  in  Indian  Territory,  1 866-1 870,  was  post- 
master in  Youngstown,  O.,  1 872-1 878,  in  business  in  To- 
ledo, O.,  from  1880  till  his  death  in  that  city,  May  31,  1910. 

i860 — Francis  Henry  Ludington,  son  of  Corbett  and 
Lucy  Green  Ludington,  was  born  in  Boston,  September  3, 
1836,  and  graduated  from  the  State  Normal  School  at 
Bridgewater  in  i860.  He  taught  school  in  Bridgewater 
and  in  Maiden  and  in  1866  removed  to  St.  Louis,  Mo., 
where  he  engaged  in  business  with  H.  &  L.  Chase.  In 
1896  he  became  the  head  of  the  Chase  Bag  Company, 
importers,  manufacturers  and  dealers  in  bags  of  all  kinds. 
He  was  philanthropic  and  a  devoted  church  worker,  and 
died  in  St.  Louis,  Mo.,  May  18,  1910. 

1863— John  Van  Beal  and  Miss  Edith  A.  Belcher  were 
married  at  Randolph,  May  10,  1910. 

1865 — Rev.  Frederic  Palmer  of  Andover,  who  was  re- 
cently given  the  degree  of  doctor  of  divinity  by  the 
Episcopal  Theological  School  of  Cambridge,  has  issued 
through  Thomas  Y.  Crowell  &  Co.,  "The  Winning  of 
Immortality." 

1867 — Frank  Whittemore  Hunt,  son  of  Israel  and 
Katherine  Holmes  Allison  Whittemore,  was  born  in 
Nashua,  N.  H.,  April  26,  1849,  and  became  a  manufac- 
turer of  cards  and  paper.  He  died  in  Nashua,  January 
2,  1910. 

1867 — John  Ross  Nicols,  son  of  John  and  Sarah  Ross 
Nicols,  was  born  in  Pittsburgh,  Pa.,  August  19,  1849. 
After  leaving  Phillips  he  entered  his  father's  store  in  St. 
Paul,  Minn.,  and  rose  to  be  the  senior  partner  in  the 
wholesale  hardware  firm  of  Nicols,  Dean  8?  Greev-  H» 
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died  in  St.  Paul,  June  15,  1910,  a  business  man  of  success 
and  acumen,  a  citizen  of  integrity  and  of  a  conscientious 
Christian  character. 

1867 — Edwin  Compton  Reybold,  son  of  William  and- 
Beulah  Compton  Reybold,  was  born  in  Delaware  City, 
Del.,  Nov.  30,  1846.  His  life  was  spent  in  farming  and 
in  the  lumber  business.    He  died  October  26,  1909. 

1873 — Gilbert  Brownell  Balch,  was  born  in  Topsfield, 
February  9,  1856.  He  graduated  from  Dartmouth  in  1877 
and  from  Andover  Theological  Seminary  in  1881.  He 
was  a  pastor  at  Kingston,  N.  H.,  and  then  entered  the 
book  publishing  business  in  Boston.  He  died  in  Tops- 
field,  July  24,  1910. 

1873 — William  Burhans  Isham  and  Miss  Hannah  Collins 
were  married  in  New  York  City,  April  21,  19 10. 

1876 — Stephen  Delano  Hadley,  son  of  Andrew  J.  and 
Louisa  Hadley,  was  born  in  Marion,  December  27,  1857, 
and  for  nineteen  years  was  a  merchant  and  for  half  that 
time  a  farmer.    He  died  in  Spencer,  May  7,  1910. 

1879 — Edwin  Hallock  Byington  of  West  Roxbury  and 
Miss  Helen  Prince  Foster  were  married  in  Beverly,  June 
28,  1910. 

1884 — Rev.  Dorr  A.  Hudson,  recently  of  North  Chelms- 
ford, is  pastor  of  the  Congregational  Church  at  Westbrook, 

Maine. 

1887 —  Henry  R.  Rathbone  of  Chicago  is  president  of 
the  Lawyers'  Association  of  Illinois. 

1888 —  George  Robinson  Philbrook,  son  of  Nathan  Page 
and  Hannah  H.  Sanborn  Philbrook,  was  born  in  North- 
field,  N.  H.,  July  13,  1867,  graduated  from  Harvard  in 
1894,  and  died  in  Wheeling,  W.  Va.,  in  February,  1907. 

1889 —  Joshua  D.  Upton  has  been  appointed  colonel  and 
acting  chief  of  ordnance  of  the  Massachusetts  Volunteer 
Militia. 

1891 —  Edgar  Stirling  Auchincloss,  son  of  Edgar  Stirling 
and  Maria  LeGrange  Sloan  Auchincloss,  was  born  in 
New  York  City,  December  13,  1874,  and  graduated  from 
Yale  in  1896.  For  over  four  years  he  was  connected  with 
the  D.  L.  and  W.  Railroad  and  then  entered  the  stock 
exchange.  He  was  a  member  of  the  7th  Reg.  New  York 
National  Guards,  was  treasurer  of  the  Women's  Exchange. 
He  died  in  New  York  City,  May  4,  1910. 

1892 —  J.  H.  Churchill  Clark  is  travelling  agent  for  the 
foreign  department  of  the  Erie  Railroad  with  head- 
quarters at  the  Railway  Exchange  building,  Chicago,  111. 

1893 —  Francis  Boardman  and  Miss  Anita  Calef  were 
married  in  Boston,  June  8,  1910. 

1893 — Ernest  Mozart  Farmer,  son  of  Elihu  James  and 
Lydia  Hoyt  Farmer,  was  born,  August  9,  1872,  attended 
Yale,  entered  into  business  in  Cleveland,  O.,  and  at  the 
time  of  his  death  was  in  charge  of  the  Apollo  Player 
department  of  Clark's  music  store  in  Syracuse,  N.  Y.  He 
died  in  that  city,  January  6,  1910. 

1895 —  Edward  Read  Staniford,  son  of  Eben  and  Laura 
Read  Staniford,  was  born  in  Dorchester,  January  3,  1875, 
became  a  physician  in  New  Hampshire,  and  died  of 
pneumonia  in  Haverhill,  N.  H.,  March  2,  1910. 

1896 —  Walter  Prichard  Eaton  and  Miss  Elise  Morris 
Underhill  were  married  in  New  York  City,  June  30,  1910. 

1896 —  Rev.  Frederick  H.  Steenstra  is  rector  of  the 
Episcopal  church  in  South  Weymouth. 

1897 —  Sanford  H.  E.  Freund,  an  instructor  at  the  Bos- 
ton University  Law  School,  and  one  of  the  counsel  of 
the  Elevated  Road  in  Boston,  is  now  connected  with  the 
legal  department  of  the  Rock  Island  Railroad  system  in 
New  York  City. 

1897 — Ray  Morris,  who  has  for  seven  years  been  the 
editor  of  the  Railway  Age  Gazette,  is  a  partner  in  the 
banking  firm  of  White,  Weld  &  Co.,  5  Nassau  St.  New 
York. 


1897 — Pierce  D.  Schenck  is  president  of  the  Speedwell 

Motor  Car  Company  of  Dayton,  O. 

1897 —  Arthur  Abbot  Thomas  of  Providence,  R.  I.,  and 
Miss  Pauline  de  Weale  Bartlett  were  married  in  Easton, 
Md.,  June  1,  1910.    Owing  to  a  recent  death  in  the  bride's 

family  the  wedding  was  a  very  quiet  one. 

1898 —  Roy  Dayton  Kennedy,  son  of  William  and  Olin 
D.  Dayton  Kennedy,  was  born  in  Stamford,  N.  Y.,  June 
27,  1877.  graduated  from  the  law  school  of  Michigan 
University  in  1903  and  practiced  his  profession  in  Cleve- 
land, O.,  and  in  Brigham  Canyon,  Utah.  He  died  at  the 
Albany,  New  York,  City  Hospital,  March  16,  1910. 

1900 — Francis  H.  Fobes  has  been  appointed  instructor 
in  Greek  and  Latin  at  Harvard  University. 

1900 — Albert  H.  Moore  has  been  appointed  an  Assistant 
Botanist  in  the  Bureau  of  Plant  Industry,  Department  of 
Agriculture,  and  may  be  addressed  at  1301  K  St.,  N.  W„ 

Washington,  D.  C. 

1900 —  Charles  Earl  Moore  was  born  in  Chicago,  I1L» 
May  12,  1882,  graduated  from  the  Sheffield  Scientific 
School  in  1903,  and  died  in  Chicago,  June  11,  1910. 

1 90 1 —  Edwin  Mortimer  Barnes  and  Miss  Theresa 
Chalmers  were  married  in  New  York  City,  April  14,  1910. 

1901 —  Bartlett  Walton  and  Miss  Helen  Buffum  David-; 
son  were  married  in  South  Berwick,  Me.,  April  29,  1910. 

1902 —  William  H.  Harris  is  a  member  of  the  firm  of 
Briggs  &  Harris,  insurance  brokers,  at  84  William  St., 
New  York  City. 

1903 —  Robert  W.  Fernald  is  with  George  A.  Fernald  ft 

Co.,  bankers,  67  Milk  St.,  Boston. 

1903 — Robert  H.  McCurdy  is  with  the  Delaware  River 
Steel  Company  at  Chester,  Pa. 

1903 — Lucius  O.  Meacham  is  secretary  and  treasurer  of 
the  Cortland  Motor  Wagon  Company,  Cortland,  N.  Y. 

1903 — Francis  LeBaron  Robbins,  Jr.,  and  Miss  Frances 
Cleveland  Lamont  were  married  in  Millbrook,  N.  Y.,  June 
18,  19 10. 

1903 —  Lucian  Thames  Wilcox  and  Miss  Jane  Steele 
Hamilton  were  married  June  15,  1910,  at  Cedar  Rapids, 

Iowa. 

1904 —  Ralph  W.  Burnett  is  with  the  American  Ship 
Building  Company  of  Lorain,  O.,  and  may  be  addressed 
at  1 121  Middle  Ave.,  Elyria,  O. 

1904 — Gilmore  Kinney  is  president  of  the  brokerage 
firm  of  Bruner,  Kinney  &  Co.,  Twin  Falls,  Ida. 

1904 — James  W.  Marshall  is  with  Hathaway,  Smith, 
Folds  &  Co.,  205  LaSalle  St.,  Chicago,  111. 

1904 — Foster  S.  Naething  is  a  mining  engineer  with 
the  Miami  Copper  Company  at  Miami,  Ariz. 

1904 —  Horace  Hunn  Hemingway,  son  of  Wilson  E.  and 
Helen  Girault  Hemingway,  was  born  July  18,  1887,  at 
Pine  Bluff,  Ark.,  graduated  at  Harvard  and  at  the  Har- 
vard Law  School,  and  died  at  Cape  Elizabeth,  Portland, 

Me.,  August  27,  1910. 

!9°5 — Wallace  Seymour  Brinsmade  and  Miss  Caroline 
Gertrude  Mendles  were  married  at  East  Orange,  N.  J. 

1905 —  Charles  Louis  Scullin,  son  of  John  Scullin,  was 
born  in  Mexico  City,  Mexico,  September  26,  1883,  and 
died  in  St.  Louis,  Mo.,  October  1,  1909. 

1907 — William  G.  Beach  was  awarded  at  Harvard  last 
May  a  first  Boylston  prize  in  elocution. 

1907 — Francis  Joseph  Graham  and  Miss  Carolyn  Gray 
were  married  in  Chicago,  111.,  May  18,  1910. 

1907 — Bernard  E.  Reilly  and  Miss  Mary  Rose  Murphy 
were  married  in  Brockton,  June  20,  1910. 

1909 — Floyd  C.  Adams  is  connected  with  "The  Gazette" 

of  Kalamazoo,  Mich. 
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EDITORIAL 


With  the  present  issue  the  Alumni 
Bulletin  dons  a  new  garb.  It  is  hoped 
that  not  only  in  its  outward  dress  but 
in  the  material  it  offers  the  improved 
Bulletin  will  appeal  to  old  Andover  men 
everywhere.  The  number  of  editors 
and  contributors  has  been  considerably 
enlarged  and  the  material  offered  will 
cover  a  wider  range  of  subjects  and 
should  prove  of  increasing  interest  and 
value  to  our  readers.  Through  the 
pages  of  the  Bulletin  the  trustees  desire 
to  familiarize  the  alumni  of  the  school 
with  present  day  activities  and  progress, 
with  plans  for  future  development, 
with  information  about  old  Andover 
men,  and  with  interesting  bits  of  histori- 
cal and  biographical  reading.  From  its 
birth  the  aim  of  the  publication  has  been 
to  make  closer  and  stronger  the  relations 
existing  between  the  school  and  its 
alumni.  This  will  still  be  the  controlling 
purpose  of  the  editors,  and  that  it  may 
be  more  fully  realized  communications 
from  alumni,  critical,  reminiscent,  or 
others  are  earnestly  desired.  All  com- 
munications should  be  addressed  to  the 
Editor  of  the  Phillips  Bulletin,  Andover, 
Mass. 


The  addition  of  Williams  Hall  to  the 
equipment  of  Phillips  Academy  repre- 
sents a  most  important  step  in  the 
school's  development.  The  significance 
of  this  step  is  fully  explained  on  another 
page.  It  can  hardly  be  over-estimated. 
The  step  has  been  made  possible  by  the 
extremely  generous  terms  offered  the 
trustees  by  the  former  owner  of  the 
property  and  it  is  eminently  fitting  that 
in  recognition  of  this  generosity  the 
name  of  the  benefactor  should  be  at- 
tached to  the  building.  Mr.  Williams, 
during  his  residence  in  Andover,  always 
took  a  keen  interest  in  the  Academy  and 
its  life.  In  many  ways  he  has  shown  his 
loyalty  to  his  old  school.  The  generosity 
manifested  by  him  in  this  latest  trans- 
action stamps  him  as  one  of  the  Acad- 
emy's great  benefactors  and  justly  en- 
titled to  the  gratitude  of  its  alumni  and 
friends. 


The  newly  adopted  policy  for  the  con- 
trol of  the  major  athletic  sports  of  the 
school  calls  for  more  than  passing  notice. 
While  criticisms  will  no  doubt  arise  we 
believe  that  in  adopting  the  plan  out- 
lined  on   another  page  of  this  issue 
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Phillips  Academy  has  taken  a  great  step 
forward  in  the  sane  development  and 
sensible  control  of  school  athletics.  The 
common  and  in  many  cases  just  criti- 
cisms urged  against  modern  school  and 
college  athletics  are  too  well  understood 
to  call  for  special  comment.  No  one 
better  recognizes  the  weaknesses  and 
dangers  of  the  prevailing  system  than 
those  who  are  charged  with  the  admin- 
istration of  our  American  institutions, 
and  who  with  a  clear  perception  of  the 
great  responsibilities  resting  upon  them 
are  willing  and  able  to  get  close  enough 
to  their  students  to  recognize  and  under- 
stand their  individual  and  collective 
natures.  It  is  easy  for  an  outsider  to 
criticize.  The  problem  becomes  more 
complicated  for  those  who  are  dealing 
in  an  intimate  and  friendly  way  with 
red-blooded  boys  and  who  know  some- 
thing of  the  inner  workings  of  boys' 
minds. 

The  value  of  athletics  in  school-boy 
life  is  far  more  apparent  to  the  school- 
master than  to  the  outside  public.  But 
the  schoolmaster  too  sees  more  clearly 
than  others  can  see  the  lurking  dangers 
in  excessive  athletic  interest  and  activity. 
Many  dangers  indeed  are  apparent  to 
him  that  the  public  never  sees. 

The  policy  recently  adopted  by  the 
student  body  on  recommendation  of  the 
Athletic  Advisory  Committee  may  seem 
at  first  glance  in  the  results  it  aims  to 
accomplish  something  of  a  paradox.  It 
should  undoubtedly  increase  athletic  ac- 
tivity throughout  the  school:  it  should 
also  curb  abnormal  and  specialized  ath- 
letic activity.  Both  of  these  results  are 
to  be  desired.  Competition  for  the  natu- 
ral and  coveted  honor  of  making  the 
varsity  squad  will  be  thrown  open  at  the 
outset  to  the  entire  student  body.  The 
two  or  three  hundred  boys  who  regularly 


play  football  each  fall  will  no  longer 
play  in  haphazard  fashion  but  will  re- 
ceive careful  and  efficient  instruction  in 
the  fundamentals  of  the  game,  and  a 
wealth  of  good  material  should  thus  be 
developed.  On  the  other  hand  the  ex- 
treme and  limited  specialization  of  the 
past  will  be  largely  done  away  with.  For 
most  of  the  season  the  "crowd"  will  be 
playing  the  game  instead  of  alternately 
shivering  and  shouting  on  the  bleachers. 
And  the  abnormal  "hero"  will  have  a 
shorter  time  in  which  to  get  his  head 
turned  and  his  views  of  life  distorted 
by  the  editors  and  photographers  of  the 
daily  papers.  He  will  be  a  hero  still 
but  a  saner  one,  and  his  claims  to  that 
distinction  will  be  based  not  on  previous 
records  and  the  expectations  of  admir- 
ing friends  but  on  real  and  solid  accom- 
plishment. 


Once  more  Phillips  Academy  wel- 
comes the  opportunity  to  express  its 
deep  gratitude  to  a  most  generous  bene- 
factor, an  alumnus  and  loyal  friend,  Mr. 
Melville  C.  Day.  For  many  years  the 
lack  of  proper  dormitory  facilities  has 
been  recognized  as  a  serious  handicap  to 
the  school's  work  and  progress.  This 
handicap  was  in  part  overcome  when  in 
1892  Mr.  Day,  on  terms  favorable  to  the 
trustees,  made  possible  the  erection  of 
the  Eaton,  the  Taylor,  and  later  the  Ban- 
croft cottages.  The  Seminary  property, 
lately  acquired,  added  to  the  school's 
equipment  dormitory  accommodations 
for  about  one  hundred  and  thirty  more 
students.  But  even  with  these  facilities 
about  two  hundred  and  fifty  boys  re- 
mained in  private  houses.  Mr.  Day* 
latest  benefaction  makes  possible  an 
other  step  towards  the  realization  of  th 
ideal  long  held  by  the  trustees  of  provi 
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ing  under  the  school  roof  accommoda- 
tions for  the  entire  student  body.  The 
extremely  generous  terms  offered  by  Mr. 
Day  are  most  gratifying  to  the  trustees. 
In  the  long  history  of  the  Academy  no 
other  benefactor  has  done  more  for  the 


school's  material  welfare  than  has  Mr. 
Day.  His  generous  interest  is  an  in- 
spiration to  all  who  seek  by  their  efforts 
to  keep  Phillips  Academy  where  it  prop- 
erly belongs,  in  the  front  rank  of  our 
great  American  schools. 


General    School  Interests 


NEW  DORMITORY 


Ground  has  recently  been  broken  for  the 
new  dormitory  which  the  Trustees  are  to 
erect  in  the  Seminary  campus,  just  south 
of  Bartlet  Hall,  and  which  will  be  com- 
pleted and  ready  for  occupancy  at  the 
opening  of  the  next  school  year.  The  erec- 
tion of  this  building  marks  another  step 
forward  in  the  general  plan  of  the  Trustees 
to  provide  under  their  own  roof  satisfac- 
tory accommodations  for  the  student  body. 

The  immediate  erection  of  this  building 
is  made  possible  by  the  generosity  of  Mr. 
Melville  C.  Day  of  the  class  of  1858,  to 
whom  the  Trustees  are  already  indebted 
for  the  Bancroft,  Taylor  and  Eaton  Cot- 
tages. 

The  Trustees  had  planned  to  erect  this 
building  on  funds  secured  by  issuing 
notes  of  denominations  of  $500,  and 
bearing  4  1-2  per  cent  interest,  these  notes 
to  be  placed  among  the  Alumni  and 
friends  of  the  school.  Not  quite  $30,000  of 
the  $50,000  required  had  been  subscribed  on 
this  basis.  Mr.  Day's  most  liberal  offer, 
however,  to  furnish  the  entire  amount  re- 
quired, and  on  terms  unusually  favorable 
to  the  Trustees.made  it  possible  to  begin 
at  once  the  erection  of  the  building  in  ques- 
tion. Plans  were  some  time  ago  drawn  by 
Mr.  Guy  Lowell  of  Boston,  and  the  suc- 
cessful bidder  is  the  Holt  Fairchild  Com- 
pany of  Boston.  A  detailed  description  of 
this  building  has  already  been  given  in  an 
earlier  number  of  The  Bulletin. 

Inasmuch  as  this  building  when  com- 
pleted will  provide  accommodations  for  on- 
ly a  small  proportion  of  those  who  are  still 
obliged  to  room  in  private  houses,  and 
many  generous  subscriptions  towards  the 
building  have  already  been  made  by  Alumni 


and  friends  of  the  school,  the  Trustees  will 
continue  their  efforts  to  secure  the  balance 
of  the  original  $50,000  planned  for,  and  it  is 
hoped  that  at  an  early  date  they  will  feel 
justified  in  undertaking  the  erection  of  a 
second  dormitory.  The  plans  for  the  sec- 
ond building,  however,  have  not  yet  been 
decided  upon,  and  will  probably  vary  con- 
siderably from  those  agreed  upon  for  the 
building  now  under  construction.  The  se- 
lection of  a  suitable  site  is  also  still  to  be 
determined. 


THE   NEW  YEAR 

Phillips  Academy  began  its  one  hundred 
and  thirty-second  year  on  September  14th. 
The  opening  of  the  new  school  year  was 
marked  with  many  significant  signs  of 
prosperity  and  progress.  The  number  of 
students  proved  to  be,  as  had  early  been 
anticipated,  by  far  the  largest  in  the 
school's  history,  and  at  the  last  over  a 
score  of  late  applicants,  fully  qualified  to 
enter,  had  to  be  rejected  for  lack  of  ac- 
commodations. Something  like  one  hun- 
dred applicants  for  scholarship  aid  were 
refused  admission  also.  So  far  as  the 
records  show  this  is  the  first  year  in  the 
history  of  the  Academy  when  boys  whose 
character  and  scholarship  entitled  them  to 
admission  had  to  be  refused  because  of 
lack  of  accommodations.  The  most  grati- 
fying feature  of  this  increase  is  to  be 
found  in  the  large  number  of  boys  entering 
the  junior,  or  first  year  class.  The  number 
of  th'is  class  alone  is  one  hundred  and  six, 
a  striking  gain  over  previous  years,  and  a 
strong  testimony  to  the  efficiency  of  recent 
methods  adopted  by  the  trustees  for  caring 
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for  the  younger  boys  in  the  school.  The 
present  situation  brings  prominently  be- 
fore the  trustees  the  problem  of  limiting 
the  size  of  the  school  and  the  best  methods 
to  be  pursued  in  accomplishing  this  end. 

On  the  faculty  several  changes  of  im- 
portance are  noted.  Of  the  regular  teach- 
ing force  Mr.  Matthew  S.  McCurdy  and 
Mr.  Frederick  E.  Newton,  both  of  the 
Mathematical  department,  are  passing  the 
year  in  travel  and  study  abroad.  Their 
places  have  been  temporarily  filled  by  Mr. 
Oswald  Tower,  A.B.,  a  graduate  of  Wil- 
liams College,  and  for  several  years  an 
instructor  in  Wilbraham  Academy,  and 
Mr.  Harold  B.  Garland,  A.B.,  a  graduate 
of  Harvard.  After  a  year's  study  at  Ox- 
ford, Mr.  W.  H.  Lillard  has  returned  to 
the  Academy  to  take  his  old  position  in 
the  English  department.  Incidentally  Mr. 
Lillard  has  directed  most  effectively  the 
coaching  of  the  football  team.  Mr.  C.  M. 
Fuess  of  the  English  department  is  this 
year  completing  his  post  graduate  work 
at  Columbia  and  Harvard.  The  vacancy 
has  been  filled  by  Mr.  Douglas  G.  Craw- 
ford, P.  A.  1900,  Williams  '04,  and  recently 
an  instructor  in  Lake  Forest  Academy. 
An  additional  instructor  has  been  added  in 
Mr.  Gray  H.  Wyman,  A.B.,  a  graduate  of 
Brown  and  last  year  an  instructor  in  the 
Concord  School.  Mr.  Wyman's  work  is  in 
Latin  and  History. 

Herr  Fritz  Hellmuth,  the  Prussian  Ex- 
change teacher  of  the  past  year,  has  re- 
turned to  Germany,  leaving  behind  him  a 
host  of  friends.  His  place  was  to  have 
been  taken  by  Dr.  Carl  Richter,  who  re- 
ceived the  appointment  from  the  Prussian 
government,  but  who  at  the  last  moment 
was  obliged  to  cancel  the  engagement. 
Unfortunately  it  was  found  to  be  too  late 
to  secure  a  substitute  and  the  school  is 
therefore  without  an  Exchange  teacher 
this  year. 

Just  as  the  school  was  about  to  open 
word  was  received  of  the  serious  illness  of 
Mr.  Charles  W.  French,  of  the  Modern 
Language  department,  who  after  a  summer 
in  Europe  had  developed  typhoid  fever. 
An  immediate  readjustment  of  assignments 
became  necessary.  Mr.  French's  work 
was  divided  between  Messrs.  Stone,  G.  F. 
French,   and   Parmelee,   and   a  new  man 


was  secured  to  take  Mr.  Parmelee's  work 
in  English.  For  this  position  the  trustees 
were  extremely  fortunate  'in  securing  the 
services  of  Mr.  Frank  O'Brien,  P.  A.  '02, 
Yale  '06.  Mr.  O'Brien  made  an  enviable 
record  both  at  Andover  and  Yale  as  a 
scholar  and  athlete.  Since  leaving  college 
Mr.  O'Brien  has  taught  most  successfully 
at  the  Hill  School,  and  he  comes  back  to 
the  work  at  Andover  with  valuable  ex- 
perience and  an  enthusiastic  interest  in  his 
old  school.  At  Andover  he  was  a  member 
of  the  P.  A.  E.  society  and  at  Yale  of  Skull 
and  Bones.  At  both  institutions  he  was 
regarded  as  one  of  the  strongest  and  most 
influential  men  in  his  class. 

On  the  material  side  the  school  has  made 
notable  progress.  By  the  recent  purchase 
of  the  estate  of  Professor  Edward  H. 
Williams,  Jr.,  on  Phillips  Street,  and  ad- 
joining the  property  of  the  trustees,  the 
Academy  comes  into  possession  of  a  most 
valuable  piece  of  property.  The  extremely 
generous  terms  offered  the  trustees  by  Mr. 
Williams,  a  graduate  and  loyal  friend  of 
the  school,  make  this  acquisition  practi- 
cally a  most  generous  benefaction,  one  of 
the  most  substantial  in  fact  that  the  school 
has  ever  received.  The  fact  that  the  prop- 
erty was  secured  only  a  week  before  the 
school  year  opened  rendered  it  impracti- 
cable for  the  trustees  to  carry  out  fully 
the  plans  which  they  expect  to  follow  in 
its  future  development.  Its  chief  purpose, 
however,  will  be  to  provide  accommoda- 
tions for  the  younger  boys  of  the  school, 
and  the  main  building  itself  is  admirably 
adapted  for  such  a  purpose.  The  house  is 
in  charge  of  Mr.  W.  H.  Lillard  and  his 
wife  who  are  peculiarly  well  fitted  for  the 
special  responsibilities  and  duties  that  the 
supervision  of  the  house  entails.  A  de- 
tailed description  of  this  property  is  given 
elsewhere. 

The  extensive  repairs  in  Clement  House, 
and  the  elimination  of  the  ell  in  the  rear, 
have  greatly  improved  the  appearance  and 
facilities  of  this  house,  which  is  still  to 
be  used  by  the  working  boys  of  the  school. 

During  the  summer  the  heating  plant  on 
the  east  side  of  Main  street,  formerly  lo- 
cated under  the  church,  has  been  connected 
with  the  main  plant  across  the  street,  and 
the  boiler  under  the  church  has  been  re- 
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moved.  The  necessity  of  this  change  has 
been  felt  for  a  long  while,  but  the  expense 
involved  has  delayed  its  execution.  The 
trustees  were  led  to  act  at  this  time,  both 
from  the  conviction  that  in  the  end  the 
arrangement  would  prove  economical,  and 
because  it  was  found  that  the  presence  of 
the  boiler  in  the  basement  of  the  church 
was  seriously  injuring  the  new  organ  in 
the  chapel.  All  of  the  school  buildings  on 
both  sides  of  the  street  are  now  heated 
from  one  central  plant. 


WILLIAMS  HALL 
A    New   Dormitory  (01   Young  Boys 

For  a  long  time  it  has  been  evident  to 
the  trustees  that  one  of  the  great  needs 
of  the  school  was  a  building  especially  de- 
signed for  the  housing  and  care  of  the 
younger  boys  of  the  student  body.  The 
proportion  of  boys  who  have  entered  the 
upper  classes  has  in  the  past  been  alto- 
gether too  large  to  insure  the  most  effect- 
ive results  in  scholarship  and  to  develop 
that  solidarity  of  ideals  and  interests  so 
necessary  to  the  best  school  life.  The 
criticism  that  Andover  was  a  good  place 
for  a  boy  to  come  for  the  last  years  of  his 
course,  but  not  the  best  place  for  any  but 
the  exceptional  boy  to  begin  his  prepara- 
tory school  course  has  been  frequently  if 
not  always  justly  urged.  And  the  natural 
result  has  been  that  until  very  recently  the 
first  year  class  in  numbers  and  in  quality 
has  not  kept  pace  with  the  classes  of  the 
upper  years. 

Recognizing  the  prevalence  of  this  feel- 
ing the  trustees  have  sought  to  strengthen 
the  school  in  what  has  been  considered  by 
many  its  weakest  spot.  The  first  step  was 
taken  by  opening  the  so-called  faculty 
houses.  These  houses  are  the  residences 
on  Andover  hill  formerly  owned  by  the 
Theological  Seminary.  At  the  outset  sev- 
eral of  these  houses  were  rented,  and  later, 
by  the  purchase  of  the  Seminary  property, 
others  were  secured  for  dormitory  pur- 
poses. To  each  of  these  was  assigned  a 
married  instructor  and  his  wife  and  from 
six  to  ten  of  the  younger  boys  were  located 
in  the  house.  Special  attention  was  given 
to  the  needs  of  the  boys  so  located  and  the 


results  of  the  plan  were  in  many  ways 
satisfactory. 

But  the  trustees  still  felt  that  better  ar- 
rangements were  needed  and  that  the  most 
satisfactory  results  would  be  secured  by 
the  possession  of  a  larger  building  pro- 
viding accommodations  and  facilities  for 
the  special  oversight  and  direction  required 
by  the  average  boy  of  from  fourteen  to 
sixteen  years  of  age  just  emerging  from 
the  grammar  school  and  the  atmosphere 
and  influence  of  the  home.  The  school 
authorities  therefore  looked  forward  hope- 
fully to  the  time  when  it  would  be  possible 
to  secure  such  a  building. 

This  hope  was  fully  and  unexpectedly 
realized  late  in  the  past  summer  when  the 
trustees,  thanks  to  the  most  generous 
terms  of  the  owner,  purchased  from  Pro- 
fessor Edward  H.  Williams,  Jr.,  of  the 
class  of  1868,  his  valuable  estate  on  Phillips 
Street  immediately  adjoining  the  old  school 
campus.  This  estate  embracing  some  five 
acres  contains  a  large  and  beautiful  resi- 
dence and  several  smaller  buildings  capable 
of  later  development.  The  main  house  is 
of  unusual  size.  It  has  been  built  with 
exceptional  care  and  is  thoroughly  modern 
in  all  of  its  appointments.  It  will  easily 
provide  accommodations  for  thirty  boys, 
and  the  number  could  be  increased  to  forty 
if  desired  without  undue  crowding.  The 
rooms  are  large  and  airy  and  the  interior 
finishings  are  substantial  and  artistic. 
There  are  an  abundance  of  bath-rooms  and 
lavatories  and  a  special  infirmary  with 
nurse's  room  adjoining.  In  addition  to 
the  rooms  assigned  to  the  instructor  in 
charge  and  his  family,  the  ground  floor  con- 
tains a  spacious  study  room  and  a  large 
and  well  lighted  reading  and  recreation 
room.  If  the  trustees  had  undertaken  to 
erect  a  building  for  the  special  purpose  de- 
sired thev  could  hardly  have  improved  on 
the  present  edifice. 

The  special  feature  of  Williams  Hall  in 
addition  to  its  unusual  material  facilities 
is  the  care  and  oversight  given  to  the  boys 
who  are  there  located.  The  resident  in- 
structor is  allowed  a  short  schedule  of 
recitation  hours  in  order  that  he  may  be 
free  to  devote  much  of  his  time  to  the  boys 
under  his  immediate  charge.  Boys  whose 
work  requires  it  and  whose  habits  of  study 
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need  development  work  during  the  evening 
study  hours  in  the  school  room  under  the 
direct  oversight  of  the  instructor  or  his 
assistant.  They  are  also  free  to  consult 
him  about  their  work  and  to  secure  such 
reasonable  help  with  their  lessons  as  they 
may  need.  By  the  next  school  year  it  is 
planned  to  open  for  use  of  those  rooming 
in  the  house  the  spacious  dining  room  so 
that  meals  may  be  had  in  the  same  building. 

The  new  property  bids  fair  to  become 
one  of  the  most  valuable  assets  of  the 
school.  It  provides  the  surroundings  and 
conditions  most  needed  to  start  the 
younger  boys  successfully  on  their  school 
careers.  And  it  furnishes  a  natural  and 
easy  stepping-stone  from  the  restrictions 
of  the  home  to  the  somewhat  freer  life  of 
the  larger  school.  The  development  of 
initiative  and  responsibility  for  which 
Phillips  Academy  has  always  been  famous 
will  still  remain  one  of  the  great  ideals  of 
the  school,  but  the  new  arrangement  will 
each  year  train  a  large  number  of  boys  to 
meet  and  accept  these  greater  responsi- 
bilities with  a  keener  appreciation  of  their 
true  meaning  and  significance. 


HENRY   LEWIS  STIMSON 

Standard  Bearer 

Andover  men  have  been  made  proud  by 
the  political  leadership  displayed  by  their 
trustee  and  enthusiastic  alumnus,  Mr. 
Stimson,  in  the  recent  New  York  State 
campaign.  The  election  of  the  rival  can- 
didate may  be  attributed  to  the  defeat  of 
the  Republican  party  rather  than  to  the 
failure  of  Mr.  Stimson  as  an  individual. 
Knowing  as  well  as  we  do  this  great  ex- 
ponent of  the  Andover-bred  efficiency,  we 
can  feel  assured  that  his  success  has  only 
been  delayed. 

Mr.  Stimson  graduated  from  Andover  in 
'83,  from  Yale  in  '88,  and  from  Harvard 
Law  School  in  '90.  In  1891  he  was  em- 
ployed as  a  clerk  in  the  law  office  of  Root 
&  Clark,  in  New  York,  and  in  two  years, 
on  account  of  his  shrewdness  and  good 
professional  qualifications,  was  taken  into 
the  firm. 

While  in  Andover  Mr.  Stimson  was  a 


high  scholar,  a  prominent  Philo  man  and 
a  member  of  the  P.  A.  E.  society.  At  Yale 
he  was  a  member  of  Phi  Beta  Kappa  and 
Skull  and  Bones,  and  graduated  with  high 
honors.  He  is  forty-seven  years  of  age, 
and  is  of  slight  but  wiry  stature,  and  takes 
much  recreation  in  rough  camping  life. 
His  ancestors  were  early  English  set- 
tlers in  New  England.  He  is  quiet,  clear- 
headed, and  energetic.  He  was  the  first 
president  and  practically  the  strongest  pro- 
motor  for  several  years,  of  the  New  York 
Alumni  Association. 

During  the  presidency  of  Mr.  Roosevelt, 
Mr.  Stimson  came  into  prominence  as  one 
of  the  best  lawyers  in  New  York  City.  The 
president  appointed  him  United  States  Dis- 
trict Attorney  of  New  York  in  1906,  and 
in  that  capacity  he  proved  a  most  efficient 
investigator  and  prosecutor  of  corruption. 
His  crowning  success  as  graft-prosecutor 
was  manifested  in  the  prosecution  of  the 
sugar  trust  which  had,  by  collusion  with 
government  officials,  defrauded  the  govern- 
ment of  millions  of  dollars.  A  large  part 
of  this  sum  was  recovered  for  the  govern- 
ment by  Mr;  Stimson. 

He  also  brought  E.  H.  Harriman  to  ac- 
count for  some  difficulties  about  rebates 
given  to  trusts  by  the  railroads.  He  con- 
victed Charles  W.  Morse  for  defrauding 
the  National  Bank  of  North  America. 
These  are  only  a  few  of  his  great  successes 
as  graft-prosecutor. 

The  choice  of  Mr.  Stimson  for  New 
York's  next  governor  was  received  with 
much  enthusiasm  and  approval  by  Presi- 
dent Taft,  Governor  Hughes,  ex-Senator 
Elihu  Root,  and  many  other  men  promi- 
nent in  promotion  of  the  public  welfare. 
Mr.  Taft  speaks  of  him  as  "A  citizen  of 
the  utmost  civic  courage  and  disinterested 
patriotism,  a  lawyer  of  eminent  ability,  and 
a  man  of  the  highest  character." 

Since  his  resignation  a  year  ago  as  Dis- 
trict Attorney  of  New  York,  Mr.  Stimson 
has  been  engaged  as  United  States  special 
counsel  to  continue  investigation  in  graft 
cases,  and  "specially  in  the  sugar  trust 
swindle.  On  September  28,  1910,  he  was 
nominated  for  governor  of  New  York  at 
the  Saratoga  convention,  receiving  684  of 
the  1015  votes. 
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ANDOVER  PILGRIMAGE 

On  October  12th  fourteen  hundred  per- 
sons came  out  to  Andover  in  special  trains 
from  Boston  to  dedicate  the  Missionary 
Bowlder  on  Rabbit  Rock  and  to  visit  the 
historic  sites  of  Andover.  The  "pilgrim- 
age" was  connected  with  the  centenary  of 
the  American  Board  of  Foreign  Missions. 
The  tablet  commemorates  the  first  mission- 
aries of  the  Board,  all  of  whom  were  stu- 
dents in  Andover  Seminary.  The  inscrip- 
tion in  bronze  upon  the  face  of  the  bowlder 
is  as  follows: 

In  the  "Missionary  Woods"  once  extending  to 
this  spot,  the  first  missionary  students 
of  Andover  Seminary 
walked  and  talked  one  hundred  years  ago,  and 
on  this  secluded  knoll  met  to  pray. 
In  memory  of  these  men 
Adonieam  Judson,   Samuel  Nott,   Samuel  J. 
Mills,  Samuel  Newell,  Gordon  Hall, 
James  Richards,  Luther  Rice 
whose  consecrated  purpose  to  carry  the  gospel 
to  the  heathen  world  led  to  the 
formation  of  the  first 
American    society    for    foreign    missions,  in 
recognition    of   the   two    hundred  and 
forty-eight  missionaries  trained  in 
Andover  Seminary,  and  in 
gratitude   to   Almighty   God,   this   stone   is  set 
up  in  the  centennial  year  of  the 
American  Board. 
1910 


The  service  was  held  at  the  bowlder  and 
the  program  was  as  follows: 

Historical  Address,  Professor  Hincks 

Unveiling  of  Tablet, 

Rev.  James  Austin  Richards  (P.  A.  '96) 
Prayer,  Rev.  George  A.  Hall 

Address, 

Rev.  Robert  A.  Hume  D.D.,  of  India 

The  service  was  closed  by  the  singing 
of  "The  Morning  Light  Is  Breaking,"  a 
hymn  written  by  Samuel  F.  Smith  while 
a  Seminary  student.  After  the  service  the 
visitors  went  to  Bradford,  where  another 
service  of  commemoration  was  held. 

The  missionary  bowlder  is  an  important 
addition  to  the  historical  memorials  of 
Andover.  It  stands  under  the  trees  on  the 
rocky  hillock  by  Rabbit's  Pond,  in  full 
view  from  the  cemetery  and  the  Hill.  The 
placing  of  this  memorial  is  due  to  the  de- 
voted labors  of  the  Rev.  C.  C.  Carpenter 
of  Andover,  for  many  years  a  loyal  and 
efficient  friend  of  the  Seminary  and  the 
Academy.  Many  Andover  citizens  con- 
tributed their  time  and  interest  to  the 
success  of  the  pilgrimage  and  the  day's 
entertainment.  A  cut  of  the  bowlder  is 
given  below. 
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ANDOVER  AND  FOREIGN  MISSIONS 

The  dedication  of  the  Missionary  Bowl- 
der on  October  12th  was  an  event  of 
interest  to  the  school.  It  is  therefore 
appropriate  to  recall  some  of  the  history  it 
commemorates. 

Phillips  Academy  was  thirty  years  old 
when  the  same  Board  of  Trustees  opened 
Andover  Theological  Seminary  in  1808. 
Among  the  first  students  was  Adoniram 
Judson,  a  graduate  of  Brown  University. 
Judson  became  also  an  instructor  in  the 
Academy.  During  the  next  two  years 
there  came  to  the  Seminary  Samuel  Newell 
of  Harvard,  Samuel  Nott  of  Union,  and 
four  men  from  Williams,  Samuel  J.  Mills, 
Gordon  Hall,  Luther  Rice,  and  James 
Richards.  Up  to  this  time  no  foreign  mis- 
sionaries had  ever  been  sent  out  from 
America.  Mills  and  Richards  had  been 
present  at  the  famous  prayer  meeting  under 
the  haystack  at  Williamstown  in  1806, 
when  five  students  had  talked  and  prayed 
about  foreign  missions.  The  scene  of  this 
meeting  is  now  marked  by  the  famous 
"Haystack  monument."  Nott,  also,  had 
been  thinking  about  foreign  mission  work 
before  coming  to  Andoyer.  Mills  and 
Richards  had  pledged  themselves  to  be- 
come missionaries.  These  seven  men  be- 
came closely  associated  here  at  Andover 
and  gradually  they  formed  a  common  pur- 
pose to  go  out  as  missionaries  if  possible. 
Judson,  Nott,  Mills  and  Newell  roomed 
in  Phillips  Hall,  the  only  Seminary  dormi- 
tory then  standing.  In  those  days  the 
"Missionary  Woods"  extended  to  Rabbit 
Pond.  Here  these  seven  students  walked 
together  and  talked  of  their  hopes,  and 
upon  the  rocky  hillock  east  of  the  pond 
they  met  for  prayer.  The  lane  through 
the  woods  farther  to  the  southwest  and 
extending  to  Salem  Street  is  still  known 
as  "Missionary  Lane." 

The  practical  question  which  especially 
concerned  these  students  was  that  of  sup- 
port in  foreign  lands.  This  question  they 
discussed  with  the  professors  of  the  day, 
especially  Doctor  Woods  and  Doctor 
Moses  Stuart.  These  professors  called 
together  in  June,  1810,  a  conference  of 
ministers,  among  them  Dr.  Spring  of  New- 
buryport  and  Dr.  Worcester  of  Salem. 
This  conference  was  held  in  an  old  house 


once  occupied  by  Judge  Phillips  and  Dr. 
Pearson  that  stood  near  the  present  site 
of  Farrar  House.  These  students  were 
advised  to  bring  the  matter  before  the 
General  Association  of  the  Congregational 
Churches  of  Massachusetts,  which  was  to 
meet  next  day  at  Bradford,  June  27,  1810. 
Dr.  Spring  and  Dr.  Worcester  drove  to- 
gether from  Andover  to  Bradford  that 
morning  and  next  day  four  missionary 
students  walked  to  Bradford  and  presented 
their  petition  for  the  organization  of  a 
foreign  missionary  society.  They  walked 
back  to  Andover  the  same  day.  On  June 
29th,  the  "American  Board  of  Commis- 
sioners for  Foreign  Missions"  was  founded 
at  Bradford. 

Then  there  was  formed  a  society  of 
pledged  missionaries  first  known  as  Sol 
Oriens  and  later  as  the  "Brethren."  Their 
records  were  first  kept  in  cipher.  In  181 1 
the  Seminary  Society  of  Inquiry,  a  general 
missionary  association,  was  founded.  All 
but  one  of  the  first  seven  went  out  as 
missionaries  and  endured  great  hardships 
among  the  heathen  in  untried  fields. 
Through  its  entire  century  the  Seminary 
has  been  a  famous  training  school  for 
missionaries,  two  hundred  and  forty-eight 
having  gone  out  to  all  parts  of  the  world. 

Under  the  influence  of  the  Seminary 
foreign  missionary  interest  early  appeared 
in  the  Academy.  The  Society  of  Inquiry 
was  founded  in  1833  as  a  "Missionary 
Fraternity."  The  exact  number  of  Acad- 
emy students  who  have  become  mission- 
aries cannot  be  given,  but  it  is  a  large  one. 


TWO  DISTINGUISHED  ALUMNI 

In  the  class  of  1882  of  Phillips  Academy 
were  two  ambitious  and  energetic  Chinese 
boys  who  had  come  to  Andover  from  the 
far  East  to  secure  the  best  advantages 
offered  by  an  American  education  and 
American  training.  The  names  of  these 
two  determined  foreigners,  Pi  Yuk  Liang 
and  Yuk,  Liu  Liu  are  familiar  to  all  old 
Andover  boys  of  that  period.  Both  were 
hard  students  and  noted  for  the  inherent 
courtesy  and  good  manners  that  have  al- 
ways characterized  the  students  from  the 
Orient.  The  former  also  gained  fame  as  a 
baseball    player    of    more    than  ordinary 
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ability  and  a  member  of  the  Academy  nine. 
These  boys  were  roommates  and  lived  in 
the  family  of  Mr.  McCurdy  of  the  faculty 
in  the  large  brick  house  next  to  the  Acad- 
emy office  and  now  known  as  the  Abbot 
House.  Shortly  before  their  school  course 
was  to  have  been  completed  and  while  the 
college  life  to  which  they  were  eagerly 
looking  forward  remained  untried  these 
two  boys  together  with  the  other  Chinese 
students  then  in  this  country  were  recalled 
by  their  government  to  their  native  .land. 
Here  the  training  and  experience  gained 
in  America  proved  of  real  value  to  the  two 
young  men  and  both  were  soon  assigned 
positions  of  great  importance  and  influence 
in  the  awakening  empire.  Both  were  prom- 
inent though  conservative  leaders  in  the 
reform  movements  then  developing  among 
the  thinking  men  of  China. 

In  the  year  1902  the  former  of  these  two 
men,  now  known  as  His  Excellency 
Sir  Chentung  Liang  Cheng,  returned  to 
America  as  Ambassador  Extraordinary  and 
Minister  Plenipotentiary  of  the  Chinese 
Empire  to  the  United  States.  Sir  Liang's 
brilliant  record  at  Washington  during  the 
two  succeeding  terms  that  he  represented 
his  government  there  is  too  well  known  to 
require  any  special  comment  at  this  time. 
Andover  men  remember  well  his  enthusias- 
tic loyalty  to  the  school:  the  spirit  infused 
by  him  into  the  Washington  Alumni  Asso- 
ciation of  which  he  was  president:  his  fre- 
quent and  welcome  appearances  at  Alumni 
dinners  and  functions  in  Andover,  New 
York  and  elsewhere;  and  the  charm  of  his 
conversation  when  after  the  formalities  of 
these  functions  were  over  he  joined  the 
group  of  friends  and  school-mates  who 
loved  to  hear  him  tell  of  his  country  and 
the  great  movements  in  progress  there. 
They  will  recall  too  his  last  public  appear- 
ance in  Andover  when  at  the  close  of  the 
Alumni  dinner  he  was  presented  with  a 
beautiful  silver  loving  cup  as  a  token  of 
affection  and  esteem.  When  he  was  re- 
called to  China  to  assume  important  duties 
in  connection  with  the  development  of  the 
railways  of  the  empire  he  left  behind  him 
a  host  of  strong  and  well-wishing  friends. 

This  year  new  honors  have  come  to  these 
two  old  Andover  boys.  Sir  Liang  is  again 
representing    his    government    in  foreign 


lands,  this  time  as  Ambassador  to  the 
Prussian  Court  in  Berlin.  His  friend  and 
roommate  of  Andover  days,  Hon.  Lew 
Yuk  Lin,  after  twenty-five  years  of  dis- 
tinguished service  in  the  consular  diplo- 
matic service,  during  which  he  filled  im- 
portant positions  at  Washington,  New 
York,  Singapore,  and  London,  and  at 
Brussels  as  His  Imperial  Chinese  Majesty's 
Charge  d' Affairs,  has  within  the  past  month 
been  assigned  the  post  of  Imperial  Chinese 
Ambassador  to  the  Court  of  St.  James  in 
London. 

Phillips  Academy  takes  just  pride  in  the 
splendid  records  of  these  two  distinguished 
sons. 


ACADEMY  WORK  IN  LAWRENCE 

Two  years  ago  a  few  students  volun- 
teered to  teach  evening  English  classes  for 
foreigners  in  Lawrence,  under  the  direc- 
tion of  the  Y.  M.  C.  A.  of  that  city.  The 
same  work  was  continued  by  others  for  a 
few  weeks  last  year.  But  it  was  evident 
that  permanent  headquarters  and  a  special 
director  were  needed.  Owing  to  other 
pressing  demands  the  Lawrence  Y.  M.  C. 
A.  has  been  unable  this  year  to  meet  these 
needs.  But  the  interest  in  this  work  on 
the  part  of  the  school  has  proved  so  gen- 
eral that,  upon  recommendation  of  the 
Student  Council,  the  whole  school  has 
voted  to  take  a  regular  Sunday  collection 
for  this  work.  It  is  expected  that  $800  or 
$900  will  thus  be  raised  and  this,  with 
assistance  from  the  White  Educational 
fund  in  Lawrence,  will  enable  the  school 
to  establish  a  Phillips  Academy  Headquar- 
ters in  Lawrence  for  these  evening  classes, 
under  the  charge  of  a  paid  director. 

For  director,  Charles  C.  Clough,  '05,  has 
been  secured  and  he  will  devote  all  his 
time  to  this  enterprise.  Mr.  Clough  is  well 
known  to  all  Andover  men  of  recent  years 
as  baseball  captain  and  coach  and  as  a 
leader  it  is  evident  that  he  will  enlist  the 
hearty  co-operation  of  the  students.  Forty 
or  more  boys  have  expressed  a  desire  to 
help  in  the  teaching,  devoting  one  evening 
each  during  the  week.  The  work  will  be 
under  the  general  direction  of  representa- 
tives of  the  school  and  others  who  are  fa- 
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miliar  with  conditions  in  Lawrence.  A 
committee  of  the  Society  of  Inquiry  will 
also  co-operate.  There  will  probably  be 
ten  or  twelve  different  classes  and  especial 
attention  will  be  given  to  the  Polanders, 
Lithuanians  and  Syrians. 

The  importance  of  such  classes  in  a 
city  like  Lawrence  is  evident  to  all.  Hun- 
dreds of  college  students  in  New  England, 
New  York  and  elsewhere  are  conducting 
such  classes  and  the  work  has  proved  of 
especial  interest  and  value  to  the  students 
who  undertake  it.  Such  practical  service 
affords  an  admirable  opportunity  for  the 
expression  and  the  development  of  a  spirit 
genuinely  Christian.  At  Andover  especial 
care  will  of  course  be  taken  that  regular 
school  work  is  not  interfered  with. 

The  support  of  this  enterprise  places 
upon  the  whole  school  a  definite  philan- 
thropic responsibility,  so  that  the  under- 
taking marks  a  new  epoch  in  the  religious 
development  of  Andover.  In  this  sense  too 
the  work  may  be  regarded  as  pioneer  work 
of  its  kind  in  this  country. 


SWIMMING    POOL  CAMPAIGN 

Effort  is  being  renewed  in  a  determined 
manner  by  the  boys  of  the  school  to  com- 
plete a  fund  of  $25000  to  be  used  in  con- 
structing a  swimming  pool  annex  to 
Borden  Gymnasium.  At  the  beginning  of 
the  Christmas  vacation  a  new  plan  of  or- 
ganizing committees  was  adopted,  there 
being  chosen  a  committee  of  fifty  sub- 
divided into  committees,  or  teams,  of  ten. 
These  teams  were  to  compete  in  the  en- 
deavor to  raise  $21,742.82,  the  balance  of 
the  amount  required,  before  February  1st. 
Realizing  the  priority  of  other  claims  upon 
the  generosity  of  the  alumni,  the  commit- 
tees are  limiting  their  canvass  as  far  as 
possible  to  friends  of  the  Academy  who  are 
not  graduates.  At  the  latest  report  they 
had  secured  an  additional  sum  of  $8200  in 
pledges. 


PRELIMINARY  LIS.T 

The  preliminary  list  of  students  for  the 
current  school  year  shows  a  registration 
of  five  hundred   and   sixty-four  students. 


This  number  will  be  somewhat  increased 
by  those  who  enter  at  the  beginning  of  the 
winter  term. 

The  enrollment  by  states  and  comm- 
as given  in  the  preliminary  list  is  as  follows: 


Massachusetts 

189 

New  York 

9i 

New  Jersey 

28 

Pennsylvania 

28 

Connecticut 

22 

Illinois 

22 

Missouri 

18 

Ohio 

17 

Maine 

16 

California 

10 

Rhode  Island 

9 

New  Hampshire 

8 

Colorado 

8 

Indiana 

6 

Kentucky 

6 

Minnesota 

6 

Tennessee 

6 

Kansas 

5 

Montana 

5 

Nebraska 

5 

Vermont 

5 

Washington 

5 

West  Virginia 

5 

Oregon 

4 

Texas 

4 

Arkansas 

3 

Florida 

3 

Wisconsin 

3 

Michigan 

3 

Alaska 

2 

Louisiana 

2 

Wyoming 

2 

Delaware 

1 

Dist.  of  Columbia 

1 

Iowa 

I 

Mississippi 

I 

North  Dakota 

1 

Oklahoma 

1 

Utah 

1 

Virginia 

1 

China 

5 

Mexico 

3 

Panama 

1 

Syria 

r 

Total  564 


MAHAN  OF  ANDOVER  SCORING  A  TOUCHDOWN 


Undergraduate  Activities 


THE  FOOTB 
To  old  Andover  men  no  football  season 
can  be  regarded  as  successful  that  does  not 
record  at  its  completion  a  victory  over  its 
sister  school  and  worthy  rival — Exeter. 
To  most  the  loss  of  the  majority  or  even 
all  of  the  earlier  games  of  the  season  is  of 
small  moment  if  only  this  final  victory  is 
assured.  From  every  point  of  view  the 
season  of  1910  must  be  regarded  as  emi- 
nently successful. 

With  the  return  of  Instructor  Lillard 
after  a  year's  study  in  Oxford  the  football 
enthusiasts  were  confident  of  one  thing  at 
least,  that  the  football  squad  would  have 
the  benefit  of  the  best  and  most  careful 
coaching  that  could  possibly  be  secured. 
The  results  of  the  season's  work  show  that 
this  confidence  was  not  misplaced. 

From  the  victorious  team  of  the  preceed- 
ing  year  there  were  still  available  Captain 
Rogers,  half  back;  MacDonald,  quarter 
back;  Van  Brocklin,  end;  and  York  and  R. 
Jones,  tackles.  With  this  nucleus  to  build 
on  the  problem  of  the  captain  and  coach 
was  to  sift  and  try  out  the  new  material. 
The  early  games,  mostly  against  light 
teams,   furnished   the   opportunity   to  ac- 


ALL  SEASON 

complish  this.  The  scores  of  these  games 
resulted  as  follows:  Andover  8,  St.  Alphon- 
sus  Athletic  Club  6;  Andover  43,  Lowell 
Textile  School  o;  Andover  2,  Dartmouth 
Freshmen  o;  Andover  11,  Boston  College 
0;  Andover  12,  Cushing  Academy  0;  An- 
dover 9,  Harvard  Second  0;  Andover  5, 
Harvard  Freshmen  o;  Andover  o,  Yale 
Freshmen  6. 

It  will  be  noted  that'  of  these  games  An- 
dover won  seven  and  lost  but  one.  An- 
dover scored  ninety  points  to  her  oppo- 
nents 12.  The  early  season  therefore  can 
hardly  be  called  unsuccessful.  Indeed  the 
victories  over  the1  Harvard  Second  and 
Harvard  Freshmen  teams  were  in  every 
sense  creditable.  But  reports  from  New 
Hampshire  indicated  that  the  crimson  was 
represented  by  a  team  of  more  than  ordin- 
ary ability,  and  the  approach  of  the  final 
struggle  was  watched  with  some  appre- 
hension. 

Andover  was  this  year  the  scene  of  the 
conflict.  The  day,  Saturday,  November  5, 
was  all  that  a  good  football  day  should  be, 
clear  and  bracing,  and  with  little  wind  to 
bother  the  players.    Barring  the  softness 
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of  the  ground  due  to  recent  rains  the  con- 
ditions were  ideal.  The  crowd  was  the 
largest  in  the  history  of  these  contests,  and 
in  spite  of  the  fact  that  two  large  new 
bleachers  had  just  been  completed  the  seat- 
ing capacity  of  the  field  was  over  taxed, 
and  many  were  unable  to  secure  reserva- 
tijns.  The  officials,  all  of  them  men  well 
known  in  the  football  world,  handled  the 
game  in  a  masterly  way  and  the  contest 
was  unusually  free  from  unpleasant  fea- 
tures. Mr.  Carl  Williams  of  the  Univer- 
sity of  Pennsylvania  was  umpire,  Mr. 
Sharpe  of  Yale  referee,  and  the  linesmen 
were  Mr.  Young  of  Cornell  and  Mr.  Max- 
well of  Swarthmore.  A  good  deal  of  appre- 
hension was  felt  by  the  Andover  suppor- 
ters because  Moore,  one  of  the  best  lines- 
men of  the  year,  and  Gault  first  substitute 
had  been  unable  to  disentangle  scholarship 
difficulties  and  hence  were  unable  to  play. 
But  Randall,  who  was  called  on  to  fill 
Moore's  place  in  the  line,  proved  fully 
equal  to  the  emergency,  and  more  than  held 
his  own  with  his  opponent. 

The  Andover  team  proved  to  be  remark- 
ably well  balanced.  In  every  department 
of  the  game  it  proved  its  efficiency.  Scarce- 
ly a  misplay  marked  its  work  and  every 
kind  of  play  that  was  attempted  was  exe- 
cuted with  smoothness  and  speed.  From 
start  to  finish  it  kept  its  opponents  on  the 
defensive,  and  early  in  the  game  it  became 
evident  that  barring  unforeseen  accidents 
the  final  result  would  be  only  a  question 
of  the  size  of  the  score.  Andover  suffered 
more  than  her  customary  share  of  injuries. 
In  one  of  the  first  plays  of  the  game  Mac- 
Donald  sprained  his  ankle  and  was  forced 
to  retire.  H.  Jones  took  his  place  and  ran 
the  team  with  excellent  judgment.  Captain 
Rogers  too,  early  in  the  game,  received  a 
bad  cut  over  the  eye  which  forced  him  to 
retire  for  a  period.  Towards  the  close  of 
the  last  period  Van  Brocklin,  who  had 
played  a  wonderful  game  at  end,  suffered 
injuries  that  forced  his  withdrawal.  But 
in  spite  of  this  handicap  the  wearers  of  the 
blue  continued  to  sweep  all  before  them. 

In  football  especially  it  is  generally  un- 
fair to  attempt  to  select  those  individuals 
who  have  done  the  best  work.  Men  in  the 
back  field  or  on  the  ends  of  the  line  are 
of  necessity   more  under  the  spectators' 


eye  and  their  work  in  consequence  is  more 
in  evidence.  But  as  a  rule  their  best  work 
is  possible  only  when  the  men  in  the  line 
by  their  effective  but  less  conspicuous 
work  make  this  possible.  The  Andover 
line  proved  of  tremendous  strength  and  by 
its  effective  work  made  it  possible  for  the 
backs  to  do  all  that  was  asked  of 
them.  Those  who  shone  most  conspicu- 
ously were  the  ends,  Van  Brocklin  and 
Webster,  whose  work  has  probably  never 
been  excelled  in  an  Andover-Exeter  con- 
test, and  Mahan  who  in  all  departments  of 
the  game  gave  a  remarkable  exhibition. 
Mahan's  brilliant  work  stamped  him  as  one 
of  the  best  all  around  football  players  that 
has  ever  represented  the  blue.  He  was 
frequently  called  on  to  kick  and  his  punts 
averaged  forty-five  yards.  His  best  one, 
sent  from  behind  his  own  goal  line,  sailed 
for  sixty  yards  down  the  field.  His  drop 
kicking  too  was  equally  good  and  his  goal 
from  the  field  was  perfect  in  its  execution. 
When  called  on  to  rush  the  ball  he  seldom 
failed  to  make  long  gains  and  his  oppo- 
nents seemed  wholly  unable  to  stop  him. 
Throughout  the  game  he  was  the  coolest 
man  on  the  field.  Captain  Rogers  set  a 
high  standard  for  his  team  and  with 
Sawyer,  the  other  halfback,  gained  consist- 
ently through  the  Exeter  line.  Exeter's 
only  chance  to  score  came  early  in  the 
game  when  they  secured  the  ball  on  a 
fumble  on  Andover's  ten-yard  line.  But 
the  opportunity  was  lost  through  a  misplay 
and  they  were  never  able  to  threaten  the 
Andover  goal  after  that. 

Andover  failed  to  score  in  the  first 
period,  though  Mahan  made  a  spectacular 
run  through  the  entire  Exeter  team  for 
what  appeared  to  be  a  touchdown.  The 
score  was  not  allowed,  however,  as  an 
Andover  man  had  been  offside.  The  first 
score  came  in  the  second  period  when 
Mahan  dropped  a  pretty  field  goal  from 
the  thirty-yard  line.  Later  in  the  period 
Andover  had  the  ball  on  Exeter's  twenty- 
five  yard  line.  Rogers  and  Jones  dropped 
back  apparently  to  try  a  goal  from  place- 
ment. The  ball  was  passed  back  to  Jones 
who  dropped  on  one  knee  with  the  ball  in 
his  hands.  The  crowd  watched  Rogers, 
expecting  to  see  the  ball  rise  as  he  swung 
his  foot.     Instead  they  saw  Jones  sud- 
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denly  rise  and  shoot  the  ball  by  a  perfectly 
executed  forward  pass  to  Mahan  who  was 
waiting  for  it  on  Exeter's  three-yard  line, 
and  who  carried  it  over  unmolested  for  a 
touchdown.  Mahan  kicked  the  goal.  In 
the  next  period  Exeter  was  again  caught 
napping.  Mahan  fell  back  seemingly  to  try 
for  another  field  goal.  The  Exeter  ends 
were  drawn  in  as  planned  and  Mahan  with 
the  ball  safely  tucked  under  his  arm  circled 
the  right  end  for  another  touchdown. 
Rogers  kicked  the  goal.  The  last  score 
came  in  the  fourth  period  after  a  succes- 
sion of  consistent  gains  by  the  Andover 
backs  and  several  successful  forward 
passes.  Sawyer  carried  the  ball  over  and 
Rogers  kicked  the  goal.  The  game  ended 
soon  after  with  the  score  Andover  21, 
Exeter  0.  Andover  had  won  her  sixth  con- 
secutive victory  in  football  over  her  New 
Hampshire  rivals.  The  snake  dance  behind 
the  band  around  the  field,  and  the  bonfire, 
red  lights,  speeches  and  jollification  of  the 
evening  followed  as  a  matter  of  course. 


NEW  ATHLETIC  SYSTEM 

At  the  last  meeting  of  the  Athletic  Ad- 
visory Board  Principal  Stearns  and  Mr. 
Lillard  were  present  to  assist  in  discussing 
a  new  plan  for  the  organization  of  the 
major  sports  at  Andover.  By  a  unanimous 
vote  of  the  Board  the  new  plan  was 
adopted,  and  it  will  be  put  into  operation 
at  the  beginning  of  the  next  year,  Septem- 
ber, 191 1. 

There  are  faults  in  the  system  which  has 
been  used,  a  system,  or  rather  lack  of 
system,  which  arose  from  conditions  now 
outgrown.  At  the  beginning  of  a  season 
a  few  men  are  recruited  in  a  haphazard 
manner  to  form  a  "varsity"  squad.  Other 
men  who  care  to  play  the  game  are  rele- 
gated to  class  squads,  where  they  play 
without  knowledge  of  the  rudiments.  The 
men  who  are  on  the  "varsity"  squad  are 
there  because  they  are  confident  of  their 
ability.  Perhaps  the  greater  number  of 
proper  candidates  have  this  confidence  and 
go  out  for  the  team.  Many  do  not;  good 
men  are  overlooked  every  year.  They  may 
be  new-comers  to  Andover  who  have  never 
played  under  proper  coaching.    Or  they 


may  be  old  boys  returning  to  Andover  after 
"shooting"  into  strength  and  agility,  some- 
thing which  happens  frequently  among  five 
hundred  fellows  who  are  at  the  age  of 
rapid  growth. 

Among  other  objections  to  the  present 
system  two  are  conspicuous.  The  imme- 
diate specializing  that  takes  place  makes 
a  sport  too  much  like  a  business.  As  the 
responsible  custodians  of  the  Academy's 
athletic  prestige,  the  "varsity"  players  are 
forced  into  an  attitude  of  seriousness,  and 
lose  much  of  the  honest  fun  of  the  game. 
Second,  the  greatest  incentive  for  taking 
part  in  the  class  games  as  now  played  is 
not  present — that  is,  the  opportunity  for 
each  one  to  contribute  toward  the  develop- 
ment of  a  worthy  "varsity"  team.  There 
is  at  present  no  direct  relation  between  the 
class  games  and  the  "varsity"  games. 

When  the  faults  of  the  present  system 
are  considered  carefully,  the  newly  adopted 
plan  suggests  itself.  In  brief,  it  is  as  fol- 
lows: 

At  the  beginning  of  a  season  there  will 
be  no  specialized  group  of  players  called  a 
"varsity"  squad.  Instead  there  will  be 
formed  of  all  the  fellows  who  desire  to 
play  (in  football  this  year  there  were  257) 
four  class  squads.  Each  squad  will  have 
three  or  four  teams  using  the  same  signals. 
During  the  first  six  weeks  of  the  season, 
on  Wednesdays  and  Saturdays  a  series  of 
games  will  be  played  between  these  teams. 
At  the  end  of  this  series  the  players  who 
have  excelled  will  be  promoted  to  form  a 
"varsity"  team.  This  team  will  then  play 
one  or  two  freshmen  teams  before  oppos- 
ing Exeter.  During  the  entire  season  the 
coaching  will  be  under  the  supervision  of 
the  regular  faculty  coach,  as  heretofore; 
he  will  spend  one  day  a  week  with  each 
squad.  The  development  of  the  separate 
squads  will  be  in  the  hands  of  additional 
faculty  coaches,  men  who  have  already 
assisted  the  head  coach  and  are  familiar 
with  his  methods,  and  the  captain  of  the 
Andover  team  elected  at  the  close  of  the 
preceding  season. 

A  similar  plan  will  be  followed  with  the 
baseball  men  in  the  spring,  though  the 
number  of  games  played  by  the  varsity 
team  before  facing  Exeter  will  necessarily 
be  larger  than  that  called  for  in  football. 
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NEW    METHOD    OF  ELECTING 
MANAGERS 

At  a  school  meeting  held  after  chapel  on 
Thursday  morning,  September  22,  Presi- 
dent N.  F.  Thompson  announced  to  the 
school  the  new  way  the  managers  of  teams 
will  be  chosen  hereafter. 

The  positions  will  be  open  to  all  men 
who  will  be  Seniors  or  non-returning  Mid- 
dlers  next  year.  Those  who  wish  to  try  for 
the  positions  will  submit  their  names  for 
the  endorsement  of  the  faculty.  Those 
who  pass  the  faculty  must  then  be  ap- 
proved by  the  Athletic  Advisory  Board. 
Of  those  who  still  remain  two  will  be 
elected  by  the  school.  These  two  will  act 
as  assistant  managers  together  for  the  first 
year.  The  following  year  elections  will  be 
held  to  decide  which  of  the  two  will  be 
manager  and  which  assistant  manager. 

FOR  SUPPORT  OF  ATHLETICS 

At  a  school  meeting  on  September  24, 
a  change  was  made  in  the  method  of  rais- 
ing funds  for  the  support  of  athletics. 
Under  this  new  method  all  men  except 
Commons  men  are  to  pay  fifteen  dollars, 
which  will  entitle  them  to  season  tickets 
for  all  athletic  games  at  school  except  the 
Exeter  contests.  Those  who  cannot  pay 
the  whole  amount  at  once  can  pay  six 
dollars  a  term.  This  will  entitle  them  to 
season  tickets  admitting  them  to  all  games 
during  the  term  named,  except  the  Exeter 
games. 

The  Commons  men  are  to  pay  six  dollars 
a  year,  or,  for  the  term,  two  dollars.  It 
is  hoped  by  this  method  to  distribute  more 
equally  among  the  members  of  the  school 
the  expense  of  supporting  the  school 
athletics. 

HAYES    WINS    SCRATCH  RACE 
The  annual  scratch  cross  country  race 
for  the  faculty  cup  was  held  on  November 
19,  P.  Hayes  being  the  winner. 

The  race  was  two  times  around  the  regu- 
lar course,  and  the  distance  was  covered 
by  the  winner  in  the  good  time  of  16  min. 
10  sec.  P.  Hayes  took  the  lead  at  the 
start,  setting  a  fast  pace,  and  was  never 
headed  throughout  the  race.  The  rest  of 
the  entries  kept  close  behind  for  the  first 


lap,  Frost,  Powers  and  Martinez  following 
a  few  yards  behind  the  leader.  The  pace 
began  to  tell,  and  several  dropped  out  after 
one  lap.  Hayes  and  Frost  were  close  to- 
gether most  of  the  second  lap,  but  near 
the  finish  Frost  dropped  to  third  position. 
Hayes  finished  several  yards  ahead  of  P. 
Stewart,  his  nearest  competitor,  crossing 
the  finish  line  16  min.  10  sec.  after  the  start. 
The  others  finished  as  follows:  Frost,  Cut- 
ler, Martinez,  S.  Powers,  Noyes,  E.  S. 
Porter,  Stockwell,  Dyke,  Meyer,  K.  Powell, 
English,  Pratt,  Bodfish,  Ellis,  Hale,  Fitz- 
gibbons,  Rosener,  and  Kelly. 

CAPTAIN-ELECT  VAN  BROCKLIN 
Charles  Ernest  Van  Brocklin  of  Syra- 
cuse, N.  Y.,  who  has  played  left  end  on  the 
varsity  team  for  two  years,  was  unanimous- 
ly elected  captain  of  next  year's  eleven  at 
a  meeting  of  the  seventeen  men  who 
played  in  the  Exeter  game.  Last  year  Van 
Brocklin  and  "Larry"  Paine,  who  recently 
died  while  at  Cornell,  were  given  the  title 
of  "the  fastest  pair  of  prep  school  ends  in 
the  East."  Van  Brocklin  is  a  member  of 
the  class  of  1912  and  is  preparing  for  Sheff. 
He  is  20  years  old,  5  feet  5  inches  tall  and 
weighs  160  pounds. 


ROGERS    FOOTBALL  CAPTAIN 
Dudley    Thayer    Rogers    of  Dedham, 

Mass.,  was  elected  football  captain  for  this 

year  to  fill  the  place  of  Fred  Large,  who 

did  not  return. 
This   was   Rogers'   third   year   on  the 

squad.    He  won  his  "Second"  the  first  year, 

and  his  "A"  in  last  year's  Exeter  game,  in 

which  he  played  fullback. 

FRESHMAN  RUSHES  AT  YALE 
O.  H.  Sheldon,  P.  S.  'io,  won  the  heavy- 
weight wrestling  in  the  Sheffield  Freshman 
rush,  by  throwing  Bomeisler  in  two 
bouts.  This  saved  the  Freshmen  from  a 
complete  shutout,  as  the  other  events  went 
to  the  Juniors. 

At  the  annual  class  rush  of  the  Yale 
Academic  Freshmen,  Benjamin  Avery,  P. 
A.  '10,  won  the  middleweight  wrestling 
match. 
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HONOR  LIST  OF  PHILLIPS  ACADEMY 
Fall  Term,   19  10 

Scholarship  of  the  First  Grade. 
Clarence  Auty,  Andover 
Carroll  Miller  Hall,  Jamestown,  N.  Y. 
Phillips  Garrison  Morrison,  Andover 
William  Ogrean,  Providence,  R.  I. 
William  Maxwell  Rosenfield,  Towanda,  Pa. 
Harold  Phillips  Wilson,  Clearfield,  Pa. 

Scholarship  of  the  Second  Grade. 
Thomas  Calvin  Atchison,  Jr.,  Lawrence 
Howes  Bodfish,  Vineyard  Haven 
Alexander  Bern  Bruce,  Lawrence 
Robert    Morgan    Burrowes,  Kinderhook, 
N.  Y. 

Robert  Strong  Cook,  Canandaigua,  N.  Y. 
John  Stahl  Ferguson,  Paducah,  Ky. 
Gaylord  Merritt  Gates,  Andover 
William  Markley  Himebaugh,  Coshocton, 
Ohio. 

William  Bayly  Kephart,  Rock  River,  Wyo. 
Stanley  Morrison,  Redlands,  Cal. 
Timothy  Joseph  O'Sullivan,  Andover. 
Richard  Parkhurst,  Winchester. 
Norman  Huntington  Piatt,  Dover,  N.  J. 
Leonard  Smith,  St.  Joseph,  Mo. 
Victor  Applegate  Space,  Suffern,  N.  Y. 
Egbert  Foster  Tetley,  North  Chelmsford. 
Bernard  Elroy  Tripp,  Palmer  Falls,  N.  Y. 
Frederic    Roger   Whittlesey,    New  York, 
N.  Y. 

Frederick  Colburn  Wilson,  Andover. 


CHAPEL  SPEAKERS 

Beside  Mr.  Stackpole,  the  school  minis- 
ter, the  following  preachers  spoke  at  the 
Sunday  chapel  services  during  the  fall 
term: 

Oct.  9.  (Vespers)  Rev.  D.  Brewer 
Eddy,  Boston. 

Oct.  16.  Rev.  Clarence  A.  Barbour,  D.D. 
New  York. 

Oct.  23.  Professor  Henry  B.  Wright, 
Yale  University. 

Nov.  13.  Rev.  Raymond  Calkins,  D.D., 
Portland. 

Nov.  27.  (Vespers)  President  F.  J.  Mc- 
Connell,  DePauw  University. 

Dec.  4.  Rev.  Herbert  A.  Jump,  New 
Britain,  Conn. 

Dec.  11.  (Vespers)  Rev.  Charles  E. 
Park,  Boston. 


Dec.  18.  (Vespers)  Principal  Alfred  E. 
Stearns. 

The  following  preachers  have  been  se- 
cured for  the  winter  and  spring  terms: 
Jan.  15.    Rev.  G.  G.  Atkins  D.D.,  Provi- 
dence. 

Jan.  22.    President  E.  A.  Paddock,  Weiser, 
Idaho. 

Jan.  29.    Professor     Lucius     H.  Miller, 

Princeton  University. 
Feb.  12.    Rev.    Nehemiah    Boynton  D.D., 

Brooklyn. 

Feb.  26.    Rev.  Nicholas  van  der  Pyle,  Ha- 
verhill. 

Mar.  12.    Mr.  David  R.  Porter,  New  York. 

Mar.  26.    Principal  A.  E.  Stearns. 

Apr.    9.    Mr.  Robert  E.  Speer,  New  York. 


BIBLE  AND  DISCUSSION  GROUPS 

Larger  plans  than  ever  before  have  been 
made  by  the  Society  of  Inquiry  for  the 
Bible  and  Discussion  Groups  during  the 
winter  term.  A  canvass  of  the  school  was 
made  under  the  direction  of  the  Bible 
Study  Committee  at  the  close  of  the  fall 
term.  Over  one  hundred  and  seventy-five 
students  have  enrolled.  The  classes  will 
meet  weekly  for  three-quarters  of  an  hour. 
The  following  courses  are  offered: 

1.  Leader:  Mr.  Stearns  and  Mr.  Lillard — The 

Teaching  of  Christ  applied  to  Practical 
Questions.    Wednesday  at  7. 

2.  Leader :  Mr.  Freeman — Economic  Questions, 

Prices,  wages,  labor,  the  tariff,  money,  etc. 
Wednesday  at  7. 

3.  Leader:  Mr.    Phillips — The    Life    of  Paul. 

Sunday  at  11.45. 

4.  Leader :  Mr.  Allen — Civic  and  Moral  Ques- 

tions.   Sunday  at  11.45. 

5.  Leader:  Mr.  Hinman — Great  Moral  Leaders 

of  History — Luther,  Livingstone,  Lincoln, 
and  others.    Wednesday  at  7. 

6.  Leader :  Mr.  Stackpole — Future  Occupations, 

Business,  Engineering,  Law,  Medicine, 
Architecture,  etc.  a.  Wednesday  at  7. 
b.  Sunday  at  11.45. 

7.  Leader:  Mr.  Tower — School     Questions — 

Athletics,  Social  Life,  etc.  Wednesday 
at  7. 

8.  Leader:    Mr.    O'Brien — College  Questions. 

Sunday  at  11.45. 

9.  Leader:  Mr.  Crawford — The  Life  of  Christ. 

Wednesday  at  7. 
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DEBT  PAID 

The  receipts  of  the  past  football  season 
have  amounted  to  enough  to  pay  off  the 
standing  debt  on  Brothers  Field.  In  1901 
the  Athletic  Association  of  the  under- 
graduate school  borrowed  of  the  trustees 
about  $25,000  to  drain  and  grade  the  field, 
Mr.  Knapp  of  the  trustees  having  bought 
and  presented  the  property  to  the  Academy. 
At  the  beginning  of  this  season  the  debt 
which  remained  was  $5,950.44,  all  of  which 
now  has  been  paid  to  the  trustees  from  the 
receipts  of  our  most  successful  football 
season.  But  still  the  association  has  plans 
for  extensive  improvements. 


head  took  for  his  two  subjects  "The 
Painted  Desert  and  the  Cliff-Dwellers,"  and 
"Mounds  and  Fortifications." 


FALL   TERM  LECTURES 

On  the  evening  of  November  30th,  the 
Academy  was  again  treated  to  a  lecture  by 
Mr.  W.  W.  Ellsworth.  Choosing  for  his 
subject  "Captain  John  Smith,"  Mr.  Ells- 
worth, assisted  by  the  lantern  slides,  took 
his  audience  of  three  hundred  on  an  ex- 
cursion up  the  James  River.  After  seeing 
many  beautiful  and  historic  homes,  the 
tales  of  adventure  about  the  doughty  and 
versatile  captain  were  enjoyed. 

During  the  term  three  profitable  and  en- 
tertaining lectures  were  offered  by  the  De- 
partment of  Archaeology,  all  illustrated. 
Dr.  H.  C.  Hovey  spoke  about  the  Mam- 
moth Cave,  Kentucky.    Mr.  W.  K.  Moore- 


INQUIRY 

The  meetings  of  the  Society  of  Inquiry 
were  attended  by  unusually  large  numbers 
during  the  fall  term,  the  average  being  not 
far  from  seventy.  Most  of  the  visiting 
preachers  have  remained  to  speak  at  In- 
quiry. Other  speakers  have  been  Principal 
Stearns,  Mr.  A.  L.  Ripley,  President  of  the 
Board,  Professor  Forbes,  and  Messrs.  Lil- 
lard,  Tower,  O'Brien,  and  Crawford  of  the 
faculty,  and  Mr.  Fred  Murphy,  '06. 

The  work  of  the  Society  has  been  well 
organized  and  supported.  The  officers 
have  held  frequent  meetings.  Every  month 
a  group  of  students  has  assisted  in  a  ser- 
vice at  the  Lawrence  jail  and  one  meeting 
has  been  held  at  the  Andover  almshouse. 
The  Bible  study  groups  and  Lawrence 
evening  classes  are  described  elsewhere. 


Columbia  University  has  arranged  to 
offer  to  some  graduate  of  Phillips  Andover 
a  scholarship  of  $250  per  year  in  the 
Schools  of  Mining,  Engineering,  and  Chem- 
istry. The  holder  of  the  scholarship  must 
pass  a  satisfactory  examination  at  Colum- 
bia and  be  approved  by  the  faculty  of  the 
Academy. 


Andover    Men    In  College 


YALE   SENIOR  HONORS 


The  following  Andover  men  who  are 
members  of  the  Senior  class  at  Yale,  have 
received  the  honors  here  credited  to  them: 

Philosophical  Orations  —  Perrin  Com- 
stock  Galpin,  New  Haven,  Conn. 

High  Orations  —  Charles  Pascal  Fran- 
chot,  Olean,  N.Y.;  Arthur  Benson  Gilbert, 
Mount  Kisco,  N.  Y. 

Orations  —  Albert  McClellan  Haskell, 
Wakefield,  Neb.;  Roger  Sherman,  Rye,  N. 
Y.;  William  Strieker,  Jr.,  Brooklyn,  N.  Y. 

Dissertations  —  Rufus  Bartlett  Hall,  Jr., 
Cincinnati,  Ohio. 


First  Disputes  —  David  Lewis  Daggett, 
New  Haven,  Conn. 

Second  Disputes  —  Fuller  Forbes  Barnes, 
Bristol,  Conn.;  Edward  Ingraham,  Bristol, 
Conn. 

First  Colloquies  —  Roswell  M.  Austin, 
Highgate  Center,  Vt;  Wilbur  Fisk  Davis, 
Meriden,  Conn.;  Frederick  James  Murphy, 
Westboro,  Mass. 

Second  Colloquies  —  Milton  W.  Griggs, 
St.  Paul,  Minn.;  Robert  Beinhard  Stern, 
Irvington-on-Hudson,  N.  Y.;  William  Her- 
bert Wood,  Syracuse,  N.  Y. 
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HARVARD  HONORS 

During  the  last  academic  year  honor 
grades  (B  or  better)  were  made  at  Har- 
vard by  the  following  old  Andover  men: 


W.  H.  Baldwin,  2d 

Chemistry  1 
Engineering  1  e 
English  A  1 
English  A  2 
French  1 b 
German  Fhf 
Physics  6 

R.  W.  Bates 

English  22 

,  W.  G.  Beach 

English  39 
English  522 
Philosophy  A  1 

L.  A.  Better idge 

Chemistry  1 
French  1  a 

S.  H.  Bowles 

Economics  14  a  1 
Economics  14  b  2 

H.  W.  Bradley 

Philosophy  E2 

W.  E.  Brunson 

Economics  8  a  1 
Government  29 1 

C.  Daniels 

English  2 
English  39 
Fine  Arts  6 
German  C 
Greek  11 2 

G.  S.  Deming 

Engineering  5  e  hf 
(Summer  '09) 

F.  P.  Ferguson 

Economics  8  a  1 
Economics  9  a  1 
Economics  21  1 
History  18  1 

N.  H.  Foster 

Engineering  4d 

L.  C.  Goodhue 

German  25  1 
History  12  a  1 
History  12  b  2 
Social  Ethics  2  2 

R.  S.  Goss 

Chemistry  3 


R.  C.  Hallowell 

Fine  Arts  1 
Fine  Arts  3 
L'scape  Arch.  1 

H.  H.  Hartwell 

English  A  1 
Government  1 
Philosophy  E  2 

R.  Hutton 

History  18  1 

H.  B.  Johnson 

Philosophy  E  2 

J.  B.  Judkins 

German  2  a 
Government  1 
Latin  B 

C.  C.  Kimball 

English  A  1 
English  A  2 
German  2  b 
Greek  B 
History  1 

H.  R.  Large 

Economics  1 
Education  2b2 
History  24  b  2 
Philosophy  13a  1 
Philosophy  21a  2 

D.  A.  McSterling 

Economics  8  a  1 
Government  102 

L.  A.  Mahoney 

Economics  1 
Education  2  a  1 
English  A  1 
Government  16 
History  1 

C.  F.  Massey 

Engineering  6c  1 

P.  M.  Piel 

Greek  112 
History  A  2 
Physiology  1 

S.  Spring 

English  5 
History  3  a  1 
History  20  e 
History  23  a  1 
History  23  b  2 


R.  Stiles 

Com.  Lit.  6  b  2 
English  52  2 
Government  24 
Philosophy  E  2 

W.  B.  Strong 

Economics  1 
Economics  8  a  1 

A.  Sweeney 

Economics  21  1 
Government  182 
Government  30  1 

J.  H.  Taylor 

Greek  B 
Latin  B 

F.  B.  Thwing 

English  28  hf 
English  28  a  hf 
German  2  a 
Greek  B 


Latin  B 
Philosophy  A  1 
Philosophy  B  2 

L.  C.  Torrey 

Engineering  4  a 
Engineering  4  d 
Engineering  5  b  1 
German  1  a 
Greek  B 

D.  N.  Tweedy 

English  162 
German  H  hf 
Music  2  a  hf 
Music  4  a  hf 
Philosophy  A  1 
Philosophy  B  2 

R.  D.  Warren 

Chemistry  13  2 
Chemistry  20  f 

B.  Wheelwright 

Engineering  8  a  I 


DINNER  TO  L.  H.  MAHONEY,  '06 

(From  the  Boston  Herald) 
Prof.  Barrett  Wendell  and  Mrs.  Wendell 
gave  a  dinner  on  the  evening  of  November 
26,  at  their  home  in  Marlboro  street  to 
Louis  H.  Mahoney  of  the  class  of  1913, 
Harvard,  to  mark  the  award  to  Mr.  Ma- 
honey by  the  college  authorities  of  the 
Jacob  Wendell  scholarship.  This  scholar- 
ship was  established  by  a  bequest  from 
Prof.  Wendell's  father,  Jacob  Wendell,  in 
1899.  It  carries  $250  a  year,  the  income  of 
a  fund  of  $5000,  and  is  given  to  the  "stu- 
dent or  students  who  shall  most  excel  in 
their  studies,"  no  qualification  by  indigency 
being  necessary. 

Evart  J.  Wendell  and  Jack  Wendell  came 
over  to  their  brother's  dinner  to  mark  the 
award  of  their  father's  bequest. 

Mr.  Mahoney  is  a  leading  scholar  of  the 
sophomore  class  this  year.  He  was  a 
Lawrence  boy,  and  prepared  for  college  at 
Andover  Academy.  The  giving  of  the 
dinner  to  the  winner  removed  the  award 
from  the  ordinary  class  of  scholarship 
awards  and  made  it  human. 


W.  H.  Snell,  P.  A.  '09,  has  been  elected 
president  of  the  Sophomore  class  at  Brown 
University.  At  Andover  Snell  took  high 
rank  both  as  a  scholar  and  as  an  athlete. 
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FALL   TRUSTEE  MEETING 


The  regular  fall  meeting  of  the  Trustees 
of  the  Academy  was  held  in  Andover  on 
Tuesday  evening,  October  18.  The  Ando- 
ver meeting  represents  a  new  departure  in 
the  policy  of  the  Board,  as  the  meetings 
heretofore  have  regularly  been  held  in 
Boston,  with  the  exception  of  the  meeting 
of  commencement  week.  Hereafter  it  is 
planned  to  hold  at  least  three,  and  per- 
haps all  four,  of  the  quarterly  meetings  of 
the  Board  in  Andover.  In  this  way  it  is 
felt  that  the  relations  between  the  Trus- 
tees, the  faculty  and  the  student  body  will 
be  made  much  closer,  with  distinct  benefit 
to  all  concerned. 

At  the  October  meeting  all  of  the  mem- 
bers were  present,  with  the  exception  of 
Mr.  Knapp,  who  was  in  Europe,  and  Mr. 
Stimson,  whose  campaign  for  Governor  of 
New  York  State  made  it  impossible  for 
him  to  attend.  The  members  reached  An- 
dover during  the  afternoon  and  spent  sev- 
eral hours  inspecting  the  school  property, 
and  especially  the  latest  acquisition,  — 
Williams  Hall.  They  dined  together  at  the 
Dining  Hall,  the  meeting  being  held  later 
at  the  Principal's  office.  Those  who  were 
present  were  Mr.  Alfred  L.  Ripley,  Presi- 
dent of  the  Board;  Judge  John  A.  Aiken 
of  Greenfield;  Professor  James  Hardy 
Ropes  of  Cambridge;  Mr.  Clarence  Mor- 
gan of  Burlington,  Vt. ;  Professor  Clifford 
H.  Moore  of  Cambridge;  Elias  B.  Bishop 
of  Boston;  Dr.  Fred  T.  Murphy  of  Boston; 
Mr.  James  C.  Sawyer,  Treasurer;  and 
Principal  Alfred  E.  Stearns. 

Among  the  items  of  business  the  ques- 
tion of  limiting  the  size  of  the  school,  and 
the  best  methods  by  which  to  accomplish 
this  result,  were  carefully  discussed,  but 
no  definite  action  was  taken. 

The  plans  submitted  recently  by  the  spe- 
cial committee  on  a  new  dormitory  were 
formally  approved,  and  the  Trustees  ex- 
pressed themselves  in  favor  of  locating 
this  building,  when  the  necessary  funds 
shall  have  been  raised,  at  the  southeast 
corner  of  the  Seminary  campus. 

The  Trustees  voted  to  appoint  a  per- 


manent committee  on  memorials,  to  con- 
sist of  the  Principal  of  the  Academy,  Mr. 
Ropes  of  the  Trustees,  and  Mr.  Forbes  of 
the  Faculty.  The  duty  of  this  committee 
will  be  to  conserve  the  historic  data  be- 
longing to  the  school,  and  to  assume  gen- 
eral oversight  of  the  installation  of  memo- 
rial tablets,  etc.  It  is  planned  to  begin,  in 
the  near  future,  the  erection  of  a  series  of 
simple  but  dignified  tablets  in  the  Chapel 
in  memory  of  prominent  graduates  of  the 
school. 

It  was  also  voted  to  charge  in  the  fu- 
ture a  slight  registration  fee  of  applicants 
for  admission  to  the  school.  In  this  way 
it  is  hoped  to  overcome  in  part  the  dif- 
ficulties arising  from  the  large  number  of 
applicants  who  each  year  fail  to  appear  at 
the  opening  of  the  school,  and  for  whom 
in  many  cases  rooms  have  been  definitely 
held. 

The  old  officers  of  the  Board  were  re- 
elected, as  follows:  President,  Mr.  Ripley; 
Clerk,  Mr.  Stearns;  Treasurer,  Mr.  Sawyer. 
The  Executive  Committee  for  the  year  will 
be  composed  of  the  following  members: 
Mr.  Ripley,  Chairman;  Messrs.  Ropes, 
Sawyer,  Moore,  Bishop,  Murphy  and 
Stearns. 


BOSTON    ALUMNI  DINNER 

The  third  annual  dinner  of  the  Boston 
Alumni  Association  of  Phillips  Academy, 
Andover,  was  held  at  Young's  Hotel  on  the 
evening  of  Decmber  9th. 

Principal  Stearns  of  Andover;  Principal 
Amen  of  Exeter;  Edgar  H.  Wells,  acting 
dean  of  Harvard  College;  William  T.  Reid, 
principal  of  the  Belmont  School  at  Bel- 
mont, Cal. ;  the  Rev.  Markham  W.  Stack- 
pole,  the  school  minister,  and  Boylston  A. 
Tompkins  of  the  present  senior  class  were 
the  guests. 

N.  W.  Edson,  '47,  of  Lynn,  in  his  81st 
year,  was  the  oldest  graduate  present. 

At  the  business  meeting  which  preceded 
the  banquet,  a  memorial  to  Vice-President 
Alvin  F.  Sortwell,  '71,  a  former  mayor  of 
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Cambridge,  who  died  in  that  city  March 
21,  1910,  was  read  by  Hollis  R.  Bailey,  and 
the  report  of  John  F.  Brown,  chairman  of 
the  nominating  committee,  was  accepted. 
The  following  officers  were  elected: 

President,  Arthur  B.  Chapin,  '87,  Holy- 
oke,  state  bank  commissioner  and  former 
state  treasurer. 

Secretary,  Arthur  Drinkwater,  '96,  Cam- 
bridge. 

Treasurer,  Joseph  W.  Lund,  '86,  Boston. 

Vice-presidents,  Dr.  William  A.  Mowry, 
'54;  Judge  William  B.  Stevens,  '66,  of  the 
Superior  court;  Desmond  FitzGerald,  '63; 
Edward  C.  Smith,  '71;  William  H.  Moody. 
'72,  former  secretary  of  the  navy  and 
justice  of  the  Supreme  court  of  the  United 
States;  Frederic  W.  Tilton;  Congressman 
William  P.  Sheffield,  '73,  of  Rhode  Island; 
William  P.  Fiske,  '73;  Nathaniel  Stevens, 
'76;  Arthur  D.  Coffin,  '89;  Charles  H.  Wil- 
son, '93. 

Executive,  committee,  Hollis  R.  Bailey, 
'73;  Dr.  Arthur  C.  Jelly,  '78;  Judge  Marcus 
Morton,  '79;  Dr.  F.  B.  Lund,  '84;  the  Rev. 
James  H.  Ropes.  '85;  Elias  B.  Bishop,  '89; 
Henry  W.  Beal,  '93;  Dr.  Fred  T.  Murphy, 
'93;  Frederick  B.  Greenhalge,  '94;  Stephen 
E.  Young,  '94;  Philip  W.  Thomson,  '98;  F. 
Abbot  Goodhue,  '02;  George  S.  Shirk,  '05; 
Robert  T.  Fisher,  '06;  Russell  Stiles,  '08. 

Judge  William  B.  Stevens,  '61,  was  toast- 
master,  and  Secretary  Drinkwater  read 
letters  of  good  wishes  from  Congressman 
William  Paine  Sheffield  of  Rhode  Island, 
President  W.  H.  P.  Faunce  of  Brown  Uni- 
versity, and  H.  G.  Spaulding  of  Brookline. 
There  was  singing  by  a  chorus  of  students. 

Among  those  present  were: 

M.  S.  Coffin  '10,  K.  Reynolds  'io,  E.  B. 
Chapin  '03.  R.  S.  Gross  '08,  J.  B.  Judkins 
'09,  B.  A.  Tompkins  '11,  A.  S.  Lynde  '66, 
S.  Willard  Clary  '73,  G.  A.  Sinnicks  '08,  W. 
L.  Axt  '12,  W.  A.  Dudley  '92,  E.  A.  Slack 
'75.  W.  L.  Abbott  '56,  W.  A.  Donald  '64, 
John  R.  Poor  '65,  Dr.  T.  Delap  Smith  '60, 
Wirt  X.  Fuller  '68,  Frank  H.  Palmer  '70, 
Edward  M.  Green  '80,  Arthur  Drinkwater 
'96,  Edgar  B.  Sherrill  '98,  Harold  C.  Liver- 
more  '06,  Robert  Fisher  '07,  Warren  P. 
Strong  '06,  J.  M.  L.  Bickford  '12,  Norman 
Williams  '11,  J.  S.  Proctor  '04,  S.  W.  R. 
Eames  '10,  Q.  Reynolds  '10,  E.  S.  Gary  '10, 
J.  N.  Jordan  '04,  Jay  Morrison  '08,  J.  F. 


Brown  '68,  A.  B.  Chapin  '87,  Desmond 
FitzGerald  '63,  Frank  L.  Fish  '64,  C.  E. 
Dodge  '08,  J.  L.  Barry  '08,  W.  F.  Davis  '06, 
the  Rev.  James  H.  Ropes  '85,  Nathaniel 
Stevens  '76,  John  P.  Taylor  '58,  Edward 

D.  Emerson  '65,  Alexander  L.  Jackson  '10, 

E.  F.  Sargent  '67,  W.  M.  Douglass  '88,  Dr. 
Fred  T.  Murphy  '93,  Bra'inard  C.  Luce  '98, 
R.  W.  Merrill  '00,  H.  T.  Capen  '05,  J.  C. 
Sawyer  '90,  A.  L.  Williams  '12,  D.  Mac- 
Murray  '12;  W.  J.  Rice,  Jr.,  '10,  T.  B.  Kerr 
'06,  R.  W.  Fernald  '03. 

REPORT   OF    THE  TREASURER 
OF    THE    '9  9   CLASS  FUND 

Fifty-six  men,  affiliated  with  the  class  of 
'99  through  its  career  at  Andover,  answered 
the  appeal  of  the  Committee  to  raise 
money  for  a  '99  class  fund,  as  follows: 

Albright,  Arnold,  Atwater,  B  elding, 
Black,  Brainard,  Bruff,  Clark,  W.  W.,  Dig- 
ney,  Donahue,  Dreisbach,  Ewell,  Farns- 
worth,  Fitch,  Fox,  Fowler,  Hatch,  Hill,  F. 
A.  Howard,  Hull,  Janes,  Johnson,  Kimball, 
Klock,  Levering,  Littlefield,  McClintock, 
Mahoney,  Melcer,  Metzger,  Nathan,  Nevin, 
Newton,  Nicholas,  Ogden,  Perrin,  Phipps, 
Pierce,  Potter,  Robertson,  Rowell,  Ruhl, 
Russell,  Ryman,  Skinner,  Smith,  Stern, 
Stevens,  Stewart,  Stiles,  Sugden,  Town- 
send,  Tyler,  Waller,  Whitin,  and  Whiting. 

The  total  amount  collected  was  $933.00 
which  means  an  average  of  $18.46,  which 
the  committee  feels  was  an  exceedingly 
good  showing.  There  still  remain  eight 
unpaid  pledges  amounting  to  $143.00  which, 
when  paid,  will  place  the  fund  well  over 
the  $1000.00  mark.  The  subscriptions  to 
the  fund  were  divided  as  follows: 


1  subscription 

of  $65.00 

$65.00 

1  subscription 

of  $50.00 

50.00 

7  subscriptions 

of  $30.00 

210.00 

7  subscriptions 

of 

$25.00 

175-00 

3  subscriptions 

Of  $20.00 

60.00 

10  subscriptions 

of 

$15.00 

150.00 

2  subscriptions 

Of  $12.00 

24.00 

13  subscriptions 

of 

$10.00 

130.00 

1  subscription 

of 

$  9.00 

9.00 

1  subscription 

of 

$  8.00 

8.00 

3  subscriptions  of 

$  6.00 

18.00 

6  subscriptions 

of 

$  5-00 

30.00 

1  subscription 

of 

$  4.00 

4.00 
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Receipts 


Fifty-six  Subscriptions,  $933-00 
Interest  on  Deposits,  51.51 
Balance  from  Class  Dinner,  60.15 


$1044.66 

Expenditures 

Postage,  $  62.17 

Printing  and  Stationery,  36.50 

Manifolding,  8.10 

Copy  Books,  2.25 

Letter  Files,  .50 

Expressage.  1.60 


Amt.  sent  to  Jas.  C.  Sawyer,  Treas.,  933-54 

$1044.66 

Respectfully  submitted, 

WALTER  S.  SUGDEN, 

Treasurer. 


BOOK  REVIEWS 
"Pages    from    the    Book    of  Paris" 
By  Claude  C.  Washburn 

One  of  the  best  books  of  the  year,  if  we 
are  to  believe  the  reviewers  of  our  leading 
magazines,  is  the  collection  of  essays  by 
Claude  C.  Washburn,  P.  A.  1901,  and  pub- 
lished by  Houghton,  Mifflin  &  Co.,  under 
the  title  of  "Pages  from  the  Book  of  Paris." 
We  quote  below  from  the  "North  Ameri- 
can Review"  of  December,  1910. 

"For  charm  both  in  text  and  illustration 
this  volume,  by  Claude  C.  Washburn,  holds 
front  rank  in  the  gift  books  of  the  year. 
Nine  essays  cover  such  aspects  of  the  beau- 
tiful Latin  city  as  t(he  Sidewalk  Cafes, 
Choosing  a  Home,  Plays,  the  Bois,  Love 
in  Paris,  the  Courtyard,  Pere  Lachaise  and 
an  Interview  with  Anatole  France.  To 
those  who  do  not  know  their  Paris,  the 
book  will  serve  better  than  any  guide-book 
to  bring  the  charm  and  gayety  of  the  city 
to  mind;  to  those  who  know  and  love  the 
place,  it  will  serve  as  a  most  excellent 
stimulus  to  homesickness.  The  writer  has 
captured  and  set  before  us  in  these  light 
and  graceful  essays  something  of  the  very 
personality  of  Paris.  In  the  hearts  of  those 
who  see  Paris  as  a  personality,  he  says,  the 
city  is  forever  writing  her  book,  a  book 
of  infinite  variety,  exalted  and  prophetic, 
delicate  fanciful  and  gay,  sombre  with  the 
misery  of  existence,  according  to  the  ma- 
terials on  which  it  is  written;  but  it  is 
always  significant,  never  petty.    When  it 


is  finished,  it  will  hold  the  story  of  the 
human  soul;  but  it  will  never  be  finished. 
Paris  is  not  the  subject  of  the  book.  Paris 
is  only  the  medium.  It  is  in  her  style,  since 
it  is  she  who  writes;  but  its  subject  is  Life, 
and  whatever,  good  or  bad,  has  any  bear- 
ing upon  life  is  to  be  found  somewhere  in 
its  pages  without  embellishment  and  with- 
out euphemism.' 

One  cannot  say  that  Mr.  Washburn  has 
given  us  Paris  without  embellishment. 
How  could  a  true  artist  do  this?  And  Mr. 
Washburn  is  a  true  artist,  a  master  of 
happy  phrases,,  a  seer  of  the  exquisite,  the 
evanescent,  the  rare.  He  gives  us  the  very 
look  of  the  milky  sky,  the  afternoon  haze 
in  the  Bois,  the  manner  and  distinction  of 
a  lovely  child  playing  at  ogre  in  a  court- 
yard or  championing  an  unfortunate  lady. 

It  would  not  need  the  last  chapter  on  an 
interview  with  Anatole  France  to  convince 
us  of  the  source  of  Mr.  Washburn's  de- 
lightful style.  It  has  the  Latin  ease  of 
construction,  verve,  movement  and  grace. 

The  illustrations  of  this  delightful  book 
equal  the  text.  There  on  the  cover  is  the 
very  life  of  Paris  caught  in  the  three  typi- 
cal figures  seated  in  the  Bois.  It  would 
be  difficult  to  praise  too  highly  the  delicacy 
and  fidelity  of  these  little  etchings  of  the 
Luxembourg  Gardens,  the  sidewalk  cafes, 
the  Cafe  du  Rond  Point,  the  little  shop 
with  the  proprietor's  back  blocking  half 
the  entrance,  and  the  views  along  the  quay 
with  the  street  venders  in  full  force,  and, 
loveliest  of  all,  Notre  Dame  seen  from  the 
Seine.  Of  all  the  forty-three  illustrations, 
only  the  one  of  the  cockers  might  perhaps 
have  been  bettered,  for  the  Paris  cabman 
is  a  type  full  as  picturesque  as  the  famous 
London  cabby.  This  is  a  book  to  read  and 
a  book  to  look  at  and  a  book  to  keep  ever 
at  hand  to  cheer  a  sad  moment  or  add 
grace  to  a  dull  one. 


OBITUARY 

It  was  with  the  deepest  sorrow  and  re- 
gret that  the  school  learned  of  the  death  of 
Francis  Hardon  Burr,  Harvard  '09,  and  a 
member  of  the  class  of  '05  at  Andover. 
Burr  was  always  a  great  athlete  while  at 
preparatory  schools,  and  continued  his 
career  through  college,  where  he  was  cap- 
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tain  of  Harvard's  eleven  in  1908,  and 
prominent  in  many  other  lines  of  athletics. 
Moreover,  Burr  was  a  splendid  student  and 
a  thorougl  gentleman.  Perhaps  the  best 
way  of  here  recalling  Burr's  fine  qualities 
is  to  quote  from  a  splendid  editorial  in  the 
Boston  Transcript. 

"Francis  H.  Burr  was  one  of  those  young 
men  who  give  more  to  an  institution  than 
they  get  from  it.  The  formal  list  of  his 
activities  in  Cambridge,  though  a  long  one, 
represents  only  a  part  of  his  actual  useful- 
ness there,  and  that  too,  not  the  most  im- 
portant part.  For  when  a  leader,  who  is 
also  for  the  time  something  of  a  popular 
hero,  is  of  the  finest  type  of  manhood, 
while  this  is  nothing  more  than  Harvard 
expects  of  its  men,  there  is  an  effect-at- 
large  of  such  a  character  stronger  than  can 
be  known  and  richer  than  can  be  estimated. 
With  Burr's  death  recurs  a  couplet  from 
a  recent  class  poem: 
'For  it's  some  to  the  summit, 
And  some  to  the  deep, 

And  some  in  the  strength  of  their  youth  to  sleep.' 

"Too  often  in  the  past  three  years  have 
Hagedorn's  words  come  true.  Yet  Har- 
vard expects  every  man  to  do  his  duty; 
and  perhaps  Burr  had  already  done  his." 


Mr.  William  Holden,  Janitor  of  Phillips 
Hall,  died  last  term  at  a  hospital  in  Bos- 
ton, to  which  he  had  gone  in  the  hope  of 
ascertaining  the  cause  of  the  ill  health 
from  which  he  had  suffered  for  the  past 
few  years.  Funeral  services  were  held 
at  the  home  of  his  brother,  Mr.  James 
Holden,  and  were  conducted  by  the 
school  minister,  Mr.  Stackpole.  Members 
of  the  faculty  acted  as  pall  bearers.  Mr. 
Holden  had  been  connected  with  the  school 
for  about  twenty  years  and  had  made  a 
notable  record  for  the  faithful  performance 
of  his  various  duties,  and  for  his  loyalty 
to  the  institution  which  he  served. 


Lauran  B.  Paine,  P.  A.  '10,  died  at  Cor- 
nell on  October  29. 

While  in  Andover  Paine  figured  promi- 
nently in  both  scholarship  and  athletics. 
He  was  voted  the  best  athlete  and  scholar, 
and  received  the  cup  offered  annually  by 
the  Boston  Yale  Club  for  proficiency  in 


scholarship  and  athletics.  He  played  right 
end  on  the  football  team  for  two  years, 
and  also  won  the  hockey  "A"  both  years 
he  was  in  school.  Paine  was  loved  and  re- 
spected by  all  who  knew  him. 


TABLE   OF  RELATIONSHIPS 

We  give  below  a  list  of  the  boys  now  in 
school  with  the  names  of  relatives  who 
in  the  past  were  registered  as  students  of 
Phillips  Academy.  As  the  school  does  not 
advertise,  its  students  largely  come  through 
the  influence  of  those  who  know  its  advan- 
tages. On  this  basis  it  is  interesting  to 
note  how  large  a  proportion  have  been 
influenced  in  their  choice  by  those  of  close 
kinship. 

Winthrop    H.    Allen,    Bernard  M.    Allen,  '88, 
(Father) 

Bernard  H.  Bailey,  Melvin  Holbrook,  '95  (Uncle) 
Joseph  A.  Bain,  Dr.  John  B.  Bain,  '98,  (Brother) 
John  W.  Barrell,  Albert  M.  Barrell, '96,  (Brother) 
Charles    B.    Bartlett,    Daniel    C.    Swan,  '98, 

(Cousin),  Walter  S.  Coburn,  '95,  (Cousin) 
Henry  D.  Bevins,  Albert  J.  Shaw,  '87,  (Uncle) 
Howes  Bodfish,  Paul  B.  Owen,  '10,  (Cousin) 
Maurice    R.    Brann,    Emmett    R.    Brann,  '06, 

(Brother) 

John  F.  Brown,  Jr.,  John  F.  Brown,  '68,  (Father) 
Francis   C.   Carleton,   Philip   G.   Carleton,  '95, 
(Brother) 

Reginald  F.  Chutter,  Rev.  Frederick  G.  Chutter, 

'79,  (Father) 
Philip  P.  Cole,  Rev.  William  Poor,  '78,  (Uncle) 
Robert   S.    Cook,    Rev.   John   H.    Strong,  '86, 

(Uncle) 

Thomas  T.  Cooke,  Edgar  A.  Turner,  '04, 
(Cousin),  Irving  W.  Bonbright,  '91,  (Uncle) 

Robert  Creighton,  James  A.  Creighton,  '09, 
(Brother) 

Albert  B.  Dewey,  Jr.,  Charles  S.  Dewey,  '92, 
(Brother) 

William  L.  Dickey,  Walter  G.  Dickey,  '10, 
(Brother) 

George  W.  Donovan,  Rev.  Fr.  William  W.  Dono- 
van, '91,  (Uncle) 

Isaac  N.  Dougherty,  Francis  M.  Dougherty,  '10, 
(Brother) 

Francis  K.  Douglas,  Harlan  Cooley,  '84,  (Uncle) 
John    F.    Dryden,    Forrest    F.    Dryden,  '89, 

(Father),  Theodore  Carleton,  '92,  (Uncle) 
John  M.  Dupont,  Joseph  C.  Dupont,  88,  (Father) 
Phillip    H.    English,    Harold    K.    English,  '10, 

(Brother) 
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John  M.  Erving,  Abbott  Erving,  '76,  (Father), 
Harry,  '04,  and  William  G.  Erving,  '05, 
(Brothers) 

John  S.  Ferguson,  John  M.  Palmer,  '10,  (Cousin) 
Edmund   M.  J.    Finn,    Raymond    Conroy,  '08, 
(Cousin) 

Addison  G.  Foster,  Hart  G.  Foster,  '10, 
(Brother),  Charles  A.  Foster,  '98,  (Uncle) 

Chandler  H.  Foster,  Dr.  Horace  K.  Foster,  '76, 
(Father) 

Carlos  H.  French,  Calvin  Burr,  '90,  (Uncle), 
Nelson  Burr,  '91,  (Uncle) 

Bradford  M.  Fullerton,  2d,  Bradford  M.  Fuller- 
ton,  '57,  (Grandfather),  William  M.  Fuller- 
ton,  '82,  (Uncle) 

Joseph  Garland,  Joseph  E.  Garland,  '69,  (Father) 

Donald  P.  George,  James  A.  Creighton,  '09, 
(Cousin) 

Raymond  M.  Gifford,  Stanley  E.  Gifford,  '08, 
(Brother) 

Harold  H.  Gile,  Clement  M.  Gile,  '10,  (Brother), 

Prof.  Moses  C.  Gile,  '79,  (Father) 
John  G.  Goodlett,  John  D.  Garth,  '93,  (Uncle) 
Charles  H.  Graff,  Allan  S.  Evans,  '04,  (Brother- 
in-law) 

Edward    S.    Gregory,    Seth    W.    Morton,  '03, 

(Brother-in-law) 
Alvin  B.  Gurley,  Wm.  S.,  '01    Melville  B.  '02, 

Charles  E.,  '04,  Richard  H.  '05,  (Brothers) 
David  C.  Hale,  Roger  R.  Nash,  '09,  (Cousin) 
Robert  J.   Hamershlag,   Stine   H.   Ehrich,  '02, 

(  Brother-in-law) 
Francis  Hann,  George  R.  Hann,  '09,  (Brother) 
Dan  R.  Hanna,  Jr.,  Dan  R.  Hanna,  '88,  (Father) 
Perry  Hayes,  Martin  J.  Hayes,  '10,  (Brother) 
John    H.    Hoffman,    Wray    A.    Hoffman,  '09, 

(Brother),    Norman    F.    '05,    and  Stanley 

Peters,  '05,  (Cousins) 
Robert  A.  Holmes,  Jr.,  Ralph  W.  Holmes,  '90, 

(Uncle) 

Paul  G.  Hudson,  Rev.  Dorr  A.  Hudson,  '84, 
(Father) 

Frank  S.  Hunt  and  Phillip  L.  Hunt,  Walter  S. 

Coburn,  '95,  (Uncle) 
Rockwell  Keeney,  Robert  L.  Keeney, '02,  (Cousin) 
Irwin  W.  and  William  H.  Kelley,  Hon.  Wm.  P. 
Hubbard,    (Grandfather),   Nelson   P.  Hub- 
bard, '89,  (Uncle),  Russel  Hubbard,  (Uncle) 
Leslie  Kendall,  Arthur  Graves,  '05,  (Cousin) 
Donald   Kirkpatrick,    Harold    Kirkpatrick,  '07, 
(Brother) 

William  R.  Kuhn,  Olin  R.  Kuhn,  '09,  (Brother) 
Sung  S.  Kwan,  K.  F.  Kwan,  '08,  (Brother) 
Frank  E.  Large,  Hamilton  R.  '09,  and  Fred  R. 

Large,  '10,  (Brothers) 
Arthur  H.   Leonard,  Jr.,  Leonard  Major,  '04, 

(Cousin) 

Carl  N.  Lindsay,  David  Kinley,  '78,  (Uncle) 
Calvin  G.  Littlefield,  Arthur  L.  '09,  and  Ray- 
mond S.  '09,  (Brothers) 


Wm.  T.  Livingston,  Stephen  T.  Livingston,  '71, 
(Father) 

Charles  R.  Lord,  George  C.  Lord,  '08,  (Brother) 
Harvey    B.    McCrone,    Walter    McCrone,  '08, 
(Brother) 

Clarence  A.  Mann,  Willard  E.  Everett,  '95,  Fred 
W.  '96,  Philip  R.  '92,  and  Bernard  M.  Allen, 
'88,  (Cousins) 

Frederick  J.  Manning,  Ellridge  G.  '61,  and  Albert 
S.  '63,  (Uncles),  Fred  N.  '8o,  (Father), 
James  M.  '94,  and  Harold  M.  Manning,  '98, 
(Cousins) 

Philip  F.  Metz,  Charles  E.  Metz,  '08,  (Cousin) 
Phillips  G.  Morrison,  Howard  Bell,  '04,  (Cousin) 

Stanley  Morrison,  Leland  S.  Stillman,  '09, 
(Uncle),  Lawrence  S.  Morrison,  '07, 
(Brother) 

George  H.  Nettleton,  George  H.  Nettleton,  '92, 

(Cousin),  Wm.  N.  Nettleton,  '82,  (Father) 
Russell  Newcomb,  Dr.  Malcolm  B.  McTernen, 

'04,  (Cousin) 
George  H.  and  Harold  H.  Nute,  William  L.  Nute, 

'10,  (Brother) 
Robert  F.  Oliphant,  George  W.  '05,  (Cousin), 

and  Claude  J.  Oliphant,  '97,  (Cousin) 
Arch  Owen,  Gay  Owen,  '07,  (Brother) 
Knight  B.  Owen,  Paul  B.  Owen,  '10,  (Brother) 
Raymond   P.   Palmer,   Charles  F.   Palmer,  '75, 

(Father) 

Wayne  F.  Palmer,  John  M.  Palmer,  '10, 
(Brother) 

Rudolph  A.  Piel,  Henry  G.  '07  and  Paul  Piel  '06, 
(Brothers) 

Robert  J.  Powell,  Alexander  W.  Powell,  '04, 
(Brother) 

John  S.  Reilly,  Bernard  E.  Reilly,  '06,  and  James 

A.  Reilly,  '09,  (Brothers) 
Francis    B.     Remmes,    Joseph    Remmes,  '08, 

(Brother) 

Charles  A.  Robinson,  Elmer  Robinson,  '10, 
(Brother) 

Lucius  Wl  Robinson,  Fred  H.  Gordon,  '02, 
(Brother-in-law) 

William  P.  Sheffield,  Jr.,  William  P.  Sheffield, 
'73,  (Father) 

Charles  Mortimer  Sheldon,  Jr.,  Ogilvie  H.  Shel- 
don, '10,  (Brother) 

William  Wheeler  Sheldon,  Ogilvie  H.  Sheldon, 
'10,  (Brother) 

Thomas  C.  Sherman,  Darwin  W.  and  Thomas 
C.  Sherman,  (Cousins) 

Howard  E.  Slack,  Rev.  Ezra  A.  Slack,  '75 
(Father) 

Ralph  F.  Slayton,  Carlos  N.  Sheldon,  '00. 
(Cousin) 

Harold    F.    Smith,    Rev.    W.    H.    H.  Collins, 

(Grandfather) 
Franklin  Snow,  Jr.,  Barna  S.  Snow,  '54,  (Great 

Uncle),  Franklin  Snow,  '47,  (Grandfather) 
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Pliny    F.    Stewart,    L.    Morton    Stewart,  '09, 
(Brother) 

Benjamin    S.    Story,    Willard    F.    Story,  '05, 
(Brother),  W.  Sprague,  '38,  (Gt.  Uncle) 

Loual  B.  Sugarman,  Sidney  L.  '03,  and  Alfred 
G.  Kahn,  '03,  (Cousins) 

Eben  Sutton,  Richard  Sutton,  '10,  (Brother) 
James  Taylor,  Wentworth,  '95,  and  James  Har- 
rington, '95,  (Cousins) 

Warren    O.    Taylor,    John    B.    Taylor,  '09, 
(Brother) 

Benedict  E.  Thompson,  Farrand  N.  Benedict,  '00 
(Cousin) 

Beverley  V.  Thompson,  George  Thompson,  '09, 
(Brother) 

Norman  F.  Thompson,  Richard  M.  Thompson,  '10 
(Brother) 

Norman   L.   Torrey,    Lincoln    C.   Torrey,  '08, 
(Brother) 

Harold  C.  Townson,  Douglas  C.  Townson,  '10, 
(Brother) 

Donald    S.   Tuttle,   J.    Tuttle,    '09,  (Brother), 

Stewart  Munroe,  '09,  (Cousin) 
Christopher  Vandergrift,   Sidney   G.  Bradford, 

'07,  (Cousin) 
George  W.  Washburn,  William  F.  Washburn,  '07, 

(Brother) 

Amory  L.  Williams,  Prof.  Edward  H.  Williams, 

Jr.  '68,  (Father),  Edward  H.  Williams,  3d, 

'08,  (Brother) 
Norman  Williams,  Prof.  Edward  H.  Williams, 

Jr.  '68,  (Father),  Edward  H.  Williams,  3d, 

'08,  (Brother) 
Harold   P.   Wilson,   Frederick  L.   Orlady,  '99, 

(Cousin) 

William   G.   Wilson,   Vaughn   H.   Wilson,  '04, 
(Brother) 

Knight    Woolley,    Ulysses    G.    Woolley,  '84, 
(Father) 

Alfred    R.    Worthen,    Quincy    L.    Reed,  '43, 

(Grandfather) 
George  P.  Wyer,  Harry  G.  Wyer,  '93,  (Brother) 
Theodore  W.  York,  E.  H.  '08,  and  W.  L.  York, 

'08,  (Brothers) 


CLASS  OF  1861 

If  anyone  can  give  any  information  about  the 
men  whose  names  follow,  send  word  to  Bio- 
graphical Catalogue,  Phillips  Academy,  Andover, 
Mass. 

George  Henry  Apthorp 
Charles  Harrison  Bartlett 
William  Parish  Bushnell 
George  Warren  Dresser 
George  Albert  Eaton 
Warren  Henry  Edmands 


Donald  McLeod  Frothingham 

Samuel  Frothingham 

Julius  Willard  Hartshorn 

Samuel  J.  Koontz 

James  Haywood  Lee 

William  W.  Lyon 

Daniel  Andrew  Minter 

William  Morgan 

Andrew  Gormly  Myers 

George  Russell  Neal 

Walter  Peabody 

Horace  Bradstreet  Plumer 

Abram  Prall 

Amasa  Wright  Sanford 

James  Saverius 

Henry  Kinsley  Shattuck 

Warren  Swazey 

William  Edward  Swift 

Fitch  Brainard  Taylor 

Frank  Trask 

Edward  Twitchell 

John  Tyler 

Elisha  Lyle  Wadsworth 
Edward  Porter  Warner 
Leander  Waterman 
Eben  White 
Henry  Augustus  Wilder 
Francis  Cogswell  Young 
James  Lawrence  Young 

CLASS  OF  1871 

John  Milton  Abbott 
William  Herbert  Abbott 
James  Presley  Ball 
Willard  Grafton  Bassett 
John  Clayton  Bates 
Edwin  Whiten  Church 
Edward  Sprague  Clapp 
Warren  Lincoln  Frost 
Charles  John  Gibbons 
Herbert  Warren  Holt 
Henry  McGuire  Hunt 
Frederic  Albert  Hyde 
Francis  Dane  Kinnear 
John  Henry  Kleem 
William  Keep  Leach 
Clovis  Henry  Macarty 
George  Alexander  Murdock 
Nicolson  Noble 
Lee  Roy  Smith 
Henry  Coe  Thompson 
Aaron  Parkman  Woodman 
Alfred  Wright 
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STUDENTS  AT  ANDOVER  BEFORE  1880 
It  would  hasten  forward  the  Biographical  Cat- 
alogue of  the  Academy  and  insure  accuracy  as 
well  as  lessen  expense  if  all  students  of  Phillips 
who  entered  the  institution  before  1880  would 
answer  the  following  questions  and  mail  answers 
to  "Biographical  Catalogue,  Phillips  Academy, 
Andover,  Mass."  Name  in  full,  date  of  birth, 
place  of  birth,  age  at  entering,  time  of  leaving, 
name  of  father,  maiden  name  of  mother  in  full, 
college  with  year  of  graduation,  college  degrees, 
Civil  War  or  Spanish  War  record,  civil  or  po- 
litical offices  held,  literary  work  done,  present 
address,  occupation. 


It  is  requested  that  death  notices  and  wedding 
announcements  be  sent  to  Phillips  Bulletin,  An- 
dover, Mass.,  in  order  that  these  records  be 
complete  and  accurate. 


January  i  to  December  31,  1910 
Edited  by  George  T.  Eaton,  P.  A.  '73 
DEATHS 

1834 — Sylvester  Dana,  died  at  Concord,  N.  H., 
4  Jan. 

1837 —  Charles  Henry  Cummings,  died  at 
Brookline,  30  March. 

1838 —  Issachar  Lefavour,  died  at  Beverly,  17 
June. 

1841 — Henry  Augustus  Stearns,  died  at  Cen- 
tral Falls,  R.  I.,  11  Oct. 

1841 — Francis  Adams  White,  died  at  Brook- 
line,  13  Jan. 

1843 — Seth  Hastings  Grant,  died  at  Elizabeth, 
N.  J.,  9  May. 

1843 —  Francis  Thayer  Russell,  died  at  St. 
Petersburg,  Fla.,  15  Feb. 

1844 —  Moses  Ellis,  died  at  Framingham,  26 
Dec. 

^45 — John  Quincy  Lund,  died  at  Somerville, 
26  March. 

1847 — George  Edwards  Jackson,  died  at  St. 
Louis,  Mo.,  2  Oct. 

j848 — Edward  Houghton,  died  at  Lancaster, 
7  Feb. 

1849 — Albert  Augustine  Bates,  died  at  Dan- 
vers,  25  Sept. 

!$4q — Henry  Nitchie  Cobb,  died  at  East 
Orange,  N.  J.,  17  April. 

1849 —  Arthur  Somerville  Doane,  died  at 
Brookline,  4  Oct. 

1850 —  James  Frothingham  Hunnewell,  died  at 
Boston,  11  Nov. 

!8S0 — Joseph  William  Poor,  died  at  Andover, 
6  April. 


1850 —  William  Augustus  Rust,  died  at  Boston, 

185 1 —  George  Edward  Dunlap,  died  at  Brook- 
lyn, N.  Y.,  30  March. 

1 85 1 —  Henry  Holmes  Porter,  died  at  Chicago, 
111.,  31  March. 

1852 —  William  Gleason  Goldsmith,  died  at  An- 
dover, 7  Oct. 

1853 —  Samuel  Locke  Lamson,  died  at  Keene, 
N.  H.,  in  Oct. 

1853 — George  Washington  Pierce,  died  at 
West  Baldwin,  Me.,  10  Jan. 

1853 —  William  Henry  Reed,  died  at  South 
Weymouth,  21  Feb. 

1854 —  Edward  Lord  Clark,  died  at  Boston,  4 

Feb. 

1854 — Samuel  Newell  Emerson,  died  at  Hono- 
lulu, Hawaii,  12  Aug. 

1854 — Gilbert  Otis  Fay,  died  at  Hartford, 
Conn.,  18  Feb. 

1854 —  Edward  Payson  Hammond,  died  at 
Hartford,  Conn.,  14  Aug. 

1855 —  Justin  Edwards  Thompson,  died  at  Wo- 
burn,  25  Aug. 

1856 —  William  Edwards  Park,  died  at  Oberlin, 
O.,  19  May. 

1857 —  Charles  Cleveland  Dodge,  died  at  New 
York,  N.  Y.,  4  Nov. 

1857 — James  Nevins  Hyde,  died  at  Scarboro, 
Me.,  6  Sept. 

1857 — Samuel  Hinckley  Lyman,  died  at  Nau- 
heim,  Germany,  9  Aug. 

1857 —  Joseph  Willard  Brown,  died  at  Stone- 
ham,  7  Dec. 

1858 —  Charles  Porter  Mattocks,  died  at  Port- 
land, Me.,  16  May. 

1859 —  William  Henry  Lemon,  died  at  New 
York,  N.  Y.,  17  Jan. 

1859 — George  Mixter,  died  at  Hardwick,  26 
Aug. 

1859 — Winfield  Robbins,  died  at  Nice,  France, 
S  Nov. 

1859 —  Austin  Ross  Seagrave,  died  at  Toledo, 
O.,  31  May. 

1860—  — Francis  Henry  Ludington,  died  at  St. 
Louis,  Mo.,  18  May. 

1 86 1 —  William  Tompkins  Comstock,  died  at 
Newark,  N.  J.,  16  Jan. 

1862 —  George  Albajence  Ainsworth,  died  at 
Williamstown,  Vt.,  23  Oct. 

1863 —  William  Alexander  Brother,  died  at 
Denver,  Col.,  28  March. 

1S6s — Washington  McClintock,  died  at  Den- 
ver, Col.,  19  Nov. 

1S66 — Ward  Ames,  died  at  Duluth,  Minn.,  21 
March. 

:866 — Nathan  Cleaves  Jameson,  died  at  An- 
trim, N.  H.,  27  Aug. 

j867 — Frank  Whittemore  Hunt,  died  at 
Nashua,  N.  H.,  2  Jan. 

1867 — John  Ross  Nicols,  died  at  St.  Paul, 
Minn.,  15  Jan. 
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1 867 — John  Bakeman  Redman,  died  at  Ells- 
worth, Me.,  9  March. 

1 868 — Ralph  William  Hickox,  died  at  Lyons, 
France,  26  March. 

1868 — Milon  Scott  Jenkins,  died  at  West  Box- 
ford,  13  Feb. 

1870 —  Charles  Sprague  Smith,  died  at  Mont- 
clair,  N.  J.,  30  March. 

1871 —  Seth  Mason  Richards,  died  at  Newport, 
N.  H.,  26  Sept. 

1 87 1 —  Alvin  Foye  Sortwell,  died  at  Cambridge, 
21  March. 

1872 —  Frederick  Holme  Wiggin,  died  at  At- 
lantic City,  N.  J.,  28  Oct. 

1873 —  Gilbert  Brownell  Balch,  died  at  Tops- 
field,  24  July. 

1874 —  Daniel  Charles  Negley,  died  at  Pitts- 
burgh, Pa.,  1  Oct. 

1875 —  Matthew  Fernandez  Coon,  died  at  Oak- 
land, Cal.,  7  Feb. 

1875 — Adrian  Suydam  Polhemus,  died  at  Port- 
land, Ore.,  27  Oct. 

iS76 — Stephen  Delano  Hadley,  died  at  Spen- 
cer, 7  May. 

jfyg — Lewis  Gregory,  died  at  New  York,  N. 
Y.,  1 1  Nov. 

1884 —  Frederic  Abbott  Bill,  died  at  Spring- 
field, 22  Feb. 

1885 —  Charles  Jabez  Wallis,  died  at  Leomin- 
ster, 10  June. 

j89I — Edgar  Stirling  Auchincloss,  died  at 
New  York,  N.  Y.,  4  May. 

1891 —  George  Ingham  Feeter,  died  at  Detroit, 
Mich.,  11  Oct. 

1892 —  Theodore  Carleton,  died  at  Haverhill, 
16  Sept. 

!8q2 — Norman  Alton  Williams,  died  at  Clay- 
ville,  N.  Y,  4  Nov. 

^93 — Ernest  Mozart  Farmer,  died  at  Syra- 
cuse, N.  Y.,  6  Jan. 

1895 —  Edward  Read  Staniford,  died  at  Haver- 
hill, N.  H.,  2  March. 

1896 —  Robert  Woods  Chandler,  died  at  En- 
field, 13  Jan. 

1896 — Oliver  Daniel  Crilly,  died  at  Chicago, 
111.,  16  Jan. 

1898 — John  Farwell  Ferry,  died  at  Chicago, 
111.,  11  Feb. 

1898 — Roy  Dayton  Kennedy,  died  at  Albany, 
N.  Y.,  16  March. 

!899 — Theodore  Edward  Hill,  died  at  New 
York,  N.  Y.,  28  Aug. 

1900 — William  Bernard  Bartley,  died  at  Law- 
rence, 12  Oct. 

1900 — Charles  Earl  Moore,  died  at  Chicago, 
111.,  11  June. 

1904 —  Horace  Hunn  Hemingway,  died  at  Cape 
Elizabeth,  Me.,  27  Aug. 

1905-  — Francis  Hardon  Burr,  died  at  Boston, 
4  Dec. 


1905 —  Nathaniel  Ford  Moore,  died  at  Chicago, 
111.,  9  Jan. 

1906 —  David  Augustus  McSterling,  died  in 
Jamaica,  W.  I. 

1908 — Allen  Marco  Ray,  died  at  Brookline,  15 
March. 

1910 — Lauran  Bosworth  Paine,  died  at  Ithaca, 
N.  Y.,  26  Oct. 


PERSONALS 

1 841 — Henry  Augustus  Stearns,  son  of  Abner 
and  Anna  Russell  Stearns,  was  born  October  23, 
1825,  at  Billerica.  He  was  a  manufacturer  of 
Cotton  Batting  and  Wadding  and  eminently  suc- 
cessful. He  was  interested  in  political  life  and 
served  as  a  member  of  the  General  Assembly 
of  the  State  of  Rhode  Island,  a  member  of  the 
State  Senate  and  as  Lieutenant  Governor  of 
Rhode  Island.  He  died  in  Central  Falls,  R.  I., 
October  11,  1910. 

1847 — George  Edwards  Jackson,  son  of  Eph- 
raim  and  Beulah  Murdock  Jackson,  was  born  in 
Newton,  Nevember  5,  1828,  and  graduated  from 
Yale  in  1852.  He  taught  in  Alexandria,  Va.,  in 
Tennessee,  in  the  New  Haven  High  School  and 
from  1866  to  1902  he  was  professor  of  Latin  in 
Washington  University,  St.  Louis,  Mo.  Since 
1902  he  has  been  professor  emeritus.  He  was  a 
member  of  many  learned  societies  and  had  been 
a  director  of  the  American  School  at  Rome.  He 
died  in  St.  Louis,  October  2,  1910. 

1849 — Albert  Augustine  Bates,  son  of  John 
and  Martha  E.  Page  Bates,  was  born  in  Danvers, 
May  14,  1832,  and  a  direct  descendant  of  Gov- 
ernor Endicott.  For  the  greater  part  of  his  life 
he  was  a  manufacturer  of  Morocco.  He  served 
the  town  of  Danvers  as  selectman  and  assessor 
and  died  in  Danvers,  September  25,  1910. 

1849 —  Arthur  Somerville  Doane,  son  of  John 
and  Sarah  C.  Hovey  Doane,  was  born  in  Charles- 
town,  October  8,  1832.  He  led  a  varied  life  of 
insurance,  at  sea,  in  business  in  South  America, 
coal  mining  in  Pennsylvania,  and  for  over  30 
years  an  engraver  and  stationer  in  Boston.  Mr. 
Doane  died  in  Brookline,  October  4,  1910. 

1850 —  James  Frothingham  Hunnewell,  son  of 
James  and  Susan  Lamson  Hunnewell,  was  born 
in  Charlestown,  July  3,  1832.  He  was  engaged 
in  mercantile  pursuits  during  his  life,  but  found 
time  to  write  much  on  historical  and  genealogi- 
cal matters.  His  "Lands  of  Scott"  was  one  of 
his  earlier  works  and  "Historical  Museums"  one 
of  his  latest.  He  was  president  of  the  Boston- 
ian  Society  and  of  the  Club  of  Odd  Volumes. 
He  died  in  Boston,  Nevember  11,  1910. 

1852 — William  Gleason  Goldsmith,  son  of 
Jeremiah  and  Elizabeth  Gleason  Goldsmith,  was 
born  in  Andover,  November  28,  1832,  and  grad- 
uated from  Harvard  in  1857.  For  twenty-five 
years  he  was  principal  of  the  Punchard  Free 
School  of  Andover.  He  was  acting  principal  of 
Phillips  Academy  after  the  death  of  Dr.  Samuel 
H.  Taylor  in  1871,  was  Peabody  Instructor  in  the 
Natural  Sciences  in  Phillips  Academy,  was  post- 
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master  of  Andover  for  nine  years  and  for  four 
years  was  chairman  of  the  board  of  Selectmen. 
He  died  in  Andover,  October  7,  1910. 

1853 —  Samuel  Locke  Lamson,  son  of  Asa  and 
Sally  Dalton  Locke  Lamson,  was  born  in  Ches- 
ter, N.  H.,  July  1,  1835.  Mr.  Lamson's  father 
was  steward  of  the  Seminary  Commons  and 
from  1846  to  i860  was  in  charge  of  the  Mansion 
House.  He  was  very  fond  of  the  sea  and  spent 
much  of  his  time  upon  the  ocean.  He  died  in 
Keene,  N.  H.,  in  October,  1910. 

1854 —  Samuel  Newell  Emerson,  son  of  John 
and  Ursula  Sophia  Newell  Emerson,  died  in 
Honolulu,  Hawaii,  August  12,  1910,  in  his 
seventy-eighth  year. 

1855 —  Nathaniel  Niles  and  Miss  Ella  Capers 
Jones  were  married  in  London,  England,  Decem- 
ber 2,  1910. 

1855 — Justin  Edwards  Thompson,  son  of  Leon- 
ard and  Anna  M.  Meade  Thompson,  was  born  in 
Woburn,  February  2,  1837,  and  died  in  same 
place,  August  25,  1910. 

1857 — Charles  Cleveland  Dodge,  son  of  Wil- 
liam Earl  and  Melissa  Phelps  Dodge,  was  born 
in  Plainfield,  N.  J.,  September  16,  1841.  He  was 
a  member  of  the  Yale  class  of  i860  and  was 
commissioned  as  captain  of  the  First  New  York 
Mounted  Rifles  in  1861  and  was  in  turn  major, 
colonel,  brigadier-general  and  resigned  from  ser- 
vice in  1863.  He  entered  business  in  New  York 
City,  was  a  member  of  the  Chamber  of  Com- 
merce and  at  the  time  of  his  death  in  that  city, 
November  4,  191  o,  was  president  of  the  New 
York  and  Boston  Cape  Cod  Canal  Company. 

1857 — James  Nevins  Hyde,  son  of  Edward  Good- 
rich and  Hannah  Huntington  Thomas  Hyde,  was 
born  in  Norwich,  Conn.,  June  21,  1840,  and 
graduated  from  Yale  in  1861.  He  served  as  a 
surgeon  in  the  Civil  War.  He  received  the  de- 
gree of  M.D.  in  1869  from  the  University  of 
Pennsylvania.  In  1876  he  was  elected  professor 
of  dermatology  in  Northwestern  University  and 
in  1879,  professor  of  skin  diseases  in  Rush  Med- 
ical College,  and  this  latter  position  he  held  till 
his  death  at  Prouts  Neck,  Scarboro,  Me.,  Sep- 
tember 6,  1910. 

1857 —  Samuel  Hinckley  Lyman,  son  of  Joseph 
and  Mary  Andrews  Clark  Lyman,  was  born  in 
Cleveland,  O.,  in  1839,  and  graduated  from  Yale 
in  1861.  He  was  with  the  U.  S.  Coast  Survey 
in  Louisiana  and  West  Virginia  during  the  Civil 
War.  Attended  Columbia  Law  School  and  was 
a  member  of  the  law  firm,  Convers  &  Lyman. 
In  1878  he  was  appointed  clerk  of  the  U.  S.  Dis- 
trict Court  in  New  York,  holding  the  position 
until  1901.  He  died  in  Nauheim,  Germany,  Aug- 
ust 9,  1910. 

1858 —  Joseph  Willard  Brown,  son  of  Joseph 
and  Mary  Porter  Brown,  was  born  in  Abington, 
May  21,  1839,  and  graduated  from  Amherst  in 
1862.  He  was  in  the  Civil  War  from  May  24, 
1861  to  December  19,  1865,  entering  as  a  pri- 
vate in  Company  K,  7th  Mass.  Volunteers.  He 
was  private,  sergeant  and  lieutenant  in  the  U. 
S.  A.  Signal  Corps  and  chief  signal  officer,  dis- 


trict of  the  Plains,  during  the  last  half  year  of 
service.    He  had  been  commander  of  Post  73, 

G.  A.  R.,  of  Abington  and  commander  of  Post 
186  of  Cambridge,  chaplain  for  13  years  of  Post 
186.  He  rose  from  Junior  Vice-Commander  of 
the  Department  of  Massachusetts  to  be  Com- 
mander of  the  Grand  Army  of  the  State.  He 
was  organizer  and  president  of  the  U.  S.  Vet- 
eran Signal  Corps  Association  and  was  its  his- 
torian, and  published  in  1896  a  volume  entitled 
"History  of  the  U.  S.  Signal  Corps  in  the  War 
of  the  Rebellion."  He  taught  in  Abington, 
Hingham,  Milton,  Hyde  Park,  and  for  36  years 
was  connected  with  the  Emerson  School,  East 
Boston,  being  its  headmaster  since  1890.  He 
died  in  Stoneham,  December  7,  1910. 

1859 — George  Mixter,  son  of  William  and 
Mary  Ruggles  Mixter,  was  born  in  Hardwick, 
September  10,  1842,  and  graduated  from  Har- 
vard in  1863.  He  was  connected  with  the 
woolen  mills  of  G.  H.  Gilbert  &  Co.,  at  Hard- 
wick, then  with  a  mill  in  Millbury,  attended 
Massachusetts  Institute  of  Technology  in  1868, 
the  following  year  was  agent  of  the  Derry  Mills 
and  during  the  later  years  of  his  life  was  a 
banker  in  Boston.  He  was  fond  of  agricultural 
life  and  maintained  a  large  farm  at  Hardwick 
where  he  died,  August  26,  1910. 

1859 — Winfield  Robbins,  son  of  Amos  and 
Adelia  Martling  Robbins,  was  born  in  New  York 
City,  September  23,  1840,  and  studied  in  the 
Sorbonne,  College  de  France ;  University  of  Ber- 
lin, and  in  Spain.  He  was  clerk  of  the  U.  S. 
District  Court  of  New  York.  He  made  a  col- 
lection of  prints,  mostly  portraits,  numbering 
over  118,000,  which  have  been  given  to  the  Rob- 
bins Library  at  Arlington.  For  the  past  30 
years  he  has  travelled,  having  been  four  times 
around  the  world  and  eleven  times  to  lands 
south  of  the  equator.  He  died  in  Nice,  France, 
November  5,  1910. 

1859 — Dr.  Charles  S.  Sheldon  of  Madison, 
Wis.,  is  president  of  the  American  Academy  of 
Medicine. 

1862 — Rev.  Dr.  James  B.  Gregg  is  at  present 
supplying  the  Congregational  pulpit  at  Framing- 
ham. 

^65 — Washington  McClintock,  son  of  Wash- 
ington and  Eliza  Thompson  McClintock,  was 
born  in  Pittsburgh,  Pa.,  March  4,  1845.  He  was 
a  member  of  the  class  of  1870,  Yale  University, 
and  rowed  upon  his  class  crew.  He  engaged  in 
the  lumber  business  and  later  was  _  owner  of 
improved  business  properties,  chiefly  in  Denver, 
Col.    He  died  in  that  city,  November  19,  i9i°- 

j866 — Ward  Ames,  son  of  George  and  Emily 

H.  Adams  Ames,  was  born  in  Oswego,  N.  Y., 
December  6,  1847-  For  over  forty  years  he  was 
engaged  in  the  grain  business  and  at  the  time 
of  his  death  he  was  president  of  the  Ames, 
Brooks  Company,  Grain  Commission  and  Ship- 
ping Merchants,  Duluth,  Minn.  Mr.  Ames  died 
in  Duluth,  March  21,  1910. 

1866— Nathan  Cleaves  Jameson,  son  of  Nathan 
Cleaves  and  Caroline  Mixer  Jameson,  was  born 
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in  Cambridgeport  May  4,  1840.  For  many  years 
he  was  in  the  straw  hat  business  in  New  York 
City.  He  had  been  a  member  of  the  New 
Hampshire  Legislature  and  a  state  senator,  and  a 
candidate  for  Governor  of  New  Hampshire  in 
1906.  He  died  in  Antrim,  N.  H.,  August  27, 
191  o.  His  son,  Dr.  James  W.  Jameson  of  New 
York  City,  is  a  graduate  of  Phillips  in  1897. 

1 87 1 —  Seth  Mason  Richards,  son  of  Dexter 
and  Louisa  Frances  Hatch  Richards,  was  born 
in  Newport,  N.  H.,  June  6,  1850.  He  early 
entered  the  firm  of  Dexter  Richards  &  Sons  Co., 
Flannel  Manufacturers,  Newport,  N.  H.  He 
was  prominent  in  the  political  life  of  New 
Hampshire  and  served  on  the  staff  of  Governor 
Sawyer  and  of  Governor  Bachelder.  He  was 
delegate  to  the  Republican  convention  at  Chicago 
in  1908  and  was  a  presidential  elector  in  1900. 
He  died  at  Newport,  September  26,  1910. 

1872 —  William  M.  Brown  has  been  appointed 
a  commissioner  to  determine  the  boundary  be- 
tween Maryland,  Virginia  and  West  Virginia. 

1872 — Frederick  Holme  Wiggin,  son  of  Fred- 
erick and  Elizabeth  Sumner  Gerard  Wiggin, 
was  born  in  Kingston-on-Thames,  England,  De- 
cember 26,  1853.  Attended  Rensselaer  Poly- 
technic Institute  at  Troy,  New  York  University 
and  Bellevue  Hospital  Medical  College.  Prac- 
ticed medicine  at  Litchfield,  Conn.,  and  in  New 
York  City.  Became  an  eminent  surgeon  and 
was  president  of  the  New  York  State  Medical 
Association  and  was  a  member  of  many  medical 
societies  and  wrote  extensively.  Dr.  Wiggin 
died,  October  28,  1910,  at  Atlantic  City,  N.  J. 

1874 —  Daniel  Charles  Negley  was  born  in 
Pittsburgh,  Pa.,  June  x,  1854,  and  died  in  that 
city,  October  1,  1910.  He  had  been  engaged  in 
the  insurance  business  in  Pittsburgh. 

1875 —  Rev.  Dr.  Nehemiah  Boynton  of  Brook- 
lyn, N.  Y.,  was  recently  elected  moderator  of 
the  National  Council  of  the  Congregational 
churches. 

1875 —  Adrian  Suydam  Polhemus  was  born  in 
Astoria,  N.  Y.,  January  3,  1856,  graduated  from 
Yale  in  1879,  and  from  Bellevue  Medical  College 
in  1882,  entered  the  U.  S.  Army  in  1883, 
and  retired  in  1904.  He  spent  three  years  in 
the  Philippines  and  after  retirement  lived  near 
Baltimore,  Md.  Major  Polhemus  died  in  Port- 
land, Ore.,  October  27,  1910. 

1876 —  Rev.  Dr.  William  A.  Bartlett  of  Chicago, 
111.,  has  become  pastor  of  the  Farmington  Avenue 
Congregational  church  of  Hartford,  Conn. 

1879— Rev.  William  Gardner,  recently  of  De- 
witt,  la.,  is  now  pastor  at  Dunlap,  la. 

1879 — Lewis  Gregory,  son  of  Edward  Cooke 
and  Mary  Ellsworth  Gregory,  was  born  in  New 
York  City,  December  22,  1858,  and  was  engaged 
in  mining  in  Mexico  and  with  the  Mercantile 
Trust  Company  of  New  York  and  in  the  stock 
brokerage  business.  Later  he  was  Treasurer  of 
the  Carpenter  Steel  Company  at  1  Broadway, 
New  York.  He  died  in  that  city,  November  11, 
1910. 


1882 —  William  M.  Fullerton  has  resigned  his 
position  as  Paris  correspondent  of  the  London 
Times  and  will  devote  himself  to  literary  work. 

1883 —  Sanford  E.  Cobb  may  be  addressed  at 
616  Kingsley  Drive,  Los  Angeles,  Cal. 

1887 —  Dr.  William  Scott  Wadsworth  and  Miss 
Frances  Elizabeth  Diel  were  married  August  4, 
1910,  at  Syracuse,  N.  Y. 

1888 —  Alfred  B.  Chace,  from  1902  to  1910 
district  attorney  of  Columbia  County,  New  York, 
received  a  hearty  commendation  as  he  retired 
from  office,  from  the  presiding  county  judge. 

1888 — Dr.  Richard  G.  Eaton  is  an  assistant 
physician  at  the  Brattleboro,  Vt.,  Retreat. 

1888 —  Rev.  Thomas  Newton  Owen  of  Bristol, 
R.  I.,  will  have  charge  of  the  work  in  South 
Carolina  of  the  American  Missionary  Associa- 
tion, with  his  headquarters  at  the  Avery  Nor- 
mal Institute,  Charleston,  S.  C. 

1889 —  Horace  Gates  Torbert  and  Miss  Alice 
Kearney  Coyle  were  married  at  Bethesda,  Md., 
-Jovember  9,  1910,  and  will  live  in  Bethesda. 

1890 —  Thomas  Cochran,  Jr.,  and  Miss  Martha 
Andrews  Griffin  were  married  at  St.  Paul,  Minn., 
September  30,  1910. 

1890 —  Theodore  Eaton  and  Miss  Mary  Eloisa 
Clough  were  married  at  Wakefield,  September 
1,  1910. 

1 89 1 —  George  Ingham  Feeter,  son  of  Francis 
Adam  and  Adelaide  Mary  Ingham  Feeter,  was 
born  in  Little  Falls,  N.  Y.,  February  16,  1874. 
Entered  Sheffield  with  the  class  of  1895  and 
enlisted  in  Light  Battery  A,  First  Regiment, 
Connecticut  Volunteers,  during  the  Spanish  War. 
Later  he  entered  the  regular  army,  became  2nd 
Lieut,  and  Captain  in  the  Philippines.  He  re- 
tired from  the  army  and  died  October  11,  1910, 
in  Detroit,  Mich. 

1891 —  Rev.  Frank  W.  Hodgdon  of  Des  Moines, 
la.,  is  to  be  pastor  of  the  Congregational  church 
at  Winchester,  Mass. 

1892 —  Lewis  Ladd  Brastow  and  Miss  Ruth 
Strong  Davis  were  married  at  Northampton, 
October  10,  1910. 

1892 — Albert  Theodore  Carleton,  son  of  Isaac 
Newton  and  Laura  Tenney  Carleton,  was  born 
in  New  Britain,  Conn,  December  28,  1872.  He 
graduated  from  Yale  in  1896  and  died  in  Haver- 
hill, September  16,  1910.  He  was  with  the  West- 
ern Electric  Co.  of  New  York,  and  entered 
Hartford  Theological  Seminary. 

1892 — Samuel  Cupples  Pierce  may  be  ad- 
dressed at  Hotel  Potter,  Santa  Barbara,  Cal. 
He  is  manager  for  Logan  and  Bryan,  brokers. 

1892 — Norman  Alton  Williams,  son  of  Nor- 
man Alton  and  Julia  Millard  Williams,  was  born 
in  Utica,  N.  Y.,  February  17,  1873,  and  gradu- 
ated  from  Yale  in  1897.  He  was  successively  in 
the  First  National  Bank  of  Utica,  in  Lafayette 
College,  with  the  American  Car  &  Foundry  Com- 
pany, and  was  secretary  of  the  Plunger  Elevator 
Company.  He  died  November  4,  19 10,  at  Clay- 
ville,  N.  Y. 
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1893 — John  Mason  Boutwell  and  Miss  Esther 
Craeme  Miner  were  married  in  Lawrenceville, 
X.  J.,  January  22,  1910. 

1893 — John  C.  Greenway  is  general  manager 
of  the  Calumet  and  Arizona  Mining  Co.,  Bisbee, 
Arizona. 

1893 — Harrison  Frederic  Hunt  and  Miss 
Bertha  Caroline  Newell  were  married  in  Frank- 
lin, June  7,  1910. 

1893 —  Harrison  Jewell  Holt  has  written  a 
romance  of  Casco  Bay  entitled  "The  Calendared 
Isles." 

!893 — J.  Duke  Smith  is  a  member  of  the  law 
firm  of  Smith  &  Clark,  84  State  St.,  Boston. 

1894 —  Carl  Rudolph  Schultz  and  Miss  Minerva 
Huntington  Chappel  were  married  September 
29,  1910,  at  Murray  Hill,  N.  J. 

j895 — Frederick  Farnham  Davis  and  Miss 
Caroline  Hannah  Ellsworth  were  married  at 
Uxbridge,  October  5,  1910,  and  are  to  live  at 
Winchendon. 

1895 —  George  W.  Dulany,  Jr.,  is  living  at  Clin- 
ton, la.,  and  is  vice-president  and  treasurer  of 
the  Eclipse  Lumber  Co. 

1895 —  Clarence  C.  Mann  is  the  agent  of  the 
Canada  Sugar  Refining  Company  of  Montreal, 
with  headquarters  at  the  Board  of  Trade  Build- 
ing, Toronto,  Canada. 

1896 —  Frederic  W.  Allen  is  vice-president  of 
the  Merchants'  and  Metals  Bank,  33  Wall  St., 
New  York. 

x896 — Harry  Judson  Beardsley  and  Miss  Edna 
Louise  Johnson  were  married  in  Waterbury. 
Conn.,  October  1,  1910. 

1896 — Jesse  D.  Dana  is  treasurer  of  the  Com- 
monwealth Trust  Company  of  St.  Louis,  Mo. 

1896 — Rev.  F.  Boyd  Edwards  is  pastor  of  the 
Hillside  Presbyterian  church  of  Orange,  N.  J. 

1896 —  Dr.  George  H.  Whipple  is  associate  pro- 
fessor of  pathology  at  the  Johns  Hopkins  Uni- 
versity, Baltimore,  Md. 

1897 —  Rev.  Eugene  N.  Curtis  is  rector  of  St. 
Thomas'  church,  Newark,  N.  J. 

1897 —  Dr.  James  W.  Jameson  has  removed 
his  office  to  32  East  53rd  St.,  New  York  City. 

1898 —  Hugh  Satterlee  has  his  law  office  at 
915  German  Insurance  Building,  Rochester, 
N.  Y. 

1899 —  George  Stanleigh  Arnold  is  with  the 
law  firm  of  Lindley,  Eichoff,  Mills  Building,  San 
Francisco,  Cal. 

1899 — Arthur  Barnwell  is  in  a  broker's  office, 
5  Nassau  Street,  New  York. 

1899 — Theodore  Edward  Hill,  son  of  Edward 
and  Rosa  Keyes  Hill,  was  born  in  Williamston, 
N.  C,  October  30,  1879,  and  graduated  from 
Yale  in  1904,  and  from  the  New  York  Law 
School  in  1907.  He  practiced  his  profession  in 
New  York  City  and  died  in  New  York,  August 
28,  1910. 

1899 — Charles  William  Littlefield  and  Miss 
Georgie  Berry  Horton  were  married  at  Mont- 
clair,  N.  J.,  September  21,  1910. 


1899 —  George  Chadwick  Richards  and  Miss 
Beatrice  Beryl  Bowden  were  married  in  Melrose, 
October  8,  1910. 

1900 —  Rev.  Alvin  C.  Bacon  is  associate  pastor 
at  the  Tabernacle  church,  Salem. 

1900 — William  Bernard  Bartley,  son  of  John 
and  Mary  Smith  Bartley,  was  born  in  Lawrence, 
March  28,  1875,  and  after  leaving  Andover  was 
in  the  employ  of  J.  J.  Forrest,  druggist  in  Law- 
rence. He  was  then  clerk  of  the  Water  Board, 
president  of  the  common  council  of  the  city, 
and  was  on  the  board  of  Library  Trustees.  He 
died  in  Lawrence  October  12,  1910. 

1900 — George  Merrill  Gelser  and  Miss  Bessie 
Caroline  Maxfield  were  married  at  Naples,  N. 
Y.,  September  14,  1910. 

1900 — Harold  Duncan  Oliphant  and  Miss 
Marjorie  Fowler  were  married  at  Rochester,  N. 
Y.,  September  7,  1910. 

1900 —  Heaton  Ridgway  Robertson  and  Mrs. 
Emily  Wilson  Duren  were  married  July  2,  1910, 
at  New  Haven,  Conn. 

1 90 1 —  Henry  Alansin  Gardner,  Jr.,  and  Miss 
Evelyn  Gifford  were  married  November  10,  1910, 
at  Jersey  City  Heights,  N.  J. 

1901 — Ethan  Wood  Judd  and  Miss  Elizabeth 
Jeannette  Matthews  were  married  October  27, 
1910,  at  Somerville,  N.  J. 

1 910 — Carl  Rust  Parker  has  opened  an  office 
in  Portland,  Me.,  for  the  practice  of  landscape 
architecture. 

1901 — Harold  Townsend  and  Miss  Grace  Car- 
penter Fox  were  married  in  New  York  City 
November  5,  1910. 

1901 —  Houghton,  Mifflin  Co.  publish  "Pages 
from  the  Book  of  Paris,"  written  by  Claude  C. 
Washburn. 

1902 —  William  J.  Colby  is  with  the  advertis- 
ing department  of  the  National  Arts  Publishing 
Company,  200  Summer  St.,  Boston. 

1902 — Sidney  Rogers  Cook  and  Miss  Henrietta 
Frances  Patterson  were  married  in  St.  Louis, 
Mo.,  November  17,  1910. 

1902 — Louis  de  Vierville  Dousman  and  Miss 
Sarah  Johnson  Easton  were  married  the  29th  of 
June,  191  o,  at  La  Crosse,  Wis. 

1902 — Irving  Kent  Fulton  and  Miss  Elizabeth 
Harrison  Warner  were  married  at  Salisbury, 
Conn.,  October  11,  1910. 

1902 — Ward  McLanahan  is  superintendent  of 
Southern  department  of  the  Blair  Limestone 
Company  of  Pittsburgh,  Pa.,  with  headquarters 
at  Martinsburg,  W.  Va. 

1902 — Herbert  P.  Onasch  is  in  the  law  office 
of  Norton,  Penny  &  Sears  of  Buffalo,  N.  Y.  He 
is  also  evening  traffic  chief  of  the  Bell  Telephone 
Company  in  Buffalo. 

1902 — Guy  T.  Stetson  is  receiving  teller  of  the 
First  National  Bank  of  Fresno,  Cal. 

I9o2 — Philip  Weston  and  Miss  Theodora 
Louise  Pomeroy  were  married  June  30,  1910, 
at  Pittsfield. 
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1903 — Nelson  Frank  Bartlett  and  Miss  Helen 
Bertels  were  married  September  15,  1910  at 
Shrewsbury. 

1903 — Henry  F.  Burns  is  general  secretary  of 
the  Y.  M.  C.  A.  at  Keokuk,  la. 

1903 — John  Martin  Cates  and  Miss  Mary 
Arden  Randall  were  married  November  16,  1910, 
at  Annapolis,  Md. 

1903 — John  Joseph  McClelland  and  Miss 
Charlotte  Procknow  were  married  at  West 
Haven,  Conn.,  September  27,  1910. 

1903 — Robert  H.  McCurdy  is  vice-president 
and  superintendent  of  the  Delaware  River  Steel 
Company  at  Chester,  Pa. 

1903 —  Henry  B.  Stimson  is  with  the  firm  of 
Hornblower,  Miller  &  Potter,  24  Broad  Street, 
New  York. 

1904 —  Eugene  Judson  Curtis  and  Miss  Ardelle 
Jones  were  married  November  16,  1910,  at 
Memaphis,  Tenn. 

1904 — Cornelius  DeForest  Haskell  and  Miss 
Margaret  Marie  Tienken  were  married  at  Bone- 
steel,  S.  Dak.,  October  12,  1910. 

1904 — John  N.  Jordan  is  paymaster  on  the 
U.  S.  Supply  Ship  Celtic,  attached  to  the  At- 
lantic Squadron. 

1904 — Frederick  H.  Schmidt  is  practicing  law 
in  Sioux  City,  la. 

1904 — James  Willard  Williams  and  Miss  Char- 
lotte Taintor  Welles  were  married  June  25,  1910, 
at  Wethersfield,  Conn. 

1904 —  Frank  Herbert  Winslow  and  Miss 
Pauline  Frances  Small  were  married  October 
12,  1 910,  at  South  Portland,  Me. 

1905 —  Francis  Hardon  Burr,  son  of  Heman 
Merrick  and  Mary  Frances  Ames  Burr,  was 
born  in  Chestnut  Hill,  September  15,  1886,  and 
graduated  from  Harvard  in  1909.  He  was  cap- 
tain of  the  Harvard  eleven  in  1908,  president  of 
his  class  in  freshman  year  and  first  marshal  at 
graduation.  He  was  a  member  of  the  Harvard 
Law  School  and  died  December  4,  1910,  in 
Boston. 


1905 — Trevor  A.  Cushman  is  with  the  United 
Shoe  Machinery  Company  of  Boston  and  lives 
at  26  Middlesex  Ave.,  Reading. 

1905 — George  Dimmick  Kittredge  and  Miss 
Maude  R.  Feeney  were  married  in  Haverhill, 
October  26,  1910.  They  will  live  at  Mt.  Vernon, 
N.  H. 

1905 —  Charles  B.  Stuart  is  with  Brewster  & 
Co.,  670  Fifth  Ave.,  New  York. 

1906 —  Rodney  Wheeler  Brown  and  Miss  Mabel 
Anna  Hayes  were  married  October  5,  1910,  at 
Lewiston,  Me. 

1906 — Arthur  B.  Gilbert  is  an  instructor  in 
English  in  the  Case  School,  Cleveland,  O. 

1906 — Milton  Wright  Griggs  and  Miss  Arline 
Bayliss  were  married  October  1,  1910,  at  Port 
Jefferson,  Long  Island,  N.  Y. 

1906 — Frederick  James  Murphy  and  Miss 
Marie  Amelia  Wells  were  married  in  Waterbury, 
Conn.,  November  2,  1910. 

1906 —  David  Augustus  McSterling  was  born 
at  Kingston,  Jamaica,  January  18,  1879,  and 
graduated  from  Harvard  in  191  o.  He  died  soon 
after  reaching  Jamaica  in  the  early  summer. 

1907 —  Harvey  Fisk  and  Miss  Elizabeth  Rich- 
mond were  married  at  Woodstock,  Vt.,  Septem- 
ber 7,  1910. 

1907 — Harlan  F.  Hansen  is  with  the  New 
York  Telephone  Co.,  15  Dey  St.,  New  York 
City,  and  may  be  addressed  at  60  Clark  Street, 
Brooklyn,  N.  Y. 

1907 — George  Albert  Heintzemann  and  Miss 
Frances  Evelyne  Lincoln  were  married  at  Boston, 
June  9,  1910. 

1909 —  Evert  Wendell  Jackson  and  Miss  Vir- 
ginia Jones  were  married  June  30,  1910,  at 
Wilkes-Barre,  Pa. 

1910 —  Lauran  Bosworth  Paine,  son  of  Frank- 
lin and  Antoinette  J.  Smith  Paine,  was  born  in 
Duluth,  Minn.,  June  16,  1890,  and  entered  Cor- 
nell as  a  freshman  and  was  acting  captain  of 
his  class  football  team.  He  died  in  Ithaca,  N.  Y., 
October  26,  1910. 


Phillips  Academy 

'ANDOVER,  MASSACHUSETTS 


OHILLIPS  ACADEMY  has  established  very  high  repute 
for  its  broad  scholarship,  for  its  elevated  ideals,  and 
especially  for  the  practical  success  which  has  been  obtained 
by  its  students. 

In  all  the  leading  professions  and  every  useful  avenue 
of  endeavor,  its  alumni  are  found  among  the  leaders.  In  all 
the  great  colleges,  and  particularly  Yale  and  Harvard,  the 
graduates  of  this  Academy  have  for  years  been  distinguished 
for  their  thoroughness  of  preparation,  and  success  in  their 
college  work.  The  academy  has  also  done  a  useful  work  in 
the  education  of  boys  who  have  not  gone  to  college.  Espec- 
ially is  it  distinguised  for  its  American,  Democratic  spirit;  the 
sons  of  the  wealthiest  men  in  the  country  mingling  with  boys 
who  are  working  their  way  through  school. 

The  courses  of  the  academy  have  thoroughly  adjusted 
and  adapted  themselves  to  the  highest  collegiate  requirements. 
The  ability  of  its  faculty,  the  excellence  of  its  equipment,  its 
library  and  laboratory  facilities,  the  prestige  of  honorable 
history  and  other  advantages  and  achievements,  have  placed 
Phillips  Academy  in  the  front  rank  of  American  schools. 
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EDITORIAL 


Phillips  Academy  has  had  so  many 
occasions  in  recent  years  to  express  its 
gratitude  to  Mr.  Melville  C.  Day,  that  it 
seems  almost  impossible  to  make  fitting 
public  acknowledgment  of  his  continued 
benefactions.  Not  content  with  making 
possible  the  immediate  erection  of  the 
first  of  the  new  dormitories  now  in 
process  of  construction  Mr.  Day  has 
once  again  and  most  generously  come 
to  the  assistance  of  the  Trustees.  On 
learning  that  about  one-third  of  the 
entire  amount  needed  to  ensure  the  erec- 
tion of  the  second  building  was  still 
required  Mr.  Day  promptly  sent  word 
from  Italy  that  he  would  be  responsible 
for  the  balance  in  order  that  the  work 
might  go  forward  at  once.  By  the  time 
this  letter  was  -eceived  most  of  this 
balance  had  been  secured,  but  this  fact 
in  no  sense  detracts  from  the  generosity 
of  the  offer  or  lessens  the  gratitude  of 
the  Trustees  and  friends  of  the  school  to 
this  most  loyal  alumnus  and  benefactor. 
The  Bulletin  again  extends  to  Mr.  Day 
in  behalf  of  the  school  and  all  who 
cherish  its  welfare  most  hearty  thanks 
for  this  latest  evidence  of  his  generous 
loyalty  and  good  will. 


On  another  page  we  print  the  first  re- 
port of  the  work  being  carried  on  by  the 
students  under  the  direction  of  Mr. 
Clough  among  foreigners  in  Lawrence. 
As  the  significance  of  this  work  can 
hardly  be  overestimated  we  hope  that 
the  readers  of  the  Bulletin  will  examine 
this  report  with  care.  The  work  has  a 
double  value,  to  the  foreigners  who  are 
taught  and  to  the  boys  who  teach.  In- 
directly the  influence  on  the  student  body 
as  a  whole  cannot  fail  to  be  helpful.  For 
the  foreigners  the  value  of  the  work  lies 
not  merely  in  the  opportunity  afforded 
them  to  learn  the  English  language  but 
even  more  perhaps  in  the  ideals  pre- 
sented to  them  of  their  proper  obliga- 
tions as  American  citizens  and  a  clearer 
understanding  of  the  theories  of  govern- 
ment on  which  the  nation  rests.  In  this 
latter  feature  of  the  work  valuable  aid 
is  given  through  the  talks  and  lectures 
contributed  by  members  of  the  faculty 
and  others.  To  the  boys  themselves  the 
benefits  are  many.  The  realization  that 
they  are  rendering  to  their  fellowmen 
and  to  their  country  a  distinct  service 
necessarily  tends  to  strengthen  the  phil- 
anthropic spirit  and  truly  Christian  mo- 
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tives.  The  appreciation  of  the  zeal  of 
their  pupils  to  make  intellectual  progress 
in  the  world's  struggle  cannot  fail 
to  arouse  a  deeper  appreciation  of  their 
own  great  opportunities  and  privileges. 
And  finally  the  closer  understanding  of 
the  needs  and  aspirations  of  those  less 
favored  than  themselves  is  sure  to  de- 
velop in  the  hearts  of  those  accustomed 
to  ease  and  plenty  a  deeper  sympathy 
for  their  fellowmen  and  greater  ability 
in  later  years  to  render  substantial  aid 
in  solving  the  problems  of  the  working 
classes. 

The  development  of  the  Bulletin  in 
recent  years  may  be  regarded  as  reflect- 
ing the  growth  and  development  of  the 
school  itself  during  this  same  period.  If 
the  interest  of  the  alumni  was  to  be 
awakened  it  was  realized  by  the  school 
authorities  that  there  must  be  some 
medium  established  through  which  the 
alumni  could  be  kept  fully  informed  of 
the  present  day  activities  of  the  school 
and  its  plans  for  the  future.  To  meet 
this  need  the  Alumni  Edition  of  the 
Phillipian  was  started,  the  first  issue  ap- 
pearing in  February,  1903.  The  paper 
was  published  three  times  a  year  and  was 
mailed  to  all  those  whose  addresses  were 
known.  As  the  Alumni  interest  sought 
for  increased  it  was  found  that  the  old 
medium  of  imparting  information  was 
not  adequate,  and  in  August,  1906,  the 
first  issue  of  the  Phillips  Bulletin  ap- 
peared. This  paper  like  its  predecessor 
was  issued  three  times  a  year  and  was 
cordially  welcomed  by  old  Andover  men. 
The  latest  development  of  the  Bulletin 
both  in  form  and  contents,  has  been 
warmly  approved  by  its  readers.  The 
Bulletin  in  its  improved  dress  made  its 
first  appearance  with  the  January  issue 
of  the  current  school  year.    It  will  be 


issued  four  times  a  year  instead  of  three 
as  formerly,  and  it  is  confidently  hoped 
that  the  high  standard  set  in  the  last 
issue  will  be  maintained  if  not  eventually 
improved. 

As  the  commencement  season  ap- 
proaches we  desire  to  call  the  attention 
of  old  Andover  men  to  the  various  class 
reunions  that  will  be  held  at  that  time 
and  to  the  increasing  attractions  that 
Andover  offers  to  her  returning  sons. 
In  recent  years  the  number  of  those  who 
have  revisited  during  this  reunion  season 
the  scenes  of  their  school  days  has 
steadily  increased.  Since  the  dormi- 
tories and  school  houses  furnish  attract- 
ive accommodations  for  the  alumni  who 
return  a  visit  to  Andover  at  this  inter- 
esting season  may  be  made  with  comfort 
and  pleasure.  The  graduating  exercises 
are  of  increasing  interest;  the  material 
growth  of  the  school  cannot  fail  to 
arouse  enthusiasm :  the  dinner  and  its 
oratory  are  well  worth  while:  and  the 
opportunities  to  renew  old  friendships 
and  to  revisit  old  and  familiar  scenes 
have  their  own  peculiar  charm  and  value. 
We  cordially  invite  all  those  who  claim 
Phillips  Academy  as  their  school  and 
who  retain  an  interest  in  its  welfare  to 
accept  the  opportunity  offered  by  the 
commencement  season  to  renew  their 
acquaintance  with  the  school  and  to  view 
for  themselves  the  great  changes  that 
recent  years  have  wrought. 

We  invite  the  attention  of  our  readers 
to  the  report  of  the  secretary  of  the 
Phillips  Academy  Alumni  Fund  Com- 
mittee which  appears  on  another  page 
in  this  issue.  Since  this  work  was  or- 
ganized in  1905  the  results  secured  have 
been  of  the  greatest  value  to  the  school. 
For  years  the  Academy  has  had  a  hard 


The    Phillips  Bulletin 


5 


struggle  financially  to  make  its  ends 
meet.  Deficits  have  not  been  uncommon 
and  these  deficits  have  necessitated  un- 
desirable curtailments  and  economies  at 
a  time  when  the  natural  development  of 
the  school  demanded  increased  outlay. 
The  income  derived  from  this  fund  has 
prevented  the  school  from  being  serious- 
ly crippled  in  its  work.  If  the  alumni 
as  a  whole  could  once  be  brought  to 
realize  the  great  value  of  a  widespread 
interest  and  activity  in  this  particular 
undertaking  the .  Academy  would  profit 


even  more  than  from  a  largi  contribu- 
tion to  its  endowment  funds.  Here  is 
an  opportunity  for  the  individual  to 
show  in  a  definite  way  appreciation  of 
what  the  school  has  done  for  him  and 
an  interest  in  its  further  progress. 
Since  even  the  smallest  contributions  are 
acceptable  no  one  need  hesitate  to  be- 
come associated  with  the  work.  We 
earnestly  hope  that  the  aim  of  the  com- 
mittee to  secure  the  active  co-operation 
of  at  least  twenty-five  per  cent  of  the 
alumni  may  be  realized. 


General    School  Interests 


THE   NEW  D 

Work  on  the  first  of  the  new  dormitories 
recently  authorized  by  the  Trustees  has 
been  pushed  rapidly  during  the  past  term. 
The  outside  walls  and  the  roof  have  been 
entirely  finished  and  it  is  expected  that 
the  inside  finishings  will  have  been  com- 
pleted by  the  end  of  the  spring  term.  A 
detailed  description  of  this  building,  which 
is  located  just  south  of  the  old  Seminary 
row,  has  been  given  in  an  earlier  issue  of 
the  Bulletin. 

In  our  January  issue  reference  was  made 
to  a  second  new  dormitory  which  the 
Trustees  hoped  to  erect  in  the  near 
future,  the  funds  to  be  provided  by  issuing 
notes  of  five  hundred  dollars  each  to 
alumni  and  friends  of  the  school.  These 
notes  bear  interest  at  4  1-2  per  cent  and 
are  guaranteed  both  as  to  principal  and 
interest  by  the  Trustees.  It  will  be  re- 
called that  it  was  the  original  intention  of 
the  Trustees  to  finance  the  first  of  the  two 
new  buildings  in  this  way  but  that  imme- 
diate erection  was  made  possible  by  the 
generosity  of  Mr.  Melville  C.  Day,  who 
agreed  to  furnish  the  entire  amount  in- 
involved  in  the  contract  and  on  terms 
unusually  favorable  to  the  school.  Since 
considerable  progress  had  been  made  in 
securing  funds  for  this  purpose  by  the 
issue  and   sale  of  notes   referred   to  the 


ORMITORIES 

Trustees  decided  to  continue  their  efforts 
to  secure  the  total  amount  required  and 
to  build  a  second  dormitory  on  substan- 
tially the  original  plans.  While  this  work 
was  in  progress  but  before  the  entire  sum 
required  had  been  secured  word  was  re- 
ceived from  Mr.  Day  that  he  would  be  glad 
to  furnish,  on  the  same  favorable  terms 
obtaining  in  his  earlier  benefaction,  what- 
ever balance  was  needed  to  complete  the 
fund  and  to  ensure  the  immediate  erection 
of  dormitory  No.  2.  On  receipt  of  this 
most  gratifying  news  a  contract  for  the 
second  building  was  at  once  signed  and 
work  was  soon  after  started.  The  founda- 
tions have  already  been  completed  and  the 
building  will  be  ready  for  occupancy  at  the 
opening  of  the  next  school  year. 

The  location  decided  upon  for  the  new 
building  is  in  the  rear  of  what  is  known  as 
the  old  Mansion  House  site  west  of  Main 
street.  It  will  stand  on  the  edge  of  the 
present  running  track,  fronting  to  the  East. 
The  rooms  in  the  rear  of  the  building  will 
command  the  western  view  so  highly 
prized  by  all  who  are  familiar  with  the 
natural  attractions  of  Andover  Hill.  The 
floor  plans  will  be  practically  the  same  as 
those  of  the  first  building  mentioned  and 
the  exterior  will  be  only  slightly  changed. 
Accommodations    will    be    provided  for 
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forty-six  boys  and  two  resident  instructors. 

Names  for  these  two  buildings  have  not 
yet  been  decided  upon  and  for  conveni- 
ence they  are  temporarily  designated  East 
and  West  Halls. 


NEW  INFIRMARY 

For  several  years  the  school  has  used 
as  an  infirmary  the  building  on  the  edge 
of  the  running  track  and  formerly  known 
as  the  track  house.  The  building  was  re- 
modeled at  considerable  expense  and  was 
fitted  with  all  necessary  modern  con- 
veniences including  hot  and  cold  water, 
bath  room,  electric  lights  and  telephone. 
A  well  appointed  kitchen  and  a  nurse's 
room  were  also  added.  The  building  has 
served  a  most  useful  purpose,  but  it  has 
not  been  large  enough  to  accommodate  all 
cases  of  illness,  especially  at  periods  of 
semi-epidemic  sickness.  Nor  has  it  been 
adapted  to  the  proper  housing  of  both  con- 
tagious cases  and  ordinary  illnesses  at  the 
same  time. 

The  need  of  larger  infirmary  facilities 
has  been  very  satisfactorily  met  by  the 
Trustees  in  fitting  up  one  of  the  several 
buildings  included  in  the  Williams  estate, 
the  purchase  of  which  was  announced  in 
the  last  issue  of  the  Bulletin.  The  build- 
ing was  formerly  used  by  employees  of 
the  estate.  It  is  new  and  carefully  con- 
structed. The  rooms  are  large,  airy  and 
very  sunny,  and  the  appointments  of  the 
house  are  thoroughly  modern.  In  every 
was  the  house  is  admirably  adapted  for 
infirmary  purposes.  An  experienced  matron 
is  in  charge  and  all  boys  too  ill  to  attend 
school  exercises  are  sent  here  at  once  for 
proper  treatment  and  care.  The  track 
house  is  still  used  for  contagious  diseases. 


LAWRENCE  WORK 

Charles  C.  Clough  '06,  who  was  secured 
by  the  students  to  direct  educational  work 
for  the  foreigners  in  Lawrence,  has  made 
the  following  report  of  the  winter  term: 

"The  latter  part  of  last  term  you  voted 
to  support  a  work  in  Lawrence  for  the 
teaching  of  English  to  foreigners.  The 
work  was  begun  the  first  part  of  January. 


Several  places  where  successful  classes 
had  been  conducted  were  visited,  and  in- 
formation secured  from  men  who  are  the 
leaders  in  this  work  in  the  country. 

"On. January  20  the  Board  of  Directors 
met  in  Lawrence.  A  name  was  chosen  as 
follows:  'The  Phillips  Academy  Educa- 
tional Union."  Two  new  stores  were  se- 
cured, at  127  and  129  Lawrence  street  in 
the  center  of  a  Lithuanian,  Syrian,  Polish 
and  Italian  quarter.  The  Syrian  classes 
were  gathered  by  visits  to  their  various 
clubs.  An  interpreter  was  found  in  each 
place  visited.  The  Lithuanian  classes  were 
started  through  their  leading  citizen.  The 
first  class  was  held  on  the  evening  of 
January  26th,  with  fifteen  Lithuanians  in 
attendance.  On  January  27th  the  Syrian 
class  met,  with  but  four  present.  Since 
then  two  or  more  classes  have  been  held 
each  Monday  and  Thursday  for  Lithu- 
anians, and  two  or  more  classes  each 
Tuesday  and  Friday  for  Syrians.  Special 
instruction  has  been  given  to  individuals 
in  the  afternoon.  All  of  the  men  have 
shown  great  improvement,  but  the  Lithu- 
anians as  a  whole  are  the  most  enthusias- 
tic. However,  the  perseverance  and  ad- 
vancement shown  by  a  few  of  the  Syrians 
are  marked.  Every  man  in  the  classes  can 
write  at  least  his  name,  with  one  excep- 
tion. All  are  able  to  read  simple  English 
and  a  few  are  able  to  spell  the  smaller 
words.  Every  man  has  expressed  his  desire 
to  continue  the  work  during  the  summer, 
except  one  boy  who  is  to  leave  the  city. 

One  Lithuanian  boy  plans  to  enter  Val- 
paraiso College  next  fall.  Another  Lithu- 
anian, earning  $10  a  week,  wanted  to  give 
$5  to  the  work,  while  one  Syrian  wants  to 
come  to  the  classes  every  night.  This  same 
man  broke  up  the  classes  twice  in  one  eve- 
ning to  insist  that  he  wanted  to  go  ahead 
faster. 

The  record  of  attendance  is  as  follows: 
Total  number  of  Lithuanians  enrolled  40 
Total  number  of  Syrians  enrolled  20 
Average  attendance  of  Lithuanians  23 
Average  attendance  of  Syrians  II 
Average  attendance  of  Lithuanians 

at  lectures  26 
Average  attendance  of  Syrians  at  lec- 
tures 9 
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The  increase  of  attendance  has  been  over 
one  hundred  per  cent  since  the  opening 
night. 

The  class  room  teaching  is  done  by  four 
Andover  students  each  night.  On  Monday 
nights  the  following  students  have  classes: 
A.  G.  Mainini,  W.  F.  Palmer,  A.  L.  Wells 
and  W.  T.  Livingston.  On  Tuesday  eve- 
nings the  student  teachers  are  Howes, 
Bodfish,  P.  M.  Clarkson,  R.  C.  Martin,  and 
N.  F.  Thompson.  On  Thursday  evening 
the  teaching  is  done  by  J.  H.  Hoffman,  G. 
H.  Washburn,  Leonard  Smith  and  C.  W. 
Johnson.  On  Friday  evenings  the  student 
teachers  are  Reginald  Ripley,  J.  M.  L. 
Bickford,  B.  N.  Fullerton  2d,  and  E.  L. 
Davis. 

The  teaching  has  been  confined  to  the 
undergraduates  of  Andover  and  has  in- 
cluded in  all  sixteen  men.  It  is  to  the 
enthusiastic  and  skillful  efforts  of  these 
men  that  the  success  of  the  work  is  due. 
The  work  for  next  term  will  be  carried  on 
along  the  same  general  lines.  ' 

A  series  of  lectures  was  begun  Wednes- 
day, February  8th,  and  will  continue  weekly 
until  May,  alternating  for  Lithuanians  and 
Syrians.  The  lectures  have  been  well  at- 
tended, and  with  the  aid  of  a  stereop-ticon 
have  meant  much  in  the  way  of  entertain- 
ment and  instruction. 

On  February  8th,  Markham  W.  Stackpole 
gave  a  lecture  before  the  Lithuanians  on 
"What  Makes  a  Citizen?"  On  February 
15th.  Douglas  G;  Crawford  of  the  Academy 
faculty  lectured  before  the  Syrians  on 
"Syria  and  American  Institutions."  Pro- 
fessor Warren  K.  Moorehead  of  the  de- 
partment of  Archaeology  at  Andover 
lectured  before  the  Syrians,  March  1st,  on 
"The  American  Indian,"  showing  lantern 
slides.  On  March  8th,  Professor  Charles 
H.  Forbes  of  the  Academy  faculty  ad- 
dressed the  Lithuanians  on  "The  City  of 
Washington,"  illustrating  his  talk  with 
excellent  views.  On  March  15th,  Rev.  Clark 
Carter  spoke  to  the  Syrians  on  "Neighborly 
Obligations."  Mr.  Porter  of  the  Faculty 
spoke  to  Lithuanians,  on  March  22nd,  on 
"  Opportunities  in  the  West."  On  March 
20th,  W.  E.  Rowell,  Esq.,  of  Lawrence, 
addressed  the  Syrians  upon  "What  America 


does  for  Its  People."  Mr.  Andrews  of 
Lawrence  spoke  April  5th.  Other  speakers 
will  be  Mr.  Harrington  upon  Natural 
Science,  Dr.  Page  on  Health,  and  Principal 
Stearns  on  Patriotism. 

Indirectly  we  are  assured  by  some  of 
the  mill  owners  of  their  appreciation  of  the 
work,  and  a  great  many  citizens  of  Law- 
rence have  shown  their  hearty  interest. 

Now  that  the  men  can  speak  and  under- 
stand English  enough  to  carry  on  con- 
versation, it  would  appeal  to  you  to  hear 
the  keen  appreciation  which  they  express. 

You  are  teaching  men  to  speak  and  write 
English,  you  are  opening  up  a  way  to 
citizenship  for  them  and  giving  them  the 
best  ideals  of  American  life.  You  are  aiding 
over  sixty  men. 

The  board  of  directors  comprises:  Alfred 
E.  Stearns,  principal  of  Phillips  Andover 
Academy;  George  W.  Tupper  of  Boston, 
Y.  M.  C.  A.  secretary  of  immigration;  Rev. 
Clark  Carter,  city  missionary  of  Lawrence; 
Wilbur  E.  Rowell,  trustee  of  the  White 
fund;  George  L.  Selden,  president  of  the 
Lawrence  Y.  M.  C.  A.;  William  E.  Gould, 
representing  the  students  of  Phillips  An- 
dover Academy;  Charles  C.  Clough;  and 
Markham  W.  Stackpole,  school  minister. 


Finances 

RECEIPTS 

Sunday  Collections 

$442.77 

White  Fund 

100.00 

Sale  of  Books 

25.60 

Total 

$568.37 

EXPENDITURES 

Furnishings 

$  42-57 

Books 

40.45 

Rent 

75.00 

Salaries 

328.00 

Fuel,  Printing,  etc., 

27.03 

Total 

$513-05 

Balance,  Mar.  28,  1911 

55-32 

$568.37 

C.  T.  TIMBIE,  Treasurer. 
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NEW  MEMBER  OF  FACULTY 

One  important  change  on  the  Faculty 
was  made  at  the  beginning  of  the  winter 
term.  Mr.  Sanborn,  who  passed  through 
a  long  and  serious  illness  last  spring  and 
summer,  was  granted  leave  of  absence  for 
the  remainder  of  the  year,  and  the  vacancy 
has  been  filled  by  Mr.  Edwards  Chappell 
Porter,  a  graduate  of  Beloit  College  in  the 
class  of  1909. 

While  at  Beloit  Mr.  Porter  specialized  in 
English  and  Public  Speaking,  and  after  his 
graduation  from  the  college  he  was  recalled 
to  fill  the  position  of  instructor  in  Public 
Speaking.  He  was  re-elected  to  this  posi- 
tion at  the  close  of  the  last  college  year, 
but  preferred  to  take  up  work  in  the 
Harvard  Law  School.  The  Academy  is 
fortunate  in  being  able  to  secure  his  ser- 
vices. 

While  in  college  Mr.  Porter  participated 
prominently  in  the  general  activities.  He 
was  a  member  of  two  successful  inter- 
collegiate debating  teams,  won  the  prize 
for  extempore  speaking  and  took  third 
prize  in  the  interstate  oratorical  contest, 
an  affair  involving  about  seventy  middle 
western  colleges  and  universities.  He  was 
also  a  member  of  the  football  team  and  the 
Glee  Club.  Mr.  Porter  has  also  the  advan- 
tage of  having  travelled  in  this  country 
and  abroad.  In  addition  to  his  work  in 
English,  he  will  undoubtedly  prove  of  great 
assistance  in  furthering  the  debating  and 
public  speaking  interests  of  the  school. 


JACKSON    HOUSE  FIRE 

On  Friday,  March  3,  at  about  11.45  a.m., 
a  fire  started  in  the  Jackson  House  on 
School  street,  formerly  the  Jenkins  House. 
The  school  bell  in  the  Academy  building 
was  rung  immediately  and  the  classes  dis- 
missed. Everyone  joined  in  the  work  of 
carrying  out  furniture  and  clothing.  Prac- 
tically nothing  movable  was  left  in  the 
house  by  the  time  that  the  water  started 
to  come  through. 

The  Andover  fire  department  arrived 
on  the  scene  before  the  flames  gained 
much  headway.  The  fire,  however,  proved 
very  difficult  to  get  at.  It  started 
above  the  kitchen,  but  crept  along  under 


the  roof  to  the  main  part  of  the  house. 
The  hose  was  carried  up  through  the 
attic,  and  although  the  damage  done  by 
the  flames  amounted  to  practically  nothing, 
the  plaster,  carpets,  and  decorations  were 
ruined  by  water. 

All  the  fellows  who  lived  in  the  house 
secured  temporary  rooms,  and  the  house 
was  immediately  repaired  and  ready  for 
use  at  the  opening  of  the  Spring  term. 


DONATIONS   TO  LIBRARY 

The  Academy  Library  has  recently  been 
the  recipient  of  the  very  generous  gift  of 
the  private  library  of  Henry  M.  Plumer,  P. 
A.  '73.  The  gift  comprises  144  volumes 
of  valuable  books,  including  the  complete 
works  of  Tennyson,  Milton,  Dickens, 
Hugo,  Longfellow,  Hawthorne,  Burns, 
Moore,  and  Shakespeare;  the  complete 
"  History  of  the  United  States "  by  Ban- 
croft; Hume's  "History  of  England;"  a 
very  valuable  illustrated  edition  of  John 
Fiske's  complete  historical  writings,  and  a 
number  of  volumes  on  political  economy. 
The  gift  was  made  by  Mrs.  Harr  of  Roch- 
ester, N.  H.,  a  sister  of  Mr.  Plumer. 

With  the  addition  of  these  volumes  the 
library  now  has  a  total  of  about  4400  vol- 
umes. All  of  these  have  been  carefully 
selected,  and  no  attempt  has  been  made  to 
increase  the  number  of  books  by  the  pur- 
chase of  sets  of  no  practical  worth,  c-r  by 
the  buying  of  a  number  of  duplicate  vol- 
umes. The  library  is  especially  fortunate 
in  having  a  very  broad  and  useful  collection 
of  critically  selected  historical  works  of 
reference.  In  this  respect,  it  probably 
cannot  be  surpassed  by  the  library  of  any 
other  secondary  school  in  the  United 
States. 

The  books  have  been  divided  into  seven 
different  heads.     The  classification   is  as 


follows: 

History  1623 

English  Literature  1270 

Science  285 

Modern  Languages  128 

General  Works  521 

Classics  350 

Plumer  Collection  144 
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The  report  of  the  U.  S.  Bureau  of  Edu- 
cation for  1909  shows  that  there  are  121 
secondary  schools  in  the  United  States 
with  libraries  of  5000  volumes  or  over.  Of 
these,  St.  Paul's  School  (Concord)  is  the 
largest,  having  18,000  volumes.  St.  Mark's 
has  7000;  Groton,  6000;  Hill,  5500;  Law- 
renceville,  5000. 

The  school  has  been  fortunate  in  secur- 
ing the  services  of  Mr.  Albert  Farnsworth 
as  librarian  for  the  winter  and  spring 
terms.  Mr.  Farnsworth  graduated  from 
Andover  in  1906,  having  taken  the  prize  in 
English  History  which  was  formerly  given 
in  that  subject.  He  paid  special  attention 
to  the  study  of  history  while  in  Brown 
University,  and  after  graduating  in  1910 
he  taught  that  subject  in  the  Providence 
High  School,  but  was  forced  to  resign  re- 
cently on  account  of  ill  health. 


NEW  SCHOLARSHIP 

The  school  has  recently  acquired  a 
scholarship  in  the  School  of  Mines,  En- 
gineering and  Chemistry  of  Columbia  Uni- 
versity. This  scholarship,  which  amounts 
to  $250  and  covers  the  tuition  in  this  de- 
partment of  the  university,  is  open  to  any- 
one who  has  been  recommended  by  the 
faculty  of  Phillips  Academy,  and  has 
passed  the  entrance  examination  to  Co- 
lumbia. 


DR.    EASTMAN'S  LECTURE 

On  Thursday  evening,  March  9,  a  large 
audience  heard  Dr.  Charles  Eastman  lec- 
ture on  "  Chief  Joseph's  Retreat."  The 
lecture  was  held  in  the  Stone  Chapel,  and 
those  who  attended  found  the  doctor  a 
most  interesting  and  delightful  speaker  on 
a  subject  with  which  he  is  thoroughly  ac- 
quainted. He  is  a  full-blooded  Sioux 
Indian,  and  lectured  dressed  in  full  Indian 
costume.  He  was  born  in  1862  in  what  is 
now  South  Dakota,  and  lived  with  his 
people  in  that  territory  and  Nebraska 
during  his  boyhood.  He  has  studied  at 
Carlisle,  Dartmouth,  and  Harvard,  and  is 
regarded  as  the  most  cultured  of  the 
American  Indians. 


OBITUARY 

MRS.    MARGARET  PEABODY 

By  the  death  of  Mrs.  Margaret  A.  Pea- 
body,  which  occurred  in  Germantown,  Pa., 
on  February  8th,  Phillips  Academy  lost  one 
of  its  most  loyal  friends  and  most  generous 
benefactors.  The  deceased  was  the  wife 
of  Mr.  R.  Singleton  Peabody  of  the  class 
of  1857,  and  in  1901,  together  with  her  hus- 
band, established  the  Archaeological  De- 
partment, providing  for  it  an  endowment 
for  instruction,  publication,  and  research, 
and  for  the  care  and  increase  of  collections. 
Included  in  this  endowment  was  a  building 
fund,  and  immediately  work  was  com- 
menced on  the  present  Archaeology  Build- 
ing, which  was  completed  and  dedicated 
in  1902.  Since  that  time  Mr.  and  Mrs. 
Peabody  have  added  to  their  original  gift 
by  presenting  the  school  with  a  large  num- 
ber of  valuable  specimens  for  the  collection 
in  American  archaeology. 

Since  the  establishment  of  the  Arch- 
aeology Foundation  in  Phillips  Academy 
Mrs.  Peabody  has  taken  a  lively  interest 
in  the  work  of  the  department.  Her  occa- 
sional visits  to  Andover  are  remembered 
with  pleasure.  Mrs.  Peabody  was  a  woman 
of  rare  culture  and  charm  with  a  deep 
interest  in  things  intellectual  and  spiritual. 
In  character  and  interests  she  was  well 
qualified  to  be  associated  with  those  earlier 
founders  and  benefactors  of  the  school 
whose  memory  Phillips  Academy  cherishes 
among  its  most  priceless  legacies. 

MRS.  ELIZABETH  STUART  PHELPS  WARD 
Mrs.  Elizabeth  Stuart  Phelps  Ward,  the 
well-known  author,  died  January  28th,  at 
her  home  in  Newton  Centre.  Most  of  her 
life  was  spent  in  Andover,  where  her 
father,  Rev.  Austin  Phelps,  held  the  pro- 
fessorship of  Rhetoric  in  Andover  Theo- 
logical Seminary,  and  lived  in  the  house 
now  occupied  by  Mr.  Stackpole.  She  was 
a  friend  of  such  men  as  Longfellow,  Whit- 
tier  and  Holmes,  all  of  whom  visited  her 
in  her  Andover  home.  In  her  Reminis- 
cences she  graphically  describes  the  life  on 
the  "  Hill "  in  those  days,  and  the  scene 
of  one  of  her  novels,  "  A  Singular  Life," 
was  partly  laid  in  Andover. 
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Undergraduate  Activities 


THE   NEW   ATHLETIC  POLICY 


Public  comment  on  Andover's  newly 
adopted  athletic  policy  for  the  major 
sports  has  been  widespread  and  on  the 
whole  strongly  favorable  to  the  plan.  We 
quote  below  an  editorial  article  on  the  sub- 
ject that  appeared  in  the  Yale  Alumni 
Weekly  of  February  3rd. 

"The  recently  announced  innovation 
in  the  policy  of  Phillips  Andover  Ac- 
ademy toward  school  sports  is  worthy 
of  more  than  passing  notice.  Andover 
will   try   next  fall  the  experiment  of 
laying  stress  on  interclass  football,  and 
of  treating  the  school  team  as  an  ag- 
gregation of  the  best  players,  not  as 
the  only  aggregation  of  players.  The 
results    of    this    experiment    will  be 
awaited  with  much  curiosity  by  rational 
followers  of  American  school  and  col- 
lege sport.    While  the  conditions  are 
not  identical,  because  of  age  and  phy- 
sique, there  is  much  similarity  between 
the  athletic  situation  in  a  college  or 
university  and  that  of  a  large  school — 
particularly,  of  course,  the  large  private 
school.    The  ideal  arrangement  would 
be  to  have  the  strongest  possible  inter- 
collegiate teams  and  at  the  same  time 
have    the    strongest    possible  general 
athletics.    The  balance,  however,  has 
been  hard  to  keep,  and  so  at  many 
American  colleges  we  see  football,  for 
instance,  practically  restricted  to  one 
group   of  men — the  Varsity  squads — 
out  of  which  the  Varsity  teams  are 
chosen,    with    the   undergraduates  at 
large  letting  the  sport  severely  alone. 
Baseball  is  somewhat  better  balanced, 
and  Yale  Field,  for  instance,  sees  every 
year  plenty  of  scrub  baseball  played  for 
the  fun  of  it.    Andover  proposes,  in 
football,  to  call  out  the  250  or  more 
men  who  like  the  game,  divide  them 
into  class  groups  and  then  into  smaller 
groups  according  to  age  and  strength, 
and   match   these   teams   against  each 


other  in  a  kind  of  school  tournament, 
selecting  the  best  eleven  men  for  the 
school  team  from  all  of  these  squads 
only  a  short  time  before  the  Exeter 
game.  This  team  will  then  play  the 
Yale  and  Harvard  Freshmen,  probably, 
for  practice  and  then  go  up  to  the  an- 
nual championship.  This  plan  should 
bring  out  every  able-bodied  boy  in  the 
School  and  create  a  very  general  foot- 
ball interest,  which,  because  it  is  dif- 
fused over  all  the  boys  instead  of  cen- 
tered on  the  few  School  athletic  lead- 
ers, should  be  far  less  nervous  and  ex- 
citing and  injurious  than  it  now  is.  The 
move  is  in  the  right  direction — toward 
general  athletics — and  is  one  of  the 
most  promising  developments  in  Am- 
erican school  life  that  we  have  noted 
in  a  long  while." 

The  Boston  Evening  Transcript  recently 
published  an  article  on  the  new  policy  and 
in  the  same  issue  an  interesting  editorial 
comment.    The  article  says  in  part: 

"The  newly  adopted  policy  for  the 
direction  of  the  major  sports  at  Phillips 
Andover  Academy  is  attracting  wide 
attention.  Friends  of  sane  and  whole- 
some athletics  see  in  the  adoption  of 
this  policy  a  great  step  forward  in  the 
effort  to  make  the  athletics  of  schools 
and  colleges  what  they  ought  to  be." 
We  quote  the  Transcript's  editorial  com- 
ment in  full: 

"Phillips  Academy  at  Andover  is 
about  to  inaugurate  an  athletic  experi- 
ment that  will  be  watched  with  interest 
by  all  concerned  with  physical  training 
at  our  preparatory  schools.  It  has  been 
adopted  with  the  purpose  of  providing 
athletics  for  the  many,  rather  than  for 
the  "star"  player;  to  give  every  boy 
in  the  academy  an  equal  chance  to 
"make"  his  team;  to  take  a  large  ma- 
jority of  the  students  from  the  bleach- 
ers  to  the  playing  field  and  greatly 
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shorten  the  period  in  which  the  'var- 
sity players  are  under  the  spotlight  of 
publicity.  This  new  plan  will  become 
operative  with  the  opening  of  the  Ac- 
ademy next  fall.  The  following  spring 
the  arrangement  will  be  extended  to 
baseball,  and  thus  all  departments 
eventually  will  be  brought  under  the 
system. 

"In  recent  years  long  strides  have 
been  made  toward  the  goal  of  safe  and 
sane  sports  in  our  preparatory  schools 
and  colleges,  but  there  is  opportunity 
for  still  greater  advancement.  Too 
much  attention  is  now  being  paid  to 
the  "star"  in  all  branches  of  sport,  to 
the  detriment  or  total  neglect  of  his 
weaker  brother.  Sensational  and  pic- 
toral  journalism  has  unduly  lauded  the 
boys  who  happen  by  reason  of  early 
physical  development  to  overtop  for 
a  time  their  classmates  out  for  athletic 
teams.  The  'varsities  are  chosen  so 
early  that  a  comparative  few  receive 
the  best  coaching  and  training.  At 
Andover  they  hope  to  remedy  these 
evils,  and  the  experiment  is  certainly 
worth  while." 

The  Exeter  Alumni  Bulletin  for  March 
says  editorially: 

"The  Bulletin  is  indebted  to  Prin- 
cipal Stearns  for  the  account,  which 
appears  in  this  number,  of  the  new 
method  of  conducting  major  athletics 
soon  to  be  tried  at  Andover.  It  is  a 
broad-minded  and  courageous  innova- 
tion and  a  long  step  in  the  direction  of 
the  goal  which  lovers  of  sport  wish  to 
see  attained  —  the  enthusiastic  partici- 
pation of  all  who  are  sound  of  body 
in  the  school  games." 


The  following  is  the  schedule: 
Apr.    7 — Dartmouth  Varsity. 
Apr.  8 — Springfield  College. 
Apr.  19 — New  Hampshire  College. 
Apr.  22— Yale  Varsity,  at  New  Haven. 
Apr.  26 — Boston  College. 
Apr.  28 — Yale  Freshmen. 
May    3 — Bates  College. 
May    6 — Princeton  Freshmen. 
May  10 — Open. 
May  13 — Cushing. 
May  19 — Pennsylvania  Freshmen. 
May  20 — Harvard  Freshmen,  at  Cambridge. 
May  24 — Alumni. 
May  27 — English  High. 
May  30 — Harvard  Varsity. 
June    3 — Exeter. 

The  games  with  Dartmouth  and  Spring- 
field College  were  prevented  by  the  poor 
condition  of  the  field. 


INDOOR   BASEBALL  GAME 

In  an  indoor  baseball  game  replete  with 
good  fun,  the  varsity  baseball  men  de- 
feated the  faculty  in  the  gymnasium,  Sat- 
urday afternoon,  January  21,  by  the  score 
of  16  to  13.  The  faculty  took  the  lead  in 
the  first  three  innings,  but  the  varsity 
equalled  their  score  in  the  fourth,  and  in 
the  fifth  inning  took  the  lead  which  they 
held  to  the  end  of  the  game. 

The  teams  lined  up  as  follows: 
FACULTY  VARSITY 
Stearns,  p.  p.  Ripley 

Stackpole,   c.  c.  Wright 

Tower,  ib  ib,  Daugherty 

Poynter,  2b  2b,  Beedy 

O'Brien,  3b  3b,  Reilly 

Lillard,  ss.  cf.  Van  Brocklin 

Sturgis,  cf.  rf.  H.  Middlebrook 

Hodgkins,  rf.  ss.  Boles 

French,  If.  If.  L.  Middlebrook 


BASEBALL  SCHEDULE 

The  baseball  schedule  for  191 1  will  be 
found  below.  It  includes  sixteen  games, 
two  of  which  will  be  played  out  of  town, 
that  with  Yale  at  New  Haven  on  April  22, 
and  that  with  Harvard  Freshmen  at  Cam- 
bridge on  May  24. 


BASKETBALL  REVIEW 

With  the  game  against  the  Yale  Fresh- 
man team  February  28,  Andover's  191 1 
basketball  season  came  to  a  close. 

Six  players  and  the  manager  were  given 
the  insignia  this  year,  namely:  Captain 
Hay,  M.  R.  Brann,  A.  E.  Cliattcrton,  G. 
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W.  Washburn,  W.  Wright,  W.  E.  Gould, 
and  Manager  W.  W.  Butts. 

The  total  number  of  points  secured  by 
Andover  was  341  and  by  her  opponents 
305.     All  of  the  games  except  that  with 


Dartmouth 

Fre 

shmen,   February  21,  were 

at  Andover. 

The  scores  of  the  games  were  as  follows. 

Andover 

17. 

Boston  College  18. 

Andover 

54, 

Tufts  Freshmen  15. 

Andover 

14. 

Harvard  '13,  20. 

Andover 

24. 

Stearns  School  15. 

Andover 

22, 

N.  H.  State  41. 

Andover 

33, 

M.  I.  T.  16. 

Andover 

26, 

Cushing  42. 

Andover 

44, 

St.  Anselm's  19. 

Andover 

34, 

Brown  Fresh  28. 

Andover 

10, 

Dartmouth  '14,  24. 

Andover 

33, 

Brown  Second  12. 

Andover 

15, 

Dartmouth  '14,  27. 

Andover 

15, 

Yale  Freshmen  27. 

KIPLING  RECITAL 

On  the  evening  of  March  14th  a  large 
and  responsive  audience  enjoyed  the  Kip- 
ling recital  given  by  Mr.  Henry  J.  Had- 
field  in  the  Stone  Chapel.  Mr.  Hadfield 
calls  his  interpretation  "The  Humor  and 
Mystery  of  the  East  and  the  West;  or, 
Kipling,  the  Singer  of  His  Clan."  Mr. 
Hadfield  recites  the  poems  dressed  as  the 
character  portrayed  in  them,  and  thus 
makes  his  recital  more  vivid. 

This  was  Mr.  Hadfield's  second  recital 
in  Andover.  and  judging  from  his  appre- 
ciative audience  his  future  visits  will  be 
looked  forward  to  with  a  great  deal  of 
interest. 

LECTURE   ON  JAPAN 

A  most  interesting  lecture  on  Japan  was 
given  Thursday  evening,  January  26,  by 
Prof.  E.  S.  Morse,  head  of  the  Peabody 
Institute  at  Salem.  Mr.  Morse  was  for 
four  years  a  professor  in  Tokio  University 
in  Japan,  and  has  traveled  extensively  in 
the  East.  He  can,  therefore,  speak  with 
authority  on  his  subject,  "  Glirrrpses  of 
Japan  and  Its  People."  The  illustrations 
skilfully  drawn  on  a  blackboard,  furnished 
additional  interest  to  the  lecture. 


HARVARD  CLUB  OF  PHILLIPS 
ACADEMY 

About  thirty  Andover  students  intending 
to  enter  Harvard  were  entertained  infor- 
mally by  the  Harvard  Club  of  the  town  on 
Tuesday  evening,  March  7th.  Brief  ad- 
dresses were  made  by  Rev.  Frederic 
Palmer,  Mr.  Lothrop  Withington,  Har- 
vard '11,  Mr.  R.  E.  Fisher,  Harvard  '12, 
Mr.  Russell  Stiles,  Harvard  '12,  Mr.  Ed- 
ward Sturgis,  Mr.  B.  H.  Hayes  and  Prin- 
cipal Stearns. 

On  Monday  evening,  March  13th,  a  dele- 
ation  of  Andover  men  from  Harvard  came 
to  Andover  to  meet  the  Andover  students 
preparing  for  Harvard  and  to  assist  in 
organizing  a  Harvard  Club  among  the 
Academy  students.  About  sixty  were 
present.  A  committee  was  appointed 
headed  by  D.  T.  Rogers,  P.  A.  '12,  and  an 
organization  was  later  formed  with  the 
following  officers: 

President,  T.  J.  Hudner,  '11. 

Vice-president,  D.  T.  Rogers,  '12. 

Secretary,  F.  E.  Large,  '12. 

Treasurer,  W.  B.  Pirnie,  '12. 

The  objects  of  this  club  are  to  bring  into 
closer  relations  the  Andover  men  in  Har- 
vard and  the  Andover  undergradutes 
headed  for  Harvard  and  to  make  Harvard 
better  known  at  Andover.  It  is  expected 
that  the  Andover  Club  in  Harvard  and  the 
Harvard  Club  in  Andover  will  work  ef- 
fectively together  to  accomplish  these 
objects. 

It  is  not  the  purpose  of  those  interested 
to  seek  to  attract  to  Harvard  students  in- 
tending to  go  elsewhere.  But  it  is  evident- 
ly in  the  interest  of  the  school  that  Har- 
vard shall  be  well  represented  here  and 
that  the  school  shall  stand  high  in  the 
opinion  and  the  confidence  of  Harvard  men. 
Andover  men  have  made  and  are  making 
fine  records  at  Harvard  and  the  school  is 
highly  esteemed  by  the  Harvard  authori- 
ties. The  administration  of  the  school  is 
heartily  in  sympathy  with  any  effort  that 
tends  to  attract  to  Andover  a  large  number 
of  boys  who  look  forward  to  entering 
Harvard. 
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PHILO   WINS  DEBATE 

The  nineteenth  annual  Philo-Forum  de- 
bate was  held  in  the  Stone  chapel  February 
25th,  at  7.45  o'clock.  The  question  debated 
was  "  Resolved,  That  the  administration's 
policy  of  conservation  is  unwise."  Forum, 
represented  by  Oscar  Leander  Chell  of 
East  Braintree,  Harold  Phillips  Wilson  of 
Clearfield,  Pa.,  and  Sheldon  Jackson  Brady 
of  Sitka,  Alaska,  with  Frederick  Wilson 
Smith  of  Ballardvale  as  alternate,  upheld 
the  affirmative,  while  Philo,  represented  by 
Alexander  Burgess  Royce  of  St.  Albans, 
Vt.,  Robert  Winthrop  Morse  of  Boston, 
and  Douglas  Auld  Shepardson  of  Reading, 
with  John  Morier  McHatton  of  Butte, 
Mont.,  as  alternate,  upheld  the  negative. 
Each  speaker  was  allowed  eight  minutes 
for  his  speech  and  in  addition  the  leaders, 
Royce  and  Brady,  were  given  ten  minutes 
for  rebuttal. 

The  audience  was  encouragingly  large, 
about  300  being  present.  Music  was  fur- 
nished before  the  debate  began  by  the 
Academy  orchestra. 

The  judges,  Mr.  P.  L.  Stackpole  of  Bos- 
ton, Mr.  P.  B.  Kennedy  of  Cambridge,  and 
Mr.  Percival  Dove  of  Andover,  were  asked 
to  make  their  decision  without  consulta- 
tion, and  awarded  the  victory  to  Philo. 
The  Robinson  prizes  are  sustained  by  Mr. 
Henry  S.  Robinson  of  Andover,  and  are 
divided  equally  among  the  members  of  the 
victorious  team. 


RIFLE  CLUB  ORGANIZED 

A  meeting  of  all  fellows  interested  in 
rifle  shooting  was  held  in  the  gymnasium 
on  the  afternoon  of  March  10,  for  the 
purpose  of  organizing  a  rifle  club.  J.  F. 
Brown,  '13,  was  elected  president,  and  J. 
Garland,  '11,  secretary  and  treasurer.  The 
plan  of  the  club  is  to  divide  the  fellows  up 
into  small  groups  of  five  or  six,  each  of 
which  shall  meet  four  times  a  week  in  the 
gymnasium  to  practice  on  the  sub-target 
rifle  there.  During  the  spring  term,  when 
the  weather  is  warmer,  a  range  will  prob- 
ably be  fitted  up  back  of  Brothers  Field  for 
outdoor  practice. 


CHAPEL  SPEAKERS 
Winter    and    Spring  Terms 

Rev.  G.  Glenn    Atkins    D.D.,  Providence, 
R.  I. 

Rev.  Nehemiah  Boynton   D.D.,  Brooklyn, 
N.  Y. 

Professor    John    Graham    Brooks,  Cam- 
bridge. 

Rev.  Samuel  H.  Dana  D.D.,  Exeter,  N.  H. 
Professor    Lucius    H.    Miller,  Princeton, 
N.  J. 

President  William  DeWitt  Hyde,  Bruns- 
wick, Me. 

President    Edward    A.    Paddock,  Weiser, 
Idaho. 

Mr.  David  R.  Porter,  New  York,  N.  Y. 
Mr.  Robert  E.  Speer,  New  York,  N.  Y. 
Rev.  Nicholas  Van  der  Pyl,  Haverhill. 
Principal  Stearns  and  Mr.  Stackpole. 


SOCIETY   OF  INQUIRY 

The  weekly  meetings  were  well  main- 
tained during  the  winter  term.  Among  the 
outside  speakers  were  Dr.  Atkins  of  Provi- 
dence, Professor  Miller  of  Princeton,  Pres- 
ident Paddock  of  Idaho,  Mr.  D.  R.  Porter 
of  the  International  Committee,  and 
Messrs.  Kistler,  M.  R.  Porter  and  F.  W. 
Hyde,  undergraduates  at  Yale. 

Ten  Bible  Study  and  Discussion  Groups 
met  weekly  during  the  winter  term  with 
members  of  the  faculty  for  leaders.  There 
was  an  average  weekly  attendance  of 
eighty.  This  is  the  best  record  for  such 
classes  at  Andover  for  a  number  of  years. 

The  following  officers  have  been  chosen 
for  the  Spring  term: 

President,  Norman  V.  Donaldson,  '11. 

Vice-president,  James  M.  L.  Bickford,  '12. 

Secretary,  George  H.  Nute,  '12. 

Treasurer,  Clyde  T.  Timbie,  '12. 


MUSI  CAL  CLUBS  CONCERT 

On  the  evening  of  March  7th  the  com- 
bined musical  clubs  of  the  school  gave 
their  annual  concert  in  the  Town  Hall. 
The  concert  was  well  attended,  both  by 
the  townspeople  and  the  students. 
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HONOR    LIST   OF  PHILLIPS 
ACADEMY 

Winter   Term,    19  11 

Scholarship  of  the  First  Grade: 
Thomas  Calvin  Atchison,  Jr.,  Lawrence. 
Robert    Morgan    Burrowes,  Kinderhook, 

New  York. 
Gaylord  Merritt  Gates,  Andover. 
Phillips  Garrison  Morrison,  Andover. 
Stanley  Morrison,  Redlands,  Cal. 
William  Ogrean,  Providence,  R.  I. 
William  Maxwell  Rosenneld,  Towanda,  Pa. 
Frederick  Colburn  Wilson,  Andover. 
Harold  Phillips  Wilson,  Clearfield,  Pa. 

Scholarship  of  the  Second  Grade: 
Howes  Bodfish,  Vineyard  Haven. 
Alexander   Bern   Bruce,  Lawrence. 
Paran  Moody  Clarkson,  Jacksonville,  Fla. 
Robert  Strong  Cook,  Canandaigua,  N.  Y. 
George  Justus  Detmold,  New  York,  N.  Y. 
James  Warren  Feeney,  Andover. 
John   Stahl   Ferguson,   Paducah,  Ky. 
Spencer  Maechel  Free,  Jr.,  Du  Bois,  Pa. 
Harold  Emery  Gates,  Andover. 
Edwin  Adolph  Henn,  Linwood,  N.  J. 
Rockwell  Keeney,  Somersville,  Conn. 
William  Bayly  Kephart,  Rock  River,  Wyo. 
Robert  Winthrop  Morse,  Boston. 
John  Stanley  Nickum,  Allentown,  Pa. 
Richard  Parkhurst,  Winchester. 
Norman  Huntington  Piatt,  Dover,  N.  J. 
Victor  Applegate  Space,  Suffern,  N.  Y. 
Egbert  Foster  Tetley,  North  Chelmsford. 
Norman  Lewis  Torrey,  Bedford. 
Frederic    Roger    Whittlesey,    New  York, 

N.  Y. 


JUNIOR  PROMENADE 

Tne  eighth  annual  dance  given  by  the 
Middle  class,  and  popularly  known  as  the 
"Junior  Prom,"  was  held  Tuesday  evening, 
February  21,  in  the  gymnasium.  The  at- 
tendance was  the  largest  on  record.  The 
committee  was  made  up  of  the  following 
men:  Chairman,  Donald  A.  Warner,  Du- 
Iuth,  Minn.;  Dudley  T.  Rogers,  Dedham, 
Mass..  Donald  MacMurray,  Chicago,  111., 
Harold  H.  Nute,  St.  Louis,  Mo.,  William 
M.  Bowden,  Glens  Falls,  N.  Y. 

Between  four  and  six  o'clock  in  the  after- 
noon the  customary  reception  was  given  by 


the  Senior  class  to  the  fellows  who  planned 
to  attend  the  "  prom "  and  their  guests. 
The  reception  committee  consisted  of 
Robert  C.  Martin,  chairman,  Pittsburg,  Pa.; 
John  M.  Heffron,  Syracuse,  N.  Y.,  Theo- 
dore W.  York,  Philadelphia,  Pa.,  Norman 
F.  Thompson,  Fall  River,  Mass.,  Gardner 
Champlin,  New  York,  N.  Y. 


BUFFALO    JONES'S  LECTURE 

On  the  evening  of  March  21,  the  famous 
"  Buffalo "  Jones  gave  a  most  interesting 
lecture  in  the  chapel.  His  subject  was 
"  Lassoing  Wild  Animals  in  Africa,"  and 
was  illustrated  by  over  a  mile  of  moving 
picture  films.  Mr.  Jones  and  his  cowboys 
chased  and  captured  the  larger  wild 
animals,  including  the  lion,  giraffe,  and 
rhinoceros.  Only  one  of  those  captured, 
a  large  lioness,  was  brought  home,  and 
this  animal  is  now  at  the  Bronx  Zoo  in 
New  York.  One  of  Mr.  Jones's  associates 
was  Mr.  Guy  Scull,  the  well-known  traveler, 
a  brother  of  Mrs.  Bartlett  H.  Hayes  of 
this  town.  The  African  expedition  was 
financed  Mr.  Charles  S.  Bird,  P.  A.  '72,  of 
East  Walpole,  Mass.  The  proceeds  of  the 
lecture  were  for  the  benefit  of  the  swim- 
ming pool. 


A N DO V ER - EXETER  CONCERT 

The  annual  concert  of  the  combined 
musical  clubs  of  Andover  and  Exeter  was 
held  in  Exeter,  Saturday  evening,  March 
18.  The  Andover  club  reached  Exeter 
about  6.00  p.m.,  and  were  treated  most 
hospitably,  each  member  being  taken  to 
dinner  by  a  member  of  the  Exeter  club. 
The  program,  as  usual,  was  opened  with 
"  Old  P.  A.,"  by  the  combined  clubs  of 
Andover  and  closed  with  the  "  Exeter 
March  Song,"  by  the  combined  clubs  of 
Exeter.  The  Andover  club  came  home 
after  the  concert  by  special  train. 


TRIALS  FOR  EXETER  DEBATE 

On  Thursday  evening,  March  16,  trials 
for  the  Exeter  debate  were  held  and  a  team 
of  six  men  was  chosen  by  a  committee  of 
the  faculty.    These  six  have  been  divided 
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by  lot  into  two  teams,  one  of  which  will 
look  up  the  affirmative  side  of  the  question 
to  be  debated,  and  the  other  the  negative. 
On  April  14  a  debate  was  held  between 
the  two  teams  and  a  team  of  three  with 


ane  alternate  was  chosen  for  the  Exeter 
debate.  The  subject  will  be:  "Resolved, 
That  the  Panama  Canal  should  be  neutral- 
ized, not  fortified."  Andover  will  support 
the  negative. 


Andover    Men    in  College 


ANDOVER   AND  HARVARD 


The  fact  that  for  many  years  Phillips 
Academy  has  sent  a  large  proportion  of 
its  graduates  to  Yale  has  led  many  who 
are  not  familiar  with  actual  conditions  to 
under-estimate  the  size  and  strength  of 
the  delegations  that  in  recent  years  have 
chosen  Harvard  as  their  college.  'The 
record  of  the  men  who  have  gone  from 
Andover  to  Harvard  is  one  of  which  the 
school  has  been  justly  proud.  In  scholar- 
ship and  in  the  various  activities  of  col- 
lege life,  these  men  have  won  a  large 
measure  of  distinction,  and  their  record 
has  called  forth  frequent  expressions  of  ap- 
proval, both  public  and  private,  from  the 
administrative  officers  of  the  Cambridge 
University.  It  is  interesting  to  find  that  in 
numbers  Phillips  Academy  ranks  among 
the  first  of  the  leading  schools  from  which 
Harvard  draws  its  largest  supply  of  stu- 
dents. A  pamphlet  recently  published  by 
the  Harvard  authorities  gives  a  list  of  all 
the  schools  that  have  sent  boys  to  that 
University  during  the  past  ten  years,  and 
a  study  of  the  figures  there  set  forth  dis- 
closes some  interesting  facts. 

During  this  ten-year  period,  Andover 
sent  to  Harvard  one  hundred  and  forty 
eight  men.  Among  the  Massachusetts 
schools  classed  as  "Private  or  Endowed 
Schools,"  Phillips  Academy  ranks  third, 
being  surpassed  only  by  two  schools — 
both  private  day  schools  in  Boston,  namely 
Noble  and  Greenough's  and  the  Volkmann 
School.  The  former  of  these  sent  two 
hundred  and  twenty  two  and  the  latter 
one  hundred  and  fifty  three.  Among  the 
Massachusetts  boarding  schools,  Phillips 
Academy  ranks  first,  her  nearest  competi- 


tors being  Groton  School,  with  one  hun- 
dred and  forty  five;  Milton  Academy  with 
one  hundred  and  forty  two,  and  St.  Mark's 
with  one  hundred  and  thirty  two  men.  Out- 
side of  Massachusetts,  Harvard's  largest 
feeders  are  the  Phillips  Exeter  Academy 
and  St.  Paul's  School  at  Concord,  N.  H. 
During  the  period  referred  to  above, 
Exeter  sent  two  hundred  and  forty  four 
and  St.  Paul's  one  hundred  and  sixty  eight 
men  to  the  Cambridge  institution.  Among 
the  great  public  schools,  Andover's  record 
is  surpassed  by  only  two,  the  Boston  Latin 
School  and  the  Cambridge  Latin  School. 

While  Phillips  Academy  is  commonly 
known  as  a  Yale  School,  the  figures  given 
above  show  clearly  that  Andover  may  be 
justly  regarded  as  one  of  Harvard's  best 
feeders. 


DISTINCTIONS    AT  YALE 

Several  old  Andover  men  attained  dis- 
tinction by  the  votes  of  the  present  Senior 
class  at  Yale.  Sherwood  S.  Day,  P.  A.  '07, 
won  the  vote  for  the  most  popular  man 
in  the  class,  while  Fred  Daly,  P.  A.  '07, 
ranked  third  in  the  competition.  John  R. 
Kilpatrick  had  matters  all  his  own  way 
in  the  vote  for  the  best  athlete,  receiving 
257  votes.  Kilpatrick  also  secured  the 
most  votes  for  the  man  who  had  done  most 
for  Yale,  while  Daly  was  a  close  second. 
All  three  of  these  men  are  graduates  of 
whom  Phillips  Academy  is  justly  proud. 
At  Yale  as  at  Andover,  they  have  com- 
bined in  an  unusual  degree  intellectual, 
moral  and  physical  excellence. 
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YALE  COLLEGE  NOTES 

Lindsay  Bradford,  P.  A.  1910,  has  been 
elected  to  the  editorial  board  of  the  Yale 
News. 

The  following  Andover  men  are  on  the 
Freshman  Glee  Club  at  Yale:  T.  L.  Bayne, 
H.  W.  Black,  S.  K.  Smith,  E.  H.  Spencer, 
B.  F.  Avery,  W.  G.  Dickey,  C.  M.  Gile, 
D.  H.  Hemingway,  W.  J.  Keyes. 

In  a  recent  publication  of  the  Yale  News 
there  appeared  a  list  of  university  Y  men, 
with  the  preparatory  schools  which  they 
attended.  Of  the  twenty-four  schools  rep- 
resented, Andover  led  with  eleven  men 
who  had  won  their  Y's,  Kilpatrick  having 
won  two,  in  football  and  track.  Hotchkiss 
was  second  on  the  list  with  seven  repre- 
sentatives and  Exeter  third  with  four.  The 
Andover  men  are  as  follows: 

Football  — F.  J.  Daly  '11,  J.  R.  Kil- 
patrick '11,  M.  E.  Fuller  '11  S,  S.  H.  Brooks 
'11  S,  E.  W.  McDevitt  '12,  C.  C.  Hincks  '11. 

Crew  —  A.  P.  Colburn  '11. 

Track  — J.  R.  Kilpatrick  '11,  R.  A.  Gard- 
ner '12. 

Baseball  — P.  B.  Badger  '11,  S.  F.  Free- 
man '11,  H.  N.  Merritt  '12. 

L.  Martin,  P.  A.  '08,  S.  Brooks,  P.  A.  '08, 
and  H.  N.  Merritt,  P.  A.  '08,  are  playing 
on  the  Yale  hockey  team. 

J.  E.  Finnessy,  P.  A.  '08,  and  J.  A.  Reilly, 
P.  A.  '09,  are  playing  on  the  Yale  basket- 
ball team. 

R.  Lee,  P.  A.  '09,  is  playing  point  on  the 
Princeton  hockey  team. 

H.  Bleumenauer,  P.  A.  '07,  is  playing 
forward  on  the  Cornell  varsity  basketball 
team. 


FRESHMAN    HONORS   AT  YALE 

Of  the  forty-three  Andover  men  in  the 
Freshman  class  at  Yale  College,  thirteen 
have  made  first  division  scholarship  grade 
for  the  winter  term.    The  list  is  as  follows: 

Edward  S.  Bentley,  Lawrence,  N.  Y., 
Samuel  K.  Bushnell,  Arlington,  Mass., 
Walter  G.  Dickey,  Kansas  City,  Mo.,  Reg- 
inald K.  Fessenden,  Brant  Rock,  Mass., 
Hudson  R.  Hawley,  Bristol,  Conn.,  Harold 


L.  Hemingway,  New  Haven,  Conn.,  War- 
ren J.  Keyes,  Terre  Haute,  Ind.,  Kenneth 
L.  Moore,  Detroit,  Mich.,  William  L.  Nute, 
St.  Louis,  Mo.,  Scott  H.  Paradise,  West 
Medford,  Mass.,  Ernest  M.  Price,  New 
Haven,  Conn.,  Kenneth  Rand,  Minneapolis, 
Minn.,  Sidney  J.  Scudder,  New  York,  N.  Y. 


ANDOVER   MEN   ON  YALE 
FOOTBALL  SQUADS 

The  Yale  Nezvs  recently  published  some 
interesting  figures  showing  from  what 
schools  her  most  prominent  football  men 
have  been  coming  in  recent  years. 

Among  the  preparatory  schools  that  have 
furnished  football  material  to  Yale  during 
the  past  te.i  years,  Andover  stands  first 
with  a  total  of  fifty-three  men.  In  four 
different  years  there  have  been  seven 
graduates  of  this  school  on  the  squad. 
Hotchkiss  has  had  twenty-six  representa- 
tives, four  being  the  largest  number  in  any 
one  year.  Seventeen  graduates  of  Hill 
School  have  been  members  of  Yale  football 
squads,  three  being  included  in  the  1906-7 
squad.  Exeter  has  had  fourteen  men,  St. 
Paul's.  Concord,  nine,  and  both  Lawrence- 
ville  and  Groton  seven  each. 


FISHER    HARVARD  CAPTAIN 

Robert  Fisher,  P.  A.  '07,  Harvard  '12, 
has  been  chosen  captain  of  the  Harvard 
football  team  for  the  season  of  1911. 
Fisher  played  for  three  years,  from  1905 
to  1907  inclusive,  as  left  tackle  for  Ando- 
ver, and  made  an  enviable  reputation  for 
himself.  While  here,  he  was  also  manager 
of  the  track  team  and  a  member  of  the 
Glee  Club.  He  easily  made  his  Freshman 
team  at  Harvard,  playing  at  left  guard. 
For  the  past  two  years  he  has  played 
guard  on  the  varsity,  and  is  conceded  to  be 
one  of  the  strongest  players  who  has  been 
on  the  Crimson  line  in  many  years.  This 
year  he  was  an  almost  unanimous  choice 
for  the  Ail-American  team.  He  is  22  years 
old,  weighs  195  lbs.,  and  is  5  ft.  11  in.  in 
height. 
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Graduate  Interests 

  1 

NEW    YORK    ALUMNI  DINNER 


The  annual  meeting  and  dinner  of  the 
New  York  Alumni  Association  of  Phillips 
Academy  was  held  at  the  Hotel  Plaza  on 
Friday  evening,  February  3d.  The  atten- 
dance was  the  largest  in  recent  years  and 
the  enthusiasm  of  those  present  was  more 
pronounced  than  ever  before.  An  impor- 
tant innovation  consisted  in  the  seating  of 
the  diners  at  round  tables,  men  of  the  same 
classes  and  periods  being  seated  together 
so  far  as  possible.  In  the  center  of  the 
room  a  large  table  was  specially  reserved 
for  the  singers,  and  as  usual  this  group 
was  under  the  leadership  of  Frank  H. 
Simmons,  '94.  On  one  side  of  the  room,'  on 
a  raised  platform,  the  presiding  officer  and 
the  guests  of  the  evening  were  seated.  The 
Plaza  orchestra  played  during  the  dinner, 
but  had  to  give  place  to  the  dispensers  of 
the  more  popular  and  academic  vocal  music 
after  the  speaking  commenced.  The  walls 
and  tables  were  decorated  with  green  vines 
and  ferns,  from  which  gleamed  numerous 
candles  and  electric  lights. 

Mr.  John  A.  Garver,  '71,  the  president 
of  the  association  was  unable  to  be  pres- 
ent, owing  to  a  recent  operation  from 
which  he  had  not  fully  recovered.  In  his 
absence,  Mr.  Henry  L.  Stimson,  '84,  was 
called  to  fill  the  chair.  The  speakers  were 
Principal  Stearns,  Dean  Frederick  Jones  of 
Yale,  and  Professor  Charles  H.  Forbes  of 
the  faculty.  Judge  S.  N.  Sawyer,  '77,  who 
was  to  have  been  present,  sent  word  at  the 
last  moment  that  he  could  not  come.  Mr. 
Henry  Van  Duzer,  '71,  the  newly-elected 
president,  was  also  called  on  for  a  few 
remarks.  The  speakers  were  all  accorded 
keen  attention  and  were  generously  ap- 
plauded. The  meeting  broke  up  shortly 
before  midnight. 

CLASS   AGENTS'  DINNER 

On  the  evening  of  Friday,  February  17, 
there  was  held  at  the  University  Club  in 
New  York  City  a  meeting  of  more  than 


usual  significance  to  the  school.  About 
a  score  of  the  class  agents  met  at  the  call 
of  the  Alumni  Fund  Committee  to  discuss 
the  work  of  the  Fund  and  to  make  plans 
for  its  further  enlargement.  An  attractive 
dinner  was  served,  after  which  any  of  those 
present  was  free  to  express  his  views  as 
to  the  best  methods  for  carrying  on  the 
work  in  the  future. 

There  can  be  no  question  that  such  a 
meeting  as  this  is  of  the  greatest  value  to 
the  work  of  the  Alumni  Fund  Committee, 
and  hence  to  the  school.  Those  present 
were  eager  to  give  the  results  of  their  own 
experience  and  were  glad  to  learn  of  the 
experience  of  others.  Criticisms  and  sug- 
gestions were  freely  offered  and  all  present 
agreed  that  they  left  the  meeting  with  a 
new  appreciation  of  the  value  of  their  work 
to  the  Academy  and  better  equipped  than 
before  to  press  the  claims  of  the  Fund  on 
the  members  of  their  respective  classes. 
As  a  result  of  the  discussion  it  was  made 
clear  to  all  that  the  success  of  the  under- 
taking must  rest  primarily  on  the  individual 
class  agents.  The  striking  results  secured 
in  individual  cases  in  the  past  indicate 
clearly  what  can  be  accomplished  by  the 
individual  class  committeemen  where  en- 
thusiasm and  effort  are  pronounced.  The 
agents  were  urged  strongly  to  make  this 
the  record  year  in  the  Fund's  history. 

Those  present  at  the  meeting  were:  Rev. 
Leander  C.  Chamberlain,  '59;  Horace  E. 
Deming,  '65;  Dr.  S.  Carrington  Minor,  '68; 
E.  Frank  Brewster,  '69;  De  Witt  Roosa,  '71; 
Francis  R.  Appleton,  '71;  Charles  Benner, 
'72;  Arthur  J.  Selfredge,  '81;  Dr.  Samuel 
K.  Bremner,  '82;  O.  G.  Jennings,  '83;  Wm. 
D.  Sawyer,  '85;  G.  H.  Danforth,  '86;  Fred- 
erick C.  Walcott,  '87;  Frank  H.  Simmons, 
'94;  Dwight  H.  Day,  '95;  Ray  Morris,  '97; 
Frank  L.  Quimby,  '99;  Harold  S.  Deming, 
'01;  Robert  E.  Speer,  '86;  George  B.  Case, 
'90;  A.  E.  Stearns,  '90;  J.  C.  Sawyer,  '90; 
C.  C.  Clough,  '06. 
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PHILADELPHIA  SMOKER 

The  annual  smoker  of  the  Philadelphia 
Alumni  Association  was  held  at  the  Uni- 
versity Club  in  that  city  on  the  evening  of 
February  ioth.  Mr.  Talcott  Williams,  the 
president  of  the  association,  was  unex- 
pectedly detained  by  an  engagement  in  New 
York,  and  William  S.  Wadsworth,  P.  S.  '87, 
presided  in  his  absence.  The  meeting, 
though  not  so  largely  attended  as  that  of 
last  year,  was  full  of  interest  and  enthu- 
siasm. Principal  Stearns  and  Treasurer 
Sawyer  were  on  hand  to  tell  of  the  recent 
progress  of  the  school  and  of  its  plans  for 
the  future.  A  most  interesting  feature  of 
the  meeting  was  the  exhibition  by  Mr. 
Wadsworth  of  several  volumes  of  photo- 
graphs taken  by  himself  during  his  school 
days  in  Andover. 

The  following  officers  were  elected  for 
the  coming  year:  President,  William  S. 
Wadsworth,  '87;  Vice-president,  Charles  P. 
Sherman;  Secretary  and  Treasurer,  John  G. 
Dunlap,  '02;  Executive  Committee — Charles 
F.  Richardson,  '61,  Walter  L.  Murphy,  '68, 
Horace  O.  Wells,  '92,  Daniel  B.  Wentz,  '92, 
William  H.  McCarty,  '07,  Harry  B.  Hick- 
man, '94,  and  Frederic  E.  Whitney,  '98. 

YALE-ANDOVER  SMOKER 

The  annual  smoker  of  the  Yale-An- 
dover  Club  was  held  on  Wednesday  even- 
ing, March  15th,  in  the  President's  banquet 
room  of  the  Yale  Dining  Hall.  The  meet- 
ing was  the  most  largely  attended  of  any 
held  in  recent  years,  over  200  men  being 
present.  Sherwood  S.  Day  of  the  senior 
class  was  in  charge  of  the  arrangements, 
and  J.  Reed  Kilpatrick  acted  as  toast- 
master.  The  guests  of  the  Club  were  Dean 
Frederick  S.  Jones,  and  Professor  Hollon 
A.  Farr,  P.  A.  '92,  of  the  Faculty,  and 
Principal  Stearns.  Among  the  other  speak- 
ers were  Fred  Daly  and  Springer  Brooks. 

The  meeting  lasted  until  a  late  hour  and 
was  not  lacking  in  enthusiasm  and  good 
spirit.  Nearly  all  of  the  speakers  touched 
on  the  importance  of  a  closer  contact  be- 
tween Andover  men  in  the  different  classes, 
and  between  those  in  the  academic  and 
scientific  departments.  The  question  of  a 
proper  substitute  for  the  former  admission 


prizes  sustained  by  the  Yale-Andover  Club 
was  discussed.  The  newly  adopted  en- 
trance requirements  at  Yale  which  permit 
candidates  for  admission  to  offer  single 
subjects,  render  it  practically  impossible 
to  administer  the  former  prizes  in  a  satis- 
factory way  and  it  was  felt  that  a  more 
suitable  scheme  should  be  devised  for  per- 
mitting the  Club  to  make  its  influence  felt 
at  Andover.  No  definite  action  was  taken, 
though  an  annual  contribution  to  the  loan 
library  of  the  school  was  suggested. 

DARTMOUTH   PHILLIPS  CLUB 

Andover  and  Exeter  men  at  Dartmouth 
have  formed  a  Phillips  Club  following  the 
example  set  by  the  graduates  of  the  two 
Phillips  Academies  at  Princeton,  Cornell, 
and  elsewhere.  On  the  evening  of  March 
6,  the  Dartmouth  Club  held  an  enthusiastic 
meeting  in  one  of  the  private  dining  rooms 
of  College  Hall.  About  forty  men  were 
present.  H.  N.  Carlton,  P.  E.  A.,  presided. 
Professor  H.  D.  Foster,  P.  E.  A.,  was  the 
guest  of  the  evening,  and  his  informal  ad- 
dress on  the  relations  between  Dartmouth 
and  the  two  great  schools  was  listened  to 
with  deep  interest.  He  brought  with  him 
some  memorabilia  of  his  own  school  days, 
and  related  a  number  of  amusing  anec- 
dotes and  stories  of  his  own  school  life. 
B.  R.  Cooper,  P.  E.  A.,  was  called  upon  to 
speak  on  "The  Phillips  Club,  Past,  Present, 
and  Future."  Refreshments  were  served, 
and  stories  and  songs  were  in  frequent  de- 
mand. Plans  were  discussed  also  for  keep- 
ing in  touch  with  the  schools,  and  with 
boys  who  expect  to  make  Dartmouth  their 
college. 

Officers  were  elected  as  follows:  Presi- 
dent, B.  R.  Cooper,  P.  E.  A.;  Secretary 
and  Treasurer,  G.  H.  Farrington,  P.  A.; 
Executive  Committee,  C.  A.  Pfau,  P.  A., 
G.  W.  French,  P.  E.  A.,  H.  S.  Teal,  P.  A., 
and  J   B.  Griffin,  P.  E.  A. 


REPORT    OF    SECRETARY  OF 
ALUMNI  FUND 

The  work  in  connection  with  the  Phil- 
lips Andover  Alumni  Fund  was  begun  in 
1905.  Since  that  time  there  has  been  con- 
tributed  the   total   amount   of  $118,392.72. 
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Of  this  amount  $21,240.58  has  been  charged 
to  the  "  Current  Expense  Fund  "  to  be  used 
at  the  discretion  of  the  Trustees  of  the 
school.  The  sum  of  $97,152.14  has  been 
added  to  the  "Permanent  Endowment 
Fund,"  and  the  interest  alone  is  available 
for  the  use  of  the  school. 

The  work  has  been  a  success.  The  an- 
nual income  has  represented  the  interest 
on  over  $100,000  at  4  per  cent.  Yet  this 
amount  has  all  been  given  by  only  about 
4  per  cent  of  over  8000  living  alumni.  Our 
total  number  of  contributors  last  year  was 
338.  If  even  25  per  cent  of  our  alumni 
would  make  an  annual  contribution,  the 
results  would  be  of  inestimable  value  to 
the  school. 

To  the  loyal  efforts  of  the  class  commit- 
teemen is  due  our  present  success  and  their 
work  cannot  be  too  highly  complimented. 

The  amount  they  are  trying  to  raise  this 
year  is  $6000.    They  desire  500  subscribers. 

If  you  have  any  suggestion  for  the 
enlargement  or  betterment  of  the  work, 
please  send  word  to  the  secretary. 

The  books  close  July  1,  1911,  after  which 
date  all  cheques  received  are  credited  to 
the  following  year. 

Below  is  given  the  results  of  this  year's 
efforts  up  to  April  I,  1911. 
Old  subscribers  157 
New  subscribers  81 


Total  238  $1993-50 

A  few  facts  about  the  work 
Minimum    amount    wanted  for 

191 1,  $6000.00 
Amount  raised  to  March  12,  1555-50 


amount    still    to  be 


Minimum 

raised,  $4444.50 
Time  left  in  which  to  raise  the 

amount  desired,  3  months,  15  days 
Minimum  number  of  subscribers 

desired  for  191 1,  500 
Number  of  subscribers  to  March  12,  158 

Minimum  number  of  subscribers 

yet  to  secure,  342 

Number  of  new  subscribers,  96 

Number  of  old   subscribers  62 

Total,  158 
Number  of  old   subscribers  not 
yet  heard  from  276 


1.  Are  you  an  old  subscriber  who  has 
not  sent  in  his  cheque? 

2.  Are  you  one  who  has  not  been  a  sub- 
scriber? 

In  either  case,  please  let  us  hear  from 
you.  Send  at  least  one  dollar  so  we  may 
have  your  name  on  the  books. 

The  number  of  subscribers  and  amounts 
subscribed  by  classes  to  March  12,  is  as 
follows :  — 

No.  Subscribers    Amt.  Subscribed 


1843 
1846 
1849 

1854 
1856 

1857 
1859 
i860 
1861 
1863 
1864 
1865 
1868 
1869 
1870 
1871 
1872 
1877 
1879 
1882 
1883 
1884 
1885 
1886 
1890 
1891 
1892 
1893 
1895 
1896 
1897 
1899 
1901 
1902 
7904 
1906 
1908 
1909 


1 

2 
1 
2 
1 
2 
6 

3 
1 
1 

1 
2 
6 
1 
5 
4 
4 

2 
I 
I 

7 
11 
7 
1 

5 
1 

4 
9 
14 
12 

9 
16 
1 
3 
8 
1 
1 
1 


$100.00 
12.50 
1. 00 
2.00 
5-00 
2.00 
32.00 
106.00 
10.00 
10.00 
10.00 
35-00 
33-00 
20.00 
24.00 
140.00 
20.00 
i5-oo 
25.00 
20.00 
287.00 
117.00 
50.00 
500 
17.00 
10.00 
29.00 
86.00 
75.00 
109.00 
60.00 
25.00 
1. 00 
8.00 
40.00 
2.00 
500 
500 


Total 


158  $1,555-50 

Remember  the  books  close  July  1,  1911, 
after  which  cheques  will  be  credited  to  the 
following  year. 

Do  not  lay  this  aside  before  sending 
your  contribution. 

We  solicit  your  hearty  co-operation. 

C.  C.  CLOUGH, 

Secretary 
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PHILLIPS    ACADEMY    OF  _ 
LONG  AGO 

We  print  below  a  most  interesting  de- 
scription from  a  schoolboy's  view-point  of 
the  school  and  town  in  the  early  part  of 
the  past  century.  The  writer  is  the  late 
Josiah  Quincy  who  passed  five  years  at 
Andover  and  was  graduated  in  the  class  of 
1817.  In  1883  Mr.  Quincy  published  in 
book  form  a  collection  of  reminiscences 
under  the  title  "  Figures  of  the  Past."  The 
opening  chapter  deals  with  the  author's 
school  days  at  Andover.  The  book  is  now 
out  of  print  but  old  Andover  men  at  least 
will  desire  to  preserve  Mr.  Quincy's  vivid 
pictures  of  the  Andover  life  of  many  years 
ago. 

A    Puritan  Academy 

"  I  have  been  asked  to  furnish  for  pub- 
lication sketches  of  events  with  which  I 
have  been  connected,  and  of  distinguished 
men  whom  I  have  had  the  privilege  to 
know.  It  has  been  urged  upon  me  that 
the  journals  I  have  kept  these  many  years 
contain  matter  of  historical  interest.  But 
these  records  were  never  intended  for  the 
printer,  and  the  pictures  their  pages  pre- 
sent to  me  would  appear  most  imperfectly 
to  others.  My  memory  of  the  remoter  past 
is  singularly  vivid,  and  for  me  these  old 
journals  contain  far  fuller  narratives  than 
any  other  reader  could  find  written  in  them. 
As  they  begin  with  my  second  year  in 
college,  I  must  rely  on  my  unaided  recol- 
lection for  notices  of  life  at  Phillips 
Academy.  Fortunately  the  impressions  of 
youth  are  cut  so  deeply  upon  the  brain 
that  written  memoranda  are  unnecessary 
to  revive  them. 

"The  Academy  at  Andover  was  the  first 
school  incorporated  in  New  England;  the 
act  bearing  the  date  of  October  4,  1780.  It 
was  founded  by  Judge  Phillips,  an  eminent 
patriot  and  honored  citizen.  Like  most  of 
the  best  men  of  his  day,  he  was  a  firm 
believer  in  the  Westminster  Catechism;  and 
he  meant  that  posterity  should  believe  it 
too,  so  far  as  the  liberal  endowments  of 
himself  and  his  family  might  conduce  to 
that  result.  The  town  of  Andover,  when  I 
arrived  there,  nearly  seventy  years  ago, 
seemed  a  good  way  from  home.  Travel- 


ling in  those  days  was  slow  and  expensive. 
Postage  upon  a  letter  was  twenty-five 
cents  for  every  sheet  it  contained.  News- 
papers amounted  to  very  little,  and  were 
not  generally  read.  The  remotest  settle- 
ment of  Kansas  and  Nebraska  knows  far 
more  of  the  thought  and  feeling  of  the 
great  world  than  Andover  then  knew  of 
Boston,  which  was  only  twenty  miles  off. 
In  the  Academy  were  two  classes  of 
scholars, — those  whose  expenses  were  paid 
by  their  parents,  and  '  charity  boys',  as  they 
were  called,  who  were  supported  by  cer- 
tain funds  controlled  by  a  society  for 
supplying  the  ministry  with  pious  young 
candidates.  These  were  persons  who,  hav- 
ing reached  manhood,  had  determined  to 
enter  the  sacred  profession.  They  had 
served  out  an  apprenticeship  at  some  trade 
or  in  farming,  and  were  generally  uncouth 
in  their  manners  and  behaviour.  We,  who 
were  the  real  boys,  never  liked  their  sancti- 
monious demeanor.  We  claimed  that  they 
were  spies,  and  shrank  from  them  with  all 
the  disgust  which  their  imaginary  calling 
could  not  fail  to  excite.  There  were,  how- 
ever, two  marked  exceptions.  One  of 
them  was  William  Person.  I  remember 
once  asking  him  how  he  got  his  name.  He 
replied  with  some  cynicism,  'Why,  I  found 
myself  in  a  tanyard,  and  nobody  could  tell 
who  I  was.  All  that  seemed  to  be  certain 
was  that  I  was  a  person, — and  so,  from  lack 
of  any  other,  I  took  that  name.'  This  big 
boy  was  very  popular,  and  we  were  proud 
of  him  as  the  finest  writer  in  the  school. 
The  pet  name,  Pelly,  by  which  he  was  uni- 
versally known,  was  a  contraction  of  Pelli- 
parius,  a  signature  which  he  always  affixed 
to  his  compositions,  whether  in  prose  or 
verse.  The  word  in  English  would  be 
written  '  Tanner,'  it  being  compounded  of 
pellus,  a  hide,  and  pario,  to  finish.  The 
history  of  this  interesting  young  man  was 
sad  and  romantic.  He  had  been  deserted 
by  his  parents,  who  were  known  to  be 
persons  of  social  importance,  who  desired 
to  avoid  the  stigma  of  his  illegitimate  birth. 
For  the  first  years  of  his  life  he  had  been 
permitted  to  attend  a  private  school  in 
Andover,  where  he  showed  remarkable 
aptitude  for  study.  But  in  1801,  when  he 
was  eight  years  old,  he  was  suddenly  taken 
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from  school  and  apprenticed  to  a  tanner 
in  Providence.  A  cruel  reason  was  given 
for  this  step.  He  was  told  that  he  was 
altogether  too  promising,  and  that  if  he 
was  allowed  to  grow  up  an  educated  man, 
he  might  take  measures  which  would  lead 
to  the  discovery  of  his  birth.  For  thirteen 
years  he  was  compelled  to  serve  in  this 
trade,  and  deprived  of  the  education  he  so 
ardently  desired.  At  the  end  of  this  time, 
finding  himself  his  own  master,  he  entered 
the  Academy  at  Andover, — supporting  him- 
self by  manual  labor,  with  some  trifling 
assistance  from  charitable  funds.  Person 
entered  Harvard  College  in  1816,  and  was 
immediately  distinguished  for  high  scholar- 
ship. At  one  time  he  reached  the  highest 
rank  in  his  class, —  his  close  competitor  for 
that  honor  being  William  G.  Reed  from 
South  Carolina.  But  the  brilliant  scholar 
was  always  struggling  with  poverty,  though 
constantly  working  with  brain  and  hands 
to  provide  the  means  of  study.  A  man  with 
whom  he  had  business  relations  deceived 
him;  college  bills  were  presented  for  which 
there  was  no  money  to  pay;  and  Person 
suddenly  found  himself  compelled  to  leave 
Harvard.  With  despairing  heart  he  took 
up  his  Livy  to  prepare  for  the  last  recita- 
tion that  he  could  hope  to  attend;  but  on 
opening  the  book  a  letter  dropped  from  the 
leaves.  It  contained  a  hundred  dollars — a 
sum  that  was  much  larger  at  that  time  than 
at  present;  and  this  had  been  collected  by 
the  efforts  of  his  generous  rival.  It  may 
be  mentioned  that  Person  ascertained 
beyond  doult  the  facts  of  his  parentage, 
though  he  was  never  acknowledged  by 
either  father  or  mother.  But  the  world  had 
found  him  out,  and  a  career  of  honor  and 
usefulness  seemed  to  be  opening  before 
him.  Yet  the  sad  and  too  familiar  sequel 
to  a  youth  of  privation  and  effort  was  not 
to  be  avoided;  the  seeds  of  consumption 
were  suddenly  developed,  and  Person  died 
before  completing  his  college  course.  No 
man  could  be  more  beloved  than  our  gentle 
Pclly.  His  classmates  erected  a  stone  to 
his  memory,  which  is  still  to  be  seen  in  the 
Cambridge  churchyard.  It  bears  a  long 
epitaph  in  Latin  from  the  pen  of  Reed. 
The  concluding  words,  '  Plorat  amissum 
praemature  Scientia;  plorat  Religio;  plorat 


Amicitia,'  the  old  commonplaces  of  com- 
memoration, simply  expressed  the  feelings 
of  those  who  were  privileged  to  know  this 
excellent  man. 

"The  other  big  boy  who  was  popular 
among  us  was  the  late  Rev.  Dr.  E.  M.  P. 
Wells, — a    clergyman    of    the  Episcopal 
Church,  well  known  in  Boston,  who  has 
left  a  cherished  memory  as  a  devoted  friend 
of  the  poor.    Wells,  who  was  always  good 
whether  as  man  or  boy,  did  not  choose  to 
adopt  a  certain  cant  of  piety  which  was 
supposed  to  be  acceptable  to  the  authorities 
of  the  school.    He  was  the  leader  of  our 
Demosthenian  Society,  which  maintained  a 
vigorous  opposition  to  the  Social  Frater- 
nity, an  association  which  represented  the 
bluest  type   of  New  England  orthodoxy. 
Indeed,  Wells  was  so  little  of  a  puritan 
that  he  once  took  part  in  a  theatrical  per- 
formance which,  to  the  great  scandal  of 
the  saints,  was  gotten  up  among  the  boys. 
The  fact  that  the  principal  of  the  school, 
Mr.  Adams,  was  confined  to  his  room  by 
a  six  weeks'  fit  of  sickness,  had  encouraged 
us  to  attempt  this  profane  exhibition.  I 
remember  that  Wells,  who  personated  a 
king  who  took  advanced  views  of  the  re- 
sponsibilities of  the  royal  office,  was  at 
much  pains  to  prepare  a  crown  which  was 
worthy  to  surmount  the  head  of  so  ex- 
emplary a  monarch.    An  affair  of  paste- 
board, painted  yellow  and   cut  into  high 
peaks,    was    no    doubt    striking,    but  yet 
seemed  hardly  worthy   of   the  character. 
Finally,     however,    the    player-king  be- 
thought himself  of  a  certain  necklace  of 
gold  beads  such  as  was  worn  at  that  period. 
This  was  borrowed,  taken  apart,  and  a  bead 
deftly  sewed  upon  every  point  and  angle 
of  this  round  and  top  of  sovereignty.  Those 
who  remember  the  majestic  figure  of  Dr. 
Wells  in  his  surplice  can  supply  the  noble 
presence  which  filled  his  royal  robes;  while 
his  crown  seemed  to  us  a  bit  of  realism  so 
perfect  that  imagination  could  scarcely  add 
anything  to  the  make-up  of  the  part.    It  is 
necessary  to  confess  that  I,  in  the  character 
of  a  pestilent  Jacobin,  was  at  the  head  of 
a  plot  looking  to  the  assassination  of  this 
model  governor.    The  fatal  instrument  I 
was  to  use  was  no  other  than  a  knife  with 
a  broken  point,  employed  by  Mr.  Adams 
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to  cut  up  his  pigs.  This  did  very  well  for 
the  first  representations;  but,  unluckily,  it 
occurred  to  somebody  that  the  report  of 
a  real  pistol,  which  might  be  discharged 
behind  the  scenes,  would  be  a  more  im- 
pressive mode  of  vacating  the  throne.  Alas, 
the  report  of  that  pistol  reached  the  ears 
of  the  authorities,  and  our  actors  were 
scattered  as  summarily  as  Puck  scattered 
the  Athenian  mechanics  from  the  scene  of 
their  innocent  rehearsal.  But  if  good  Dr. 
Wells  then  lost  his  theatrical  crown,  it  may 
be  safely  said  that  when  he  closed  his 
useful  life  of  fourscore  years,  the  better 
crown  of  the  Christian  hero  awaited  him. 

"  We  had  come  to  Andover  to  get  re- 
ligion, and  the  pursuit  of  this  subject  was 
seldom  interfered  with  by  such  episodes 
as  the  one  just  related.  During  the  first 
years  of  my  stay  we  were  taken  to  wor- 
ship in  the  church  of  the  town,  which  was 
supported  by  a  tax  laid  upon  all  citizens. 
What  the  winter  services  were  in  that  old 
meeting-house  no  description  can  repro- 
duce. The  building  was  in  decay,  and  the 
windows  rattled  with  every  blast.  There 
was  no  pretence  of  stove  or  furnace,  and 
the  waters  of  life,  which  were  dispensed 
from  the  pulpit,  froze  to  a  solid  ice  before 
they  reached  us.  There  were,  to  be  sure, 
a  few  pans  of  ignited  charcoal,  which  the 
sexton  carried  to  certain  old  ladies  of  great 
respectability,  and  which  were  supposed  to 
impart  some  warmth  to  their  venerable 
feet.  But  this  luxury  was  never  provided 
for  the  voting  sex;  and  boys,  as  a  matter  of 
course,  received  their  ghostly  instruction 
with  the  chill  on.  We  muffled  ourselves 
up  in  comforteis,  as  if  to  go  on  a  sleigh 
ride,  and  shivered  through  the  long  ser- 
vices, warmed  only  by  such  flickering 
flames  of  devotion  as  they  were  calculated 
to  kindle.  The  vivid  descriptions  of  those 
sultry  regions  to  which  the  vast  majority 
of  the  human  race  were  hastening  lost 
something  of  the  terror  they  were  meant 
to  excite.  If  we  could  only  approach  the 
quarters  of  the  condemned  near  enough  to 
get  thoroughly  warmed  through,  the  broad 
road  that  led  to  them  might  gain  an  addi- 
tional attraction.  The  boys  were  required 
to  remember  the  text,  as  well  as  the  heads 
of  the  discourse,  and  were  duly  examined 


thereupon  the  next  day.  My  own  memory 
was  good, —  so  good,  indeed,  that  some  of 
those  sermons  stick  there  yet.  And  they 
were  not  difficult  to  remember  either;  for, 
give  the  preacher  his  premises,  and  let  him 
start  his  machine  of  formal  logic,  and  the 
conclusions  ground  themselves  out  with 
unerring  certainty.  An  exception  to  this 
rule  was  found  in  the  doctrine  of  election 
as  not  inconsistent  with  individual  free- 
dom. This  was  a  crazy  theme  with  which 
the  Andover  divines  were  accustomed  to 
grapple  with  great  spirit.  They  certainly 
showed,  or  appeared  to  show,  that  we  were 
perfectly  free  to  choose  a  destiny  which, 
nevertheless,  had  been  absolutely  decreed 
beforehand;  but  the  reasoning  which  dis- 
solved this  formidable  paradox  was  alto- 
gether too  subtle  for  the  youthful  brain  to 
follow. 

"  A  report  of  an  occasional  sermon  may 
give  some  idea  of  the  gallant  style  in  which 
the  Andover  ministers  faced  sin  —  or  what 
seemed  to  them  sin  —  under  difficulties.  It 
happened  that  a  proposition  to  teach  danc- 
ing in  the  town  had  been  made  by  some 
rash  professor  of  that  accomplishment. 
Under  this  visitation  there  was  clearly  but 
one  subject  for  the  next  Sunday's  discourse. 
The  good  minister  rose  in  the  pulpit  fully 
armed  for  the  encounter;  but  he  was  not 
the  man  to  take  unfair  advantages.  The 
adversary  should  be  allowed  every  point 
which  seemed  to  make  in  his  favor.  In 
pursuance  of  this  generous  design,  a  text 
was  given  out  which  certainly  did  seem  a 
little  awkward  in  view  of  the  deductions 
which  must  be  drawn  from  it.  It  was  taken 
from  the  Book  of  Ecclesiastes,  and  was  an- 
nounced with  unflinching  emphasis,  'There 
is  a  time  to  dance.'  The  preacher  began 
by  boldly  facing  the  performance  of  K'ng 
David, 

'  When  before  the  Ark 
His  grand  pas  seul  excited  some  remark!' 
"  But,  notwithstanding  the  record,  we 
were  assured  that  David  did  not  dance.  A 
reference  to  the  original  Hebrew  made  it 
plain  that  'he  took  no  steps.'  All  he  did 
was  to  jump  up  and  down  in  a  very  inno- 
cent manner,  and  it  was  evident  that  this 
required  no  professional  instruction.  And 
now,  having  disposed  of  the  example  of  the 
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father,  the  way  was  clear  to  take  up  the 
assertion  of  Solomon  that  there  was  a 
time  to  dance.  Were  this  the  case,  it  were 
pertinent  to  consider  what  that  time  might 
be.  Could  a  man  find  time  to  dance  before 
he  was  converted?  To  ask  such  a  question 
as  that  was  to  answer  it.  The  terrible 
risks  to  which  the  unregenerate  were  ex- 
posed, and  the  necessity  that  was  upon 
them  to  take  summary  measures  for  their 
avoidance,  clearly  left  no  time  for  dancing. 
And  how  was  it  with  a  man  while  he  was 
being  converted?  Overwhelmed  with  the 
sense  of  sin,  and  diligently  seeking  the 
remedy,  it  was  simply  preposterous  to 
imagine  that  he  could  find  time  for  dancing. 
And  how  was  it  with  the  saints  who  had 
been  converted.  Surely  such  time  as  they 
had  must  be  spent  in  religious  exercises 
for  the  conversion  of  others;  obviously 
they  had  no  time  to  dance.  And  so  the 
whole  of  human  life  had  been  covered,  and 
the  conclusion  was  driven  home  with  re- 
sistless force.  What  time  for  dancing 
Solomon  might  have  had  in  mind  was  un- 
necessary to  inquire,  for  it  was  simply 
demonstrable  that  he  could  not  have  re- 
ferred to  any  moment  of  the  time  allotted 
to  man  on  this  earth.  After  this  discussion 
it  is  needless  to  say  that  no  dancing-master 
showed  his  face  in  Andover  during  my 
acquaintance  with  the  town. 

"  But  if  it  shall  happen  that  I  speak  freely 
of  forms  which  have  no  longer  the  spiritual 
meaning  that  once  filled  them,  I  must  also 
emphasize  the  fact  that  a  stern  pressure 
towards  morality  was  characteristic  of  the 
school.  Emulation  was  abandoned  because 
it  appealed  to  lower  motives  than  Christ- 
ians should  entertain,  and  the  phrase 
'unhallowed  ambition,'  was  applied  to  the 
pursuit  of  excellence  for  any  selfish  end. 
A  society  for  the  cultivation  of  the  moral 
virtues,  composed  of  candidates  for  the 
Divinity  Department  and  some  of  the 
smaller  boys,  existed  in  the  school,  and  a 
pledge  to  abstain  from  intoxicating  liquors 
was  exacted  from  its  members. 

"  During  the  six  years  I  spent  in  Ando- 
ver there  were  several  revivals  of  religion. 
The  master  believed  in  their  utility  and  did 
everything  in  his  power  to  encourage  them. 
We   had   prayer   meetings   before  school, 


after  school,  and  in  recess,  and  a  strong 
influence  was  exerted  to  make  us  attend 
them.  I  am  tempted  to  give  a  little  cir- 
cumstance in  this  connection  because  it 
shows  the  absolute  sincerity  with  which 
our  teachers  held  their  religious  views. 
One  summer's  day,  after  a  session  of  four 
hours,  the  master  dismissed  the  school  in 
the  usual  form.  No  sooner  had  he  done 
so  than  he  added,  'There  will  now  be  a 
prayer-meeting:  those  who  wish  to  lie 
down  in  everlasting  burning  may  go;  the 
rest  will  stay.'  It  is  probable  that  a  good 
many  boys  wanted  to  get  out  of  doors. 
Two  of  them  only  had  the  audacity  to  rise 
and  leave  the  room.  One  of  t'hose  young- 
sters has  since  been  known  as  an  eminent 
Doctor  of  Divinity;  the  other  was  he  who 
now  relates  the  incident.  But  no  sooner 
was  the  prayer-meeting  over  than  Mr. 
Adams  sought  me  out,  asked  pardon  for 
the  dreadful  alternative  he  had  presented, 
and  burst  into  a  flood  of  tears.  He  said 
with  deep  emotion  that  he  feared  that  I 
had  committed  the  unpardonable  sin  and 
that  he  had  been  the  cause.  His  sincerity 
and  faith  were  most  touching;  and  his 
manliness  in  confessing  his  error  and  ask- 
ing pardon  from  his  pupil  makes  the  record 
of  the  occurrence  an  honor  to  his  memory. 

"  The  War  of  1812  put  a  stop  to  naviga- 
tion and  compelled  all  transfers  of  property 
to  be  made  by  wagon.  It  was  said  to  cost 
six  thousand  dollars  to  transport  a  piece 
of  ordnance  from  New  York  to  Buffalo. 
A  great  number  of  teams  bearing  produce 
from  Vermont  and  New  Hampshire,  and 
smuggled  goods  from  Canada,  passed 
through  Andover.  In  the  absence  of  mer- 
cantile news,  the  arrival  of  these  wagons 
was  announced  under  the  head  of  '  Horse- 
marine  news.'  One  of  the  humors  of  the 
war  was  an  amusing  parody  upon  the 
'Mariners  of  England'  entitled  the 
'Wagons  of  Freedom,'  a  ditty  of  which  I 
can  still  repeat  several  verses.  These 
teamsters  had,  however,  adopted  one  article 
of  the  sailors'  faith  that  was  by  no  means 
acceptable  to  the  people  of  Andover.  They 
held  that  'there  was  no  Sunday  off  sound- 
ings,' and  continued  their  progress  on  that 
day  greatly  to  the  scandal  of  the  righteous 
town.    It  was  plain  that  the  law  must  be 
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enforced,  and  accordingly  tithing-men  lay 
in  wait  on  Sunday  at  the  tavern,  and  at  the 
corners  of  the  public  roads.  They  suc- 
ceeded in  stopping  the  heavy  teams,  but 
horsemen  and  light  carriages  slipped 
through  their  fingers.  But  a  way  was  soon 
devised  to  meet  this  difficulty.  A  deacon 
was  joined  to  the  tithing-men  the  very  next 
Sunday,  and  the  party  were  put  in  com- 
mand of  the  toll-gate,  about  a  mile  out  of 
the  town  on  the  road  leading  to  Boston. 
It  was  known  about  the  school  that  a  trap 
had  been  set  which  no  Sunday  traveller 
could  hope  to  escape,  and  great  was  the 
interest  in  waiting  for  a  victim.  At  length 
a  gentleman  driving  a  fine  horse  passed 
along  the  street,  and,  all  unconscious  of 
his  fate,  proceeded  towards  the  toll-gate. 
The  excitemrnt  was  now  intense,  for  we 
expected  to  see  him  brought  back  by  the 
deacon  in  ignominious  captivity.  But  the 
spectators  were  disappointed,  for  this  part 
of  the  programme  was  not  carried  out.  In 
what  wonderful  way  the  traveller  had  man- 
aged to  elude  the  deacon  and  his  guard  we 
could  not  divine.  The  return  of  the  party 
at  sunset  brought  the  explanation,  and  a 
doleful  tale  of  depravity  passed  from  mouth 
to  mouth.  It  appeared  that  the  gentleman 
had  been  duly  stopped  at  the  toll-gate  and 
informed  that  he  could  go  no  farther.  But 
instead  of  showing  the  indignation  which 
his  captors  had  expected,  he  expressed 
himself  as  delighted  to  find  that  Andover 
was  bent  on  enforcing  the  admirable  Sun- 
day laws,  and  had  selected  agents  so 
prompt  and  capable  as  to  preclude  all 
chance  of  their  evasion.  '  But  the  law, 
gentlemen,'  he  went  on  to  say,  '  as  you 
well  know,  excepts  those  who  travel  upon 
errands  of  necessity  or  mercy;  and  I 
assure  you  that  my  mother  is  lying  dead 
in  Boston.'  Upon  this  statement  the  gate 
was  reluctantly  opened,  and  the  traveller 
allowed  to  proceed.  But  no  sooner  was  he 
fairly  out  of  danger  than  he  reined  in  his 
horse  and  delivered  himself  of  these  heart- 
less words:  'Goodbye,  Deacon;  tell  the 
busybodies  of  Andover  that  my  mother  is 
lying  dead  in  Boston, —  and  you  may  add, 
if  you  like,  that  she  has  been  lying  dead 
there  for  the  last  twenty  years!' 
"  It  need  not  be  said  that  this  occurrence 


was  improved,  as  the  text  of  a  lecture  to 
the  boys  on  the  sin  of  prevarication,  which 
is,  perhaps,  the  reason  why  I  remember  it 
so  vividly.  A  short  time  after  this,  an- 
other attempt  to  enforce  the  Sunday  law 
was  much  talked  of  in  the  town.  One 
Sabbath  morning,  a  hack  containing  four 
gentlemen  drove  through  the  place  and 
took  the  road  to  Salem.  The  deacon  and 
a  tithing-man,  who  were  again  on  the  alert, 
stopped  the  carriage,  and  ordered  the  pas- 
sengers to  return  to  the  tavern.  As  there 
was  no  toll-gate  in  the  way  this  time,  the 
travellers  irreverently  consigned  the  ec- 
clesiastical functionaries  to  hot  quarters, 
and  commanded  their  driver  to  whip  up 
and  go  on.  This  greatly  exasperated  the 
deacon  and  his  companion  who,  consider- 
ing that  the  arrest  of  such  hardened 
offenders  was  undoubtedly  a  work  of  neces- 
sity and  mercy,  hired  a  light  carriage  and 
gave  pursuit.  But  a  stern  chase,  as  the 
sailors  say,  is  apt  to  be  a  long  chase,  and 
the  hack  kept  on  till  it  reached  Salem, 
where  the  pursuers  felt  certain  of  making 
a  capture.  And  this  might  have  been 
effected  had  the  parties  stopped  at  any 
tavern  or  house,,  as  it  was  reasonable  to 
suppose  that  they  would.  But,  unhappily, 
on  went  the  hack  till  it  reached  the  end  of 
the  wharf.  Here  the  passengers  jumped 
out,  sprang  into  a  boat  that  was  in  waiting, 
and  were  instantly  rowed  to  a  frigate  which 
was  lying  in  the  harbor, —  their  would-be 
captors  gazing  after  them  in  mute  con- 
sternation. As  it  did  not  seem  quite 
prudent  for  an  Andover  deacon  to  attempt 
the  arrest  of  officers  on  board  a  man-of- 
war,  there  was  nothing  to  be  done  but  to 
retrace  a  tedious  journey,  and  to  submit 
to  such  chaff  as  a  heartless  world  bestows 
upon  unsuccessful  attempts  to  make  it 
better. 

"  It  was  provided  that  every  pupil  at  the 
Academy  should  be  taught  to  sing,  and  a 
special  master  was  kept  to  train  us  in  an 
accomplishment  which  was  held  to  be  of 
the  first  importance  in  the  next  world,  if 
not  in  this.  English  literature  was  pre- 
sented in  the  sober  guise  of  'Vincent's 
Explanations  of  the  Westminster  Cate- 
chism,' and  '  Mason  on  Self-Knowledge,' 
and  from  each  of  these  books  we  were  re- 
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quired  to  recite  once  a  week.  The  sole 
work  of  imagination  tolerated  by  the 
authorities  was  the  '  Pilgrim's  Progress.' 
There  was,  nevertheless,  an  awful  rumor, 
only  to  be  mentioned  under  one's  breath, 
that  Dr.  Porter,  professor  of  rhetoric  in 
the  divinity  schools,  had  upon  his  shelves 
the  writings  of  a  person  called  William 
Shakespeare,  a  play-actor,  whose  literary 
productions  were  far  from  edifying.  I 
mention  this  scandal,  not  as  asserting  its 
truth;  it  may  be  one  more  specimen  of 
those  reckless  stories  boys  will  get  up 
about  their  betters. 

"  But  I  must  pause  in  my  recollections 
of  Andover,  or  there  will  be  no  end  to 
them.  What  has  been  said  has  been  given 
from  a  pupil's  point  of  view.  They  are 
simply  the  salient  points  which  happen  to 
stick  in  a  boy's  memory.  They  are  not  to 
be  mistaken  for  an  estimate  of  the  worth 
of  the  institution,  or  of  the  work  done  by 
the  good  and  honorable  men  who  con- 
ducted it." 


BOOK  REVIEWS— THE  STONE  AGE 

Messrs.  Houghton,  Mifflin  &  Company, 
Boston,  have  recently  published  "The 
Stone  Age  in  North  America,"  by  Warren 
K.  Moorehead,  Curator  of  the  Department 
of  Archaeology  in  Phillips  Academy.  This 
is  a  classification  of  all  the  implements, 
ornaments,  utensils,  etc.,  made  and  used 
by  ancient  man  in  North  America.  The 
volumes  are  10x7  1-2  inches,  contain  882 
pages  and  723  figures.  Most  of  the  fig- 
ures are  full  page  plates,  many  of  them 
photogravures,  and  a  few  are  colored 
plates.  The  cost  of  this  work  was  about 
$6,500.00  Museums  and  students  of  archae- 
ology all  over  the  United  States  con- 
tributed liberally  and  thus  aided  the  De- 
partment in  making  possible  the  publica- 
tion. 

At  the  present  writing  all  the  edition  has 
been  sold  but  about  three  hundred  copies. 
The  work  has  been  favorably  received  in 
the  United  States  and  Canada.  Several 
hundred  complimentary  letters  have  been 
written  to  the  author.  The  Stone  Age 
the  result  of  more  than  twenty  years'  study 
of  the  arts  of  prehistoric  man,  and  the  ac- 


tual preparation  of  it  occupied  much  time 
during  the  past  five  years  and  practically 
half  the  author's  time  for  the  past  eighteen 
months.  Nothing  just  like  it  in  the 
United  States  —  or  for  that  matter  in  the 
world  —  has  been  published  up  to  the 
present  time. 

The  work  contains  not  only  a  complete 
classification  of  various  unknown  forms  of 
stone  implements  but  also  a  comprehen- 
sive bibliography. 


The  February  number  of  the  North 
American  Review  prints  an  article  by 
Francis  B.  Thwing,  P.  A.  '09,  entitled 
"  Arthur  Henry  Hallam."  The  article  is 
a  comprehensive  and  scholarly  treatment 
of  the  spiritual  side  of  the  life  of 
Tennyson's  friend  for  whom  he  wrote  his 
immortal  poem  "  In  Memoriam."  Thwing 
is  still  an  undergraduate  at  Harvard  and 
is  but  twenty  years  old.  At  Andover  he 
took  high  rank  as  a  scholar,  and  was 
prominently  identified  with  the  literary 
and  religious  activities  of  the  school.  The 
"  Review "  speaks  of  Thwing  as  a  young 
writer  of  great  ability  and  promise. 


ALOYAL  FRIEND  AND  ALUMNUS 

Professor  Edward  Payson  Crowell  of  Amherst 
College  was  a  graduate  of  Phillips  in  1849  and 
at  once  entered  Amherst  College,  graduating 
four  years  later.  His  parents  were  Rev.  Robert 
Crowell  and  Hannah  Choate  Crowell  and  he 
was  born  in  Essex,  September  7,  1830.  For  two 
years  he  taught  in  Williston  Seminary  at  East- 
hampton  and  for  one  year  at  Amherst  College, 
for  two  years  studied  at  Andover  Tehological 
Seminary  and  for  fifty  years  was  professor  of 
Latin  in  Amherst  College  and  was  made  pro- 
fessor emeritus  in  1908.  He  died  in  Amherst, 
March  25,  191 1.  Professor  Crowell  was  a  man 
of  untiring  energy,  of  profound  religious  con- 
victions, of  warm  sympathies,  of  scholarly  tastes 
and  was  deeply  interested  in  all  student  prob- 
lems and  civic  duties.  He  served  in  the  state 
Legislature  in  1879.  His  clear  mind  and  love  of 
literature  made  him  an  exceptional  teacher.  He 
was  a  member  of  many  learned  societies  and 
had  written  and  edited  many  textbooks  and 
biographical  works.  His  love  for  Phillips 
Academy  and  his  abiding  interest  in  the  school 
was  shown  in  numberless  ways  and  throughout 
his  long  life. 
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STUDENTS  AT  ANDOVER  BEFORE  1880 
It  would  hasten  forward  the  Biographical 
Catalogue  of  the  Academy  and  insure  accuracy 
as  well  as  lessen  expense  if  all  students  of 
Phillips  who  entered  the  institution  before  1880 
would  answer  the  following  questions  and  mail 
answers  to  "  Biographical  Catalogue,  Phillips 
Academy,  Andover,  Mass."  Name  in  full,  date 
of  birth,  place  of  birth,  age  at  entering,  time  of 
leaving,  name  of  father,  maiden  name  of  mother 
in  full,  college  with  year  of  graduation,  college 
degrees,  Civil  War  or  Spanish  War  record,  civil 
or  political  offices  held,  literary  work  done,  pres- 
ent address,  occupation. 


It  is  requested  that  death  notices  and  wed- 
ding announcements  be  sent  to  Phillips  Bulletin, 
Andover,  Mass.,  in  order  that  these  records  may 
be  complete  and  accurate. 


PERSONALS 

1844 — Moses  Ellis,  son  of  Seth  and  Mary 
Fairbanks  Ellis,  was  born  in  Medfield,  Septem- 
ber 13,  1826.  Early  in  1850  he  went  to  Cali- 
fornia and  was  in  the  wholesale  grocery  business 
until  1866.  He  was  a  member  of  the  National 
Guard  during  the  Civil  War  and  although  he 
never  accepted  political  office,  he  was  offered 
by  the  Republican  party  the  nomination  for 
Governor  of  California.  The  last  portion  of 
his  life  he  lived  at  his  country  home  in  Framing- 
ham,  where  he  died  December  26,  1910. 

1844 —  William  Vernon,  son  of  William  and 
Elizabeth  Bryan  Vernon,  was  born  in  Newport, 
R.  I.,  April  28,  1828,  attended  Brown  University 
and  entered  business  in  New  York  City  where 
he  was  a  member  of  the  firm  of  Olyphant, 
Son  &•  Co.,  Tea  Importers.  He  was  a  member 
of  the  school  board  of  Morristcwn,  N.  J.,  and 
died  in  Brookline,  November  1,  1910. 

1845 —  Amory  Leland,  son  of  Amory  and  Olive 
Daniels  Leland,  was  born  in  Holliston,  Novem- 
ber 10,  1824,  and  became  a  woolen  commission 
merchant  in  New  York  City.  He  died  in  that 
city  February  12,   191 1. 

1849 — Professor  Edward  Payson  Crowell  of 
Amherst  College  died  in  Amherst  March  25, 
1 9 1 1 .  A  fuller  account  of  his  life  will  be  found 
earlier  in  this  number  of  the  Bulletin. 

1849 — Charles  Everett  Johnson,  son  of  Fred- 
erick and  Nancy  Chase  Johnson,  was  born  in 
Bradford,  March  i,  1830,  and  graduated  with 
the  salutatory  from  Harvard  in  1853.  The  fol- 
lowing year  he  was  a  teacher  in  Phillips  Acad- 
emy and  for  one  year  he  was  in  the  Princeton 
Theological  Seminary.     He  was  a  shoe  manu- 


facturer in  New  Orleans,  Cincinnati  and 
Boston.  He  retired  from  business  in  1890  and 
lived  in  California  and  in  Colorado.  He  died 
in  Denver,  Col.,  March  19,  1910. 

1850 — John  Thacher,  son  of  Peter  and  Susan 
Carpenter  Thacher,  was  born  in  Attleboro, 
November  4,  1828.  He  was  one  of  the  most 
respected  citizens  of  his  native  town,  having 
been  selectman,  assessor,  overseer  of  the  poor, 
tax  collector  and  associate  county  commissioner. 
His  life  was  spent  as  a  farmer  and  ice-dealer. 
Everything  that  pertained  to  Phillips  Academy 
was  very  dear  to  him  and  he  had  attended 
every  alumni  dinner  both  in  Boston  and  Ando- 
ver since  the  dinners  began  to  be  held  in  1886. 
He  was  vice-president  of  the  Alumni  Associa- 
tion in  1898-1899.  Mr.  Thacher  died  in  Attle- 
boro, February  17,  191 1. 

1854 —  Harrison  Everett  Chadwick,  son  of 
Benjamin  P.  and  Deborah  Robins  Day  Chad- 
wick, was  born  in  Bradford.  September  15,  1828, 
and  graduated  from  Dartmouth  in  1858.  He 
was  U.  S.  Deputy  Collector  of  Internal  Revenue, 
assessor  of  Bradford,  and.  served  on  the  school 
board  of  Haverhill.  For  more  than  twenty 
years  he  was  connected  with  Bradford  Academy 
and  he  had  been  teacher  and  farmer.  He  died 
in  Bradford,  March  11,  191 1.    His  son,  Everett 

D.  Chadwick,  was  in  the  class  of  1887. 

1855 —  Charles  Leavitt  Beals,  son  of  George 
L.  and  Nancy  Norcross  Beals.  was  born  in 
Winchendon.  May  6,  1835.  For  forty-three 
years  he  was  treasurer  of  the  Winchendon  Sav- 
ings Bank  ana  for  forty-one  years  was  cashier 
of  the  First  National  Bank.  At  the  time  of  his 
death  he  was  president  of  the  Savings  Bank. 
He  died  in  Bowling  Green,  Fla.,  March  11,  191 1. 

1855 —  Henry  Ricketson  Tucker  was  the  son 
of  Abner  R.  and  Abby  Tucker.  He  was  en- 
gaged in  the  grocery  business  and  died  at  West- 
boro,  October  29,  1910. 

1856 —  Charles  Edward  Inches,  son  of  Charles 

E.  and  Henrietta  Boit  Inches,  was  born  in  East 
Boston.  August  31,  1840,  and  graduated  at  Har- 
vard in  1 86 1  and  from  the  Harvard  Medical 
School  in  1865.  He  was  assistant  surgeon  of 
the  37th  Massachusetts,  Sixth  Army  Corps,  and 
later  of  the  20th  Mass.  He  practiced  medicine 
in  Boston  where  he  died,  January  12,  191 1. 

1856 — Charles  Marsh  Mead  was  a  teacher  in 
Phillips  in  the  years  1856-1858.  He  was  born  in 
Cornwall,  Vt.,  January  28,  1836,  the  son  of  Rufus 
and  Anna  Janes  Mead.  He  graduated  from 
Middlebury  College  in  1856,  taught  in  the  col- 
lege, and  graduated  from  Andover  Theological 
Seminary  in  1862.  He  studied  in  Germany,  was 
professor  of  Hebrew  in  Andover  Seminary  for 
more  than  fifteen  years,  taught  in  Princeton 
Seminary  and  in  Hartford  Seminary,  was  one 
of  the  American  revisers  of  the  Bible,  was 
editor  and  author  of  many  works.  Prof.  Mead 
died  in  New  Haven,  Conn.,  February  15,  1911. 
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1856 — Robert  Stewart  Davis,  son  of  James  M. 
and  Elizabeth  McClelland  Davis,  was  born  in 
Philadelphia,  Pa.,  April  23,  1839,  and  graduated 
from  Yale  in  i860.  He  founded  "The  Saturday 
Night,"  a  Philadelphia  weekly,  and  was  founder 
and  publisher  of  the  Evening  Call.  He  died  in 
Philadelphia,  March  17,  191 1. 

1858 — Walter  Lowrie  McClintock,  son  of 
Washington  and  Eliza  Thompson  McClintock, 
was  born  in  Pittsburgh,  Pa.,  June  21,  1841,  and 
graduated  from  Yale  in  1862.  While  in  college 
he  enlisted  in  the  City  Guards  of  Pittsburgh, 
which  became  Co.  K,  12th  Penn.  Regiment.  He 
attended  the  Columbia  Law  School  and  in  1864 
entered  the  firm  of  Oliver  McClintock  &  Co., 
remaining  in  it  till  his  death,  March  3,  191 1,  at 
Washington,  D.  C. 

1858 —  Luther  Dimmick  Shepard,  son  of  John 
William  and  Elisa  Burns  Shepard,  was  born  in 
Windham,  Me.,  September  11,  1837,  and  gradu- 
ated from  Amherst  in  1862.  He  had  been  a 
professor  of  dentistry  in  Harvard,  had  served  as 
president  of  the  American  Dental  Association, 
was  president  of  the  World's  Columbian  Dental 
Congress  in  1893  and  had  been  a  frequent  con- 
tributor to  educational  journals.  Dr.  Shepard 
died  in  Boston,  January  26,  191 1. 

1859 —  John  Woodworth  Gould,  son  of  Charles 
David  and  Catherine  Livingston  Gould,  was  born 
in  Albany,  N.  Y.,  October  11,  1839,  and  was  a 
member  of  the  Yale  class  of  1863.  He  was  a 
sailor  before  the  mast  for  a  while  and  then  in 
business  in  Memphis,  Tenn.,  and  a  dealer  in 
railroad  iron  and  supplies  in  New  York  City. 
He  died  in  Newark,  N.  J.,  January  16,  191 1. 

1860 —  A  handsomely  bound  copy  of  the  "  His- 
tory of  the  Forty-Fourth  New  York  Volunteer 
Infantry "  has  been  recently  presented  to  the 
Academy  by  Major  Bradford  R.  Wood  of  that 
Regiment,  who  now  lives  at  121  Lancaster 
Street,  Albany,  N.  Y. 

1861 —  Peter  Dove  Smith,  son  of  Peter  and 
Esther  Ward  Smith,  was  born  in  Andover, 
Augusr.  24,  1842.  He  entered  the  Civil  War  as 
corporal  in  Company  H,  First  Heavy  Artillery. 
He  was  promoted  to  be  sergeant  and  later  2nd 
lieutenant  in  Company  G.  At  Spottsylvania  he 
was  wounded  and  honorably  discharged  in 
August,  1864.  In  1900  he  was  commander  of 
the  Massachusetts  department  of  the  Grand 
Army.  For  twelve  years  he  was  president  of 
the  board  of  trustees  of  the  Soldiers'  Home  at 
Chelsea.  For  three  years  he  was  chairman  of  the 
board  of  selectmen  of  Anrlover.  At  the  time  of 
his  death  he  was  president  of  the  Smith  &  Dove 
Manufacturing  Company.  He  died  in  Andover, 
January  16,  191 1. 

1862 —  George  Albajence  Ainsworth,  son  of 
Rodolphus  and  Hannah  Coburn  Ainsworth,  was 
born  in  Williamstown,  Vt.,  July  19,  1836.  During 
the  Civil  War  he  was  connected  with  the  Christ- 


ian Commission.  In  his  later  life  he  sold  pianos, 
organs,  sewing  machines  and  was  a  regular  cor- 
respondent of  the  Vermont  Watchman  of  Mont- 
pelier  and  afterwards  of  the  Barre  Daily  Times, 
proving  an  unusually  accurate  and  attractive 
writer  for  those  papers.  He  died  in  Williams- 
town,  Vt.,  October  23,  1910. 

1863 —  Brown  Hopkins  Emerson,  son  of  Daniel 
Hopkins  and  Lucy  Ann  Williams  Page  Emerson, 
was  born  in  Frazer,  Chester  Co.,  Pa.,  August  30, 
1843,  and  was  connected  with  the  Yale  class  of 
1863.  During  the  Civil  War  he  served  at  Fort 
Delaware  with  the  9th  Delaware  Volunteers. 
He  attended  Union  Theological  Seminary.  He 
died  in  Philadelphia,  September  10,  1910. 

1864 —  Samuel  Baker  Hall,  son  of  Marshall 
Carter  and  Sophia  Deming  Hall,  was  born  in 
Bennington,  Vt.,  February  17,  1846.  He  en- 
tered business  life  and  became  cashier  of  the 
First  National  Bank  of  North  Bennington,  Vt., 
and  president  of  the  Bennington  &  Rutland 
Railroad  Company.  Mr.  Hall  died  in  Benning- 
ton, in  December,  1910. 

1865 —  Charles  Henry  Woodman,  son  of  Henry 
Augustus  and  Mary  Jane  Norton  Woodman,  was 
born  in  Newburyport,  October  4,  1847,  and  en- 
listed as  a  drummer  boy  in  the  Mass.  Volunteer 
Militia.  He  was  secretary,  chief  examiner  and 
executive  officer  of  the  New  York  Civil  Service 
Commission,  was  president  of  the  New  York 
City  Board  of  Excise,  superintendent  of  Supplies 
and  Repairs,  Department  of  Parks,  New  York 
City.  His  literary  work  was  varied,  editor  of 
The  National  Quarterly  Review,  contributor  to 
the  Atlantic  Monthly,  Appleton's  Journal,  and 
other  magazines,  writer  of  "  Boys  and  Girls  of 
the  Revolution,"  and  of  "  The  Defense  of  Tur- 
key." He  died  in  New  York  City,  January  2, 
191 1.  His  son,  Edmund  Joseph  Woodman,  was 
in  the  class  of  1892  of  Phillips  Academy. 

1866 —  Justin  Carter,  son  of  Justin  and  Mary 
Rebecca  Manning  Carter,  was  born  in  Andover, 
August  11,  1851,  in  the  house  in  which  he  died, 
February  8,  191 1.  His  whole  life  was  spent  in 
farming. 

1867 —  Israel  Putnam  Dana,  son  of  Charles 
Smith  and  Helen  Arvilla  Dana,  was  born  at 
Danville,  Vt.,  August  12,  1849,  and  graduated 
at  Harvard  in  1871.  He  taught  in  Buffalo,  N.  Y., 
for  seven  years  was  chief  deputy  collector  of 
internal  revenue  at  Montpelier,  Vt.,  was  ad- 
mitted to  the  Vermont  bar  in  1882,  opened  an 
office  in  Kansas  City,  Mo.,  served  as  general 
attorney  for  the  Kansas  City,  Fort  Scott  and 
Memphis  Railroad.  Mr.  Dana  died  in  Loomis, 
N.  Y.,  November  5,  1910. 

1868 —  Edward  Montague  Switzer,  son  of 
Abram  Granville  and  Mary  Jane  Jennings 
Switzer,  was  born  in  St.  Louis,  Mo.,  March  18, 
1 85 1,  and  was  a  member  of  the  Harvard  class 
of  1872.    He  died  in  St.  Louis,  January  26,  191 1. 
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1869 — Charles  R.  Grubb  is  spending  his  win- 
ters at  St.  Raphael,  Var.,  in  France  and  his 
summers  near  Vernon  in  Normandy. 

1869 — William  Thompson  Jenkins,  son  of  John 
and  Chloe  Thompson  Jenkins,  was  born  in  Fal- 
mouth, November  io,  1852,  and  was  a  member 
of  the  class  of  1872,  Sheffield  Scientific  School. 
He  was  treasurer  of  the  Babcock  Varnish  Com- 
pany, 10  Oliver  St.,  Boston,  and  died,  Janu- 
ary 31,  1911. 

1869 —  Joseph  Carlton  Norris,  son  of  Jacob  and 
Lydia  Griswold  Norris,  was  born  at  Palmyra, 
N.  Y.,  June  14,  1849.  His  life  was  given  largely 
to  teaching,  as  principal  of  Walworth  Academy 
in  New  York,  as  principal  of  the  Canandaigua 
Academy  and  for  eleven  years  as  head  of  the 
public  school  system  of  Canandaigua.  Although 
not  a  college  man,  his  work  was  so  successful 
that  Rochester  University  gave  him  an  A.M., 
Hamilton  College  a  Ph.D.,  and  Williams  College 
an  A.M.  Dr.  Norris  was  appointed  secretary  of 
the  New  York  State  commission  to  the  James- 
town exposition.    He  died  in  Utica,  N.  Y. 

1870—  William  Earl  Dodge  Stokes  and  Miss 
Helen  Elwood  were  married  in  Jersey  City,  N.  J., 
February  11,  1911. 

1 871 —  Eliot  Gregory,  through  the  French  Em- 
bassy, has  had  conferred  upon  him  the  Cross  of 
the  Legion  of  Honor. 

1872 —  The  Plimpton  Press  publish  a  book  of 
historic  interest,  "  Old  Bradford  School  Days," 
by  Arthur  Howard  Hall,  of  the  class  of  1872, 
with  illustrations  and  portraits,  giving  the  every 
day  life  of  a  New  England  school,  fifty  years 
ago. 

1873 —  Daniel  Elijah  Smith,  son  of  Elijah  and 
Helen  Blaisdell  Smith,  was  born  at  Quincy, 
August  s,  1852,  and  graduated  from  Harvard  in 
1877  and  from  Andover  Theological  Seminary  in 
1880.  He  was  a  pastor  in  Albany,  Vt,  and  in 
Robbinston,  Me.,  and  was  in  business  in  Phila- 
delphia, Pa.,  and  in  Florida.  He  died  at  Miami, 
Fla.,  October  18,  1910. 

1877 — Arthur  W.  Moss  has  been  connected 
with  the  Pennsylvania  Railroad  since  leaving 
Andover,  first  in  the  mechanical  department, 
then  as  train  master  in  the  transportation  de- 
partment and  then  as  superintendent  of  different 
divisions.  Since  1899  he  has  been  superintendent 
of  the  Schuylkill  Division  with  headquarters  at 
Reading,  Pa. 

1880 —  Charles  Taylor  Ralston  was  a  journalist 
at  Washington,  D.  C,  Cambridge,  N.  Y.,  and 
North  Adams,  and  died  in  New  York  City,  July 
15,  1910. 

1 881 —  Richard  Judd  Hanna  was  given  a  fare- 
well dinner  party  on  the  evening  of  March  II, 
191 1,  at  Franklin,  Pa.,  as  he  is  to  live  on  the 
Pacific  coast.  Over  fifty  of  his  neighbors  and 
friends  were  present. 


1883 —  Herbert  Marsena  Allen,  son  of  Orson 
Parda  Allen,  was  born  in  Harpoot,  Turkey, 
March  8,  1865,  and  graduated  from  Williams 
College  in  1888  and  from  Bangor  Theological 
Seminary  in  1893.  For  five  years  he  was  a 
missionary  at  Van,  Turkey,  and  then  served  in 
the  Cuban  Relief  work.  For  a  time  he  worked 
in  connection  with  the  Home  Missionary  Society, 
editing  an  Armenian  paper  in  Boston.  In  1903 
he  returned  to  Turkey  and  for  two  years  was  in 
charge  of  a  boys'  school  at  Bardizag  and  in  1907 
he  assumed  thz  editorship  of  a  largely  circulated 
and  efficient  religious  journal.  He  died  in  Con- 
stantinople, January  25,  191 1. 

1884 —  Rev.  Frank  Ilsley  Paradise  has  written 
"  The  Church  and  the  Individual,"  which  Moffat, 
Yard  &  Company  publish. 

1884 —  Julian  V.  Wright  deals  in  investment 
securities  and  has  an  office  at  847  Main  St., 
Hartford,  Conn. 

1885 —  Charles  Jabez  Wallis,  son  of  William 
and  Elizabeth  Robinson  Wallis,  was  born  at 
Ballston  Spa,  N.  Y.,  February  17,  1856.  He 
attended  Emerson  School  of  Oratory  in  Boston, 
and  lectured  on  travel  and  literary  subjects.  He 
was  a  piano  maker  by  trade  and  lived  in  Leom- 
inster where  he  died,  June  10,  1910. 

1886 —  Nathan  Clifford  is  president  of  the 
Maine  State  Senate. 

1886 — Isaac  Francis  White,  son  of  Isaac  C. 
and  Hannah  B.  Sampson  White,  was  born  in 
Newmarket,  N.  H.,  February  28,  1866,  and  died 
in  Boston,  January  21,  191 1. 

1 89 1 — Frank  A.  Hinkey  is  superintendent  of 
the  smelting  plant  of  the  United  Zinc  and 
Chemical  Co.,  at  Springfield,  111. 

1891 — Henry  J.  Lelande  was  elected  clerk  of 
Los  Angeles  County,  Cal.,  at  the  last  election 

1891 —  Published  by  Eaton  &  Mains,  "  Religious 
Certainty "  by  Francis  J.  McConnell,  Ph.D., 
President  of  DePauw  University  and  one  of  the 
board  of  preachers  to  Harvard  University. 

1892 —  Pierre  Sylvester  Jennings,  son  of  Peter 
Sylvester  and  Frances  E.  Fiero  Jennings,  was 
born  at  Cleveland,  O.,  October  11,  1873.  He 
attended  the  Columbia  Law  School  with  the  class 
of  1895  and  was  admitted  to  the  New  York  Bar 
in  1899.  For  some  years  he  was  police  magis- 
trate in  Catskill,  N.  Y.,  was  elected  district  at- 
torney of  Greene  County  in  1904  and  re-elected 
in  1907.  He  died  the  first  Sunday  night  in 
April,  191 1,  at  Catskill,  N.  Y. 

1893 —  James  Israel  Lineaweaver  and  Miss 
Alice  Paterson  McLennan  were  married  at 
Montreal,  Canada,  January  12,  191 1. 

1894 —  Leland  Emerson  Bristol,  son  of  Cicero 
Lathrop  and  Mary  Jane  Weeks  Bristol,  was  born 
at  Omaha,  Neb.,  September  24,  1875,  and 
graduated  at  Harvard  in  1898  and  from  the 
Harvard  Law  School  in  1901.    He  practiced  law 
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in  Kansas  City,  Mo.,  was  assistant  professor  of 
law  at  the  Missouri  State  University,  Columbia, 
Mo.,  and  then  was  in  the  real  estate  business  in 
Seattle,  Wash.,  and  died  in  the  summer  of  1910 
in  Portland,  Ore. 

1894 — George  Ellis  and  Miss  Florence  Moore 
Halbertstadt  were  married  at  Pottsville,  Pa., 
January  18,  191 1. 

1894 — Richard  M.  Lester  is  a  member  of  the 
law  firm  of  Humphrey  &  Lester,  Ardmore,  Okla. 

1894 —  James  O.  Rodgers  is  a  member  of  the 
firm  of  Rodgers,  Hobart  &  Carr,  insurance 
brokers,  at  149  Broadway,  N.  Y. 

1895 —  William  T.  Laing  is  in  the  New  York 
office  of  the  Capper  publications,  a  series  of 
daily  and  weekly  papers  in  Kansas,  Missouri  and 
Nebraska.  His  address  is  1306  Flatiron  Building, 
New  York  City. 

1896 —  Upton  Alexander,  son  of  Andrew  J.  and 
Eveline  Martin  Alexander,  was  born  at  Auburn, 
N.  Y.,  November  2,  1875.  He  entered  business 
in  Philadelphia,  spent  several  years  in  Wash- 
ington engaged  in  tunnel  work,  and  became 
assistant  superintendent  in  the  McAdoo  tunnel 
construction.  His  last  years  were  spent  as  an 
invalid  at  his  home  and  he  died  at  Clifton 
Springs,  N.  Y.,  December  10,  1910. 

1896 — Frederic  Winthrop  Allen  and  Miss  Irene 
Catlin  were  married  at  St.  Louis,  Mo.,  February 
4,  1911. 

1896 — Edwin  C.  Andrews  is  a  manufacturer 
of  steam  radiators  in  Tonawanda,  N.  Y.,  and 
may  be  addressed  at  the  University  Club, 
Buffalo,  N.  Y, 

1896 — Lieut.  Marlborough  Churchill  is  with 
Battery  C,  First  Reg.  Field  Artillery  at  Fort 
McKinley,  Philippine  Islands. 

1896 — Andrew  Gano  Burt  Heiskell,  son  of 
William  Paxton  and  Kate  Burt  Heiskell,  was 
born  at  Wheeling,  W.  Va.,  October  31,  1877, 
and  died  at  Sierra  Madre,  Cal.,  January  15,  191 1. 

1896 —  John  Taylor  Williams  is  the  resident 
physician  at  the  Atlanta  Baptist  College,  Atlanta, 
Ga.,  and  is  a  teacher  of  science  in  the  same 
institution. 

1897 —  Thomas  Carlton  Carson  and  Miss  Eliza- 
beth Agnes  Rose  were  married  at  Geneva,  N.  Y., 
January  10,  191 1. 

1897 — George  Franklin  French  and  Miss  Anna 
Ada  Kramlich  were  married  at  Philadelphia,  Pa., 
March  30,  1911. 

1897 — Dr.  Roy  H.  Gilpatrick  has  removed  his 
office  to  376  Newbury  St.,  Boston. 

1897 —  Robert  Rudd  Whiting  is  editor-in-chief 
of  Ainslee's  Magazine. 

1898 —  Enos  Kittredge  Sawyer  and  Miss  Mabel 
E.  White  were  married  in  Somerville,  February 
28,  1911. 


1898 —  John  Hough  Wickersham  and  Miss 
Marion  S.  Burrowes  were  married  at  Lancaster, 
Pa.,  January  18,  191 1. 

1899—  Dr.  Charles  O.  Day  may  be  addressed 
at  209  East  Ave.,  Rochester,  N.  Y. 

1899 — Rev.  Irvine  Goddard  is  rector  of  Christ 
Church,  Gloversville,  N.  Y. 

1899 —  Ferdinand  F.  Jelke  is  president  of  the 
George  P.  Braun  Manufacturing  Company,  560 
West  Monroe  St.,  Chicago,  111. 

1900 —  Robert  Percy  Schenck  and  Douglas  S. 
Schenck,  '03,  have  formed  a  partnership  under 
the  firm  name  of  Schenck  &  Schenck,  to  do  a 
brokerage  insurance  business  at  1  Exchange 
Place,  Jersey  City,  N.  J. 

1900 —  C.  Blaine  Warner  is  vice-president  and 
treasurer  of  the  Warner  Sugar  Refining  Co.,  79 
Wall  St.,  New  York. 

1901 —  Paul  Morgan  Butterfield  and  Mrs. 
Bertha  Snow  Haynes  were  married  at  New  York 
City,  January  1,  1911. 

1901 — John  P.  Kineon  is  superintendent  of 
the  Long  Island  Consolidated  Trolley  Companies. 

1 90 1 —  Herbert  Alexander  Welch,  son  of  Alex- 
ander Lewis  and  Maria  Ann  Hinton  Welch,  was 
born  in  England,  July  21,  1880.  He  entered 
Columbia  University  and  studied  theology,  and 
died  in  Yonkers,  N.  Y.,  March  5,  191 1. 

1902 —  Ward  McLanahan  is  superintendent  at 
Martinsburg,  W.  Va.,  of  the  southern  division 
of  the  Blair  Limestone  Company,  Pittsburg,  Pa. 

1903 —  John  Glenn  Benbow  and  Miss  Frances 
Elizabeth  Breck  were  married  at  Newton,  No- 
vember 30,  1910. 

1903 — William  H.  H.  Cranmer  is  agent  of  the 
Ernest  &  Cranmer  Building  Co.,  and  president 
of  the  Jones,  Wheeler,  Cranmer  Engineering 
Company,  Denver,  Col. 

1903 — Edward  Twichell  Hall  and  Miss  Jessie 
Jay  Gilroy  were  married  at  Philadelphia,  Pa., 
January  10,  191 1.  They  will  live  at  Big  Bend 
Road,  Webster  Groves,  Mo. 

1903 —  Douglas  Satterlee  Schenck  and  Miss 
Marion  Ridgway  were  married  at  Jersey  City, 
N.  J.,  January  19,  191 1. 

1904 —  Franklin  M.  Gunther  is  secretary  of 
the  U.  S.  Legation  to  Nicaragua. 

1905 —  Alonzo  Nelson  Dewey,  son  of  William 
Childs  and  Ella  E.  Flynt  Dewey,  was  born  in 
Springfield,  November  17,  1886,  and  graduated 
at  Sheffield  in  1909.  He  engaged  in  mining  busi- 
ness in  the  west  and  died  in  Philadelphia,  Pa., 
February  16,  191 1,  as  the  result  of  an  operation 
for  appendicitis. 

1 90s — James  M.  Howard  may  be  addressed  in 
care  of  Thomas  Cook  &  Son,  Munich,  Germany. 

1906 —  H.nmlin  Foster  Andrus  and  Miss  Mary 
F.  Hotchkiss  were  married  in  New  York  City, 
March  21,  191 1. 
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EDITORIAL 


The  recent  distinguished  honor  that 
has  fallen  to  Henry  L.  Stimson,  one  of 
the  Academy's  most  prominent  gradu- 
ates, is  a  source  of  pride  to  all  Andover 
men.  Mr.  Stimson  has  advanced  rapid- 
ly and  deservedly  in  prominence  during 
recent  months.  His  latest  appointment 
by  President  Taft  as  Secretary  of  War 
is  a  fine  tribute  to  those  sterling  qualities 
which  Mr.  Stimson  possesses  in  an  un-  - 
usual  degree  and  which  have  invariably 
won  the  respect  of  all  who  have  been 
privileged  to  know  him.  As  alumnus, 
as  benefactor,  as  trustee  and  friend  Mr. 
Stimson  has  constantly  shown  his  deep 
interest  in  the  welfare  of  the  .school. 
His  faith  in  its  ideals  has  been  strong 
and  enthusiastic.  His  counsel  has  been 
freely  sought  and  freely  given.  No  one 
man  has  done  more  to  further  the  con- 
spicuous development  that  has  charac- 
terized the  school  in  recent  years.  The 
Bulletin  extends  to  the  new  Secretary 
of  War  its  hearty  congratulations  and 
good  wishes. 


The  Bulletin  inserts  in  this  issue  a 
panoramic  view  of  the  school  property 
which  cannot  fail  to  prove  of  interest 
to  Andover  men.  Few  if  any  who  have 
not  visited  Andover  hill  in  recent 
months  have  any  true  appreciation  of 
the  far-reaching  changes  that  have  lately 
taken  place.  The  efforts  of  the  trustees 
to  secure  funds  not  only  for  the  pur- 
chase of  the  Seminary  property  but  also 
for  maintenance  and  general  expenses 
have  been  frequently  and  somewhat  per- 
sistently forced  upon  the  attention  of 
the  alumni,  and  probably  all  have  real- 
ized that  something  was  being  done  to 
improve  and  strengthen  the  Academy. 
A  glance  at  the  accompanying  view  of 
Phillips  Academy  as  she  appears  today 
will  furnish  convincing  evidence  to 
those  who  have  already  given  aid  and  to 
those  who  may  still  hesitate  to  do  so, 
of  the  great  value  of  the  investment. 
Today  Phillips  Academy  possesses  prop- 
erty not  excelled  if  indeed  equalled  by 
any  other  secondary  school  in  this  coun- 
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try  or  abroad.  The  generosity  of  the 
loyal  alumni  has  made  this  possible. 
The  trustees  must  look  to  the  same 
source  to  make  possible  the  mainten- 
ance and  still  further  development  of 
this  splendid  plant.  Increased  equip- 
ment brings  with  it  largely  increased 
expense,  an  expense  not  met  by  the 
tuition  fees  of  the  student  body.  Even 
these  are  insufficient  to  provide  the  in- 
come required  to  maintain  a  faculty  of 
the  size  and  quality  that  the  high  stand- 
ards of  the  school  demand.  Phillips 
Academy  deserves  an  endowment  that 
will  place  it  above  the  influence  of  a 
somewhat  uncertain  income.  Through 
the  annual  contributions  and  the  Per- 
manent Endowment  Fund  the  alumni 
have  the  opportunity  to  show  their  con- 
fidence in  the  school  and  their  belief  in 
its  future.  We  believe  that  they  may 
be  counted  on  to  place  the  institution 
on  such  a  sound  financial  basis  that  its 
present  prosperity  and  prestige  may  be 
secured  for  all  time. 


The  completion  of  the  Swimming 
Pool  fund  by  the  undergraduate  body 
signifies  a  spirit  of  loyalty  that  should 
not  pass  unnoticed.  The  student  body 
has  shown  its  unwillingness  to  be  out- 
done by  the  alumni  in  furthering  the 
material  advancement  of  the  school.  For 
boys,  still  in  their  school  days,  to  raise 
a  fund  of  fifteen  thousand  dollars,  is 
no  easy  task.  Not  only  has  hard  and  in 
a  sense  disagreeable  work  been  neces- 
sary, but  to  many  of  those  most  active 
in  the  campaign  the  work  has  been  of 
a  most  unselfish  kind.  A  large  number 
of  these  boys  are  leaving  the  school  this 
year  and  hence  are  not  likely  ever  to 


reap  any  personal  benefit  from  the 
fruits  of  their  labor.  Others  will  enjoy 
what  these  boys  have  made  possible. 
Their  work  has  been  performed  in  a 
spirit  of  loyalty  and  devotion  to  the 
school  that  is  worthy  of  the  highest 
commendation  and  praise.  We  are  con- 
fident that  alumni  and  friends  of  the 
school  alike  will  unite  in  their  desire  to 
express  to  those  who  have  made  the 
long  hoped  for  Swimming  Pool  a  reality 
their  appreciation  and  gratitude.  To 
Dr.  Page  as  well  as  to  those  who  have 
labored  so  enthusiastically  with  him 
Phillips  Academy  is  deeply  indebted  for 
this  latest  addition  to  its  rapidly  grow- 
ing plant. 


In  a  recent  issue  of  the  Harvard 
Alumni  Bulletin,  Mr.  Roger  A.  Derby, 
a  former  Harvard  football  player,  ad- 
vocates the  adoption  of  a  plan  for  col- 
lege football  that  has  caused  interesting 
comment.  The  proposed  plan  is  of 
special  interest  to  Andover  men  in  that 
it  embraces  in  all  essential  features  the 
plan  adopted  some  months  before  by  the 
authorities  of  Phillips  Academy  for  the 
major  sports  in  the  school.  As  no  men- 
tion of  the  new  Andover  system  is  made 
by  the  writer  it  is  fair  to  assume  that 
the  step  taken  at  Andover  was  unknown 
to  him.  In  any  case  the  coincidence  is 
interesting  and  significant. 

Life  in  its  issue  of  June  8th  gives 
considerable  space  to  comment  on  Mr. 
Derby's  proposal.  In  the  course  of  its 
remarks  Life  says : 

"  There  are  good  points  about  Mr. 
Derby's  plan  but  it  seems  to  call  for 
more  sense  than  our  college  world  as 
yet  can  furnish." 

Perhaps  this  somewhat  caustic  criti- 
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cism  is  true.  But  may  it  not  be  equally 
true  that  the  "  sense  "  that  the  college 
world  is  unable  or  unwilling  to  furnish 
has  already,  in  this  one  instance  at  least, 
been  furnished  by  a  preparatory  school. 
The  relations  between  the  authorities  of 
the  institution  and  the  student  body  are 
much  closer  in  school  than  they  are  in 


college.  School  officers  feel  a  much 
greater  responsibility  for  the  moral  and 
physical  welfare  of  their  students  than 
do  the  officers  of  a  college.  It  seems 
only  natural  then  that  school  authorities 
in  matters  of  this  kind  should  soonel 
discover  and  sooner  seek  to  remedy 
existing  evils. 


Commencement 


THE    BACCALAUREATE  SERMON 

The  members  of  the  graduating  classes 
of  Phillips  Academy,  their  relatives  and 
friends,  gathered  on  Sunday  afternoon, 
June  II,  at  four  o'clock,  in  the  chapel, 
where  President  William  DeWitt  Hyde, 
D.D.,  LL.D.,  of  Brunswick,  Me.,  preached 
the  baccalaureate  sermon. 

Dr.  Hyde  in  his  discourse  brought  out 
distinctly  a  most  vivid  comparison  between 
the  opportunities  offered  at  school  and  at 
college. 

THE  DRAPER  PRIZE  SPEAKING 

The  annual  contest  for  the  Draper 
Prizes  of  $25  and  $15  was  held  in  the 
Stone  Chapel  on  Monday  evening.  An 
excellent  program  was  presented  and  good 
work  was  done  by  the  speakers.  The  first 
prize  was  awarded  to  Alexander  Burgess 
Royce  of  St.  Albans,  Vt,  whose  subject 
was  "  Against  Centralization,"  from  Henry 
W.  Grady,  xhe  second  prize  winner  was 
an  Andover  boy,  James  Warren  Feeney, 
who  spoke  on  "  Affairs  in  Cuba,"  from 
Thurston. 

The  program: 
Music 

^or  Dear  Old  Yale 

Oscar  L.  Chell,  East  Braintree 
The  Old  South  and  the  New 

Henry  W.  Brady 
Robert   W.   Morse.  Boston 


Ulysses  Tennyson 

Chauncey  P.  Hulbert,  Portland,  Me. 
Supposed  Speech  of  John  Adams  in  favor 
of  the  Declaration  of  Independence 

Daniel  Webster 
Charles  Lahr,  Brooklyn,  N.  Y. 

Music 

The  Army  of  France  Guy  Wetmore  Carryl 

Frederick  J.  Manning,  New  York  City 
Eulogy  of  Robert  E.  Lee 

John  Warwick  Daniels 
Foster  M.  Hampton,  Fordyce,  Ark. 
The  Vision  of  War  Robert  Ingersoll 

William  T.  Livingston,  Bridgton,  Me. 
Against  Centralization  Henry  W.  Grady 

Alexander  B.  Royce,  St.  Albans,  Vt. 
Affairs  in  Cuba  Thurston 
James  W.  Feeney,  Andover 

CLASS    DAY  EXERCISES 

Owing  to  the  inclemency  of  the  weather, 
the  Class  Day  exercises  were  held  in  the 
Stone  Chapel  on  Tuesday  afternoon. 

Music  was  furnished  by  the  Columbian 
orchestra,  and  the  usual  class  history, 
poem,  oration,  and  prophecy  were  given. 
The  gathering  then  adjourned  to  the  lawn 
in  front  of  the  gymnasium  where  the  ivy 
planting  and  transfer  of  the  spade  took 
place. 

The  Class  Day  committee  consisted  of 
R.  C.  Martin,  chairman;  John  S.  Reilly, 
T.  W.  York,  N.  F.  Thompson,  and  John  C. 
Daughcrty. 
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The  program  was  as  follows: 
Class  Poem 

Harold  P.  Wilson.  Clearfield,  Pa. 

Music 

Class  Oration 

Norman  Y.  Donaldson,  Philadelphia 

Music 

Class  Prophecy 

Herbert  J.  Koop,  Chicago,  111. 

Music 

Class  History 

Norman  Williams,  Woodstock,  Vt. 
Ivy  Exercises 

Presentation  of  the  Spade  to  1912 

John  Sylvester  Reilly 
Reception  of  the  Spade  by  1912 

Clyde  Taylor  Timbie 

ORCAN  RECITAL 

On  Tuesday  afternoon  the  Commence- 
ment guests  had  an  opportunity  of  hear- 
ing the  William  C.  Egleston  organ  in  the 
Chapel  at  the  organ  recital  given  by 
Professor  Ashton.  The  following  pro- 
gram was  rendered: 

Scherzo  Symphonic  Debat-Ponson 
Larghetto  Rousseau 
Allegro  and  Adagio  Geese 
The  Little  Shepherd  Debussy 
Eclogue  Parker 
Air  in  D  Bach 
Andante  Schubert 
Allegro  and  Intermezzo  op.  17  Gulbius 

THE  RECEPTION 

The  reception  given  by  Principal  Stearns 
and  Mrs.  Stearns  to  the  alumni  of  the 
Academy.  Commencement  guests,  and 
Seniors  took  place  in  the  Borden  gymna- 
sium on  Tuesday  evening. 

GRADUATION  EXERCISES 

The  disagreeable  weather  which  pre- 
vailed during  the  first  part  of  the  week, 
did  not  make  any  exception  of  Commence- 
ment Day.  The  skies  were  leaden  gray 
and  rain  fell  at  intervals  during  the  morn- 
i 

Ti  e  usual  procession  from  the  Archaeol- 


ogy Building  to  the  Chapel  started  shortly 
before  ten  o'clock. 

The  first  event  of  the  day  was  the  initia- 
tion service  of  the  Alpha  Delta  Tau 
scholarship  society  at  which  an  address 
was  made  by  George  Emory  Fellows, 
Ph.D.,  LL.D.,  of  Boston.  The  new  mem- 
bers from  the  class  of  191 1  are: 

Thomas  Calvin  Atchison,  Jr.,  Lawrence; 
Alexander  Bern  Bruce,  Lawrence;  Robert 
Morgan  Burrowes,  Kinderhook,  X.  Y.; 
Paran  Moody  Clarkson,  Jacksonville,  Fla. : 
George  Justus  Detmold,  New  York.  N.  Y.: 
Gaylord  Merritt  Gates,  Andover;  Stanley 
Morrison,  Redlands,  Cal. ;  William  Max- 
well Rosenfield^  Towanda,  Pa.;  Harold 
Phillips  Wilson,  Clearfield,  Pa. 

The  competition  for  the  Potter  prizes 
followed.  The  speakers  and  their  subjects 
are  given  below: 

The  Rise  of  Democracy 

Thomas  Calvin  Atchison,  Jr.,  Lawrence 
Christianity  in  the  Roman  Era 

Archibald  Ralph  Gordon,  Brockton 
An  Apology  for  Benedict  Arnold 

Warren  Munroe  Fiske,  Mexico  City,  Mexico 
An  Apostle  of  the  Twentieth  Century 

Alexander  Martin  Lucey,  Natick 
The*  announcement  of  prizes   was  then 
made  as  follows: 

Prizes    Awarded,     19  10-191  1 

The  Draper  Prizes,  selected  declama- 
tions. $25,  $15:  endowed  by  the  late  W.  F. 
Draper,  class  of  '43.  First,  Alexander 
Burgess  Royce,  St.  Albans,  Vt. ;  second, 
James  Warren  Feeney,  Andover. 

The  Means  Prizes,  original  declama- 
tions. $20,  $12,  $8:  endowed  by  the  late 
William  G.  Means  of  Boston.  First,  Rob- 
ert Winthrop  Morse,  Boston;  second. 
George  Winslow  Washburn.  Brockton; 
third,  Oscar  Leander  Chell,  East  Braintree. 

The  Harvard  English  Prizes,  English 
composition  and  rhetoric,  $15.  $10:  sus- 
tained by  the  Andover  Club  at  Harvard. 
First.  Robert  Winthrop  Morse,  Boston: 
second,  Frederic  William  Smith,  Ballard- 
vale. 

The  Robinson  Prizes,  extemporaneous 
debate.  $10.  $10.  $10:  sustained  by  H.  S 
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Robinson  of  Andover.  First,  Alexander 
Burgess  Royce,  St.  Albans,  Vt. ;  second, 
Robert  Winthrop  Morse,  Boston;  third, 
Douglas  Auld  Shepardson,  Reading. 

The  Cook  Prizes,  excellence  in  Greek, 
$15,  $10,  $5;  endowed  by  the  late  Joseph 
Cook,  D.D.,  class  of  '57.  First,  Robert 
Morgan  Burrowes,  Kinderhook,  N.  Y.; 
second,  Thomas  Calvin  Atchison,  Jr.,  Law- 
rence; third,  Stanley  Morrison,  Redlands, 
Cal. 

The  Robert  Stevenson  German  Prize, 
excellence  in  German  composition,  $8; 
founded  by  Robert  Stevenson,  Jr.,  class  of 
'96.  Thomas  Calvin  Atchison,  Jr.,  Law- 
rence. Honorable  mention,  William  Max- 
well Rosenfield,  Towanda,  Pa. 

The  Crane  Prizes,  excellence  in  Vergil, 
copies  of  Dr.  Crane's  translation;  gift  of 
the  late  Rev.  Oliver  Crane,  D.D.,  LL.D. 
First,  Robert  Morgan  Burrowes,  Kinder- 
hook,  ]\.  Y.;  second,  Frederic  Roger 
Whittlesey,  New  York,  N.  Y. 

The  Convers  Prizes,  excellence  in  math- 
ematics, $20,  $15,  $10;  sustained  by  the  late 
E.  B.  Convers  of  Englewood,  N.  J.,  class 
of  '57.  First,  George  Justus  Detmold, 
Xew  York,  N.  Y.;  second,  Frederick  Col- 
burn  Wilson,  Andover;  third,  Angelo 
Perez,  Andover. 

The  Dove  Prizes,  excellence  in  Latin, 
$20,  $15,  $10;  founded  by  the  late  G.  W.  W. 
Dove  of  Andover  and  sustained  by  his 
sons.  First,  Robert  Morgan  Burrowes, 
Kinderhook,  N.  Y.;  second,  Leonard 
Smith,  St.  Joseph,  Mo.;  third,  Thomas 
Calvin  Atchison,  Jr.,  Lawrence. 

The  William  S.  Wadsworth  Prize,  for 
excellence  in  Physics  in  the  Scientific  de- 
partment, $10;  sustained  by  Dr.  W.  S. 
Wadsworth  of  Philadelphia,  class  of  '87. 
Phillips   Garrison   Morrison,  Andover. 

The  Valpcy  Classical  Prizes,  Latin  and 
Greek  composition,  $10,  $10,  $ro;  founded 
by  the  bequest  of  the  late  Rev.  Thomas 
G.  Valpey,  class  of  '54.  Latin,  Frederick 
Colburn  Wilson,  Andover;  Greek,  Norman 
Huntington  Piatt,  Dover,  N.  J. 

The  Frederick  Holkins  Taylor  Prize,  for 
excellence     in     French     conversation  or 


French  composition,  $8;  founded  in  1908 
by  an  anonymous  friend  of  the  class  of 
'68.    Alexander  Bern  Bruce,  Lawrence. 

The  Boston  Yale  Club  Cup,  awarded  to 
that  member  of  the  Senior  class  who  at- 
tains the  greatest  proficiency  in  scholar- 
ship and  athletics;  given  by  the  Yale  Club 
of  Boston.  Robert  Carson  Martin,  Pitts- 
burg, Pa. 

Excellence  in  American  Archaeology, 
$25.  John  Harbison  McLennan,  Louis- 
ville, Ky. 

The  New  England  Federation  of  Har- 
vard Clubs  Prize,  for  excellence  in  scholar- 
ship, combined  with  either  excellence  in 
manly  sports,  or  combined  with  any  ex- 
ample of  distinguished  moral  courage  or 
endeavor;  to  a  student  who  in  any  one 
year  is  taking  the  examinations  for  Har- 
vard College;  five  books,  specially  bound 
and  suitably  inscribed:  "  Henderson's 
Stonewall  Jackson,"  2  vol.,  "  Grant's  Auto- 
biography," 2  vol.,  "  Roosevelt's  Oliver 
Cromwell,"  1  vol.  Gaylord  Merritt  Gates, 
Andover. 

Andrew  Potter  Prizes,  best  essays  on 
assigned  subjects  at  Commencement  ex- 
ercises, $30,  $20;  sustained  by  James  T. 
Potter,  class  of  '90.  First  Warren  Munroe 
Fiske,  Mexico  City,  Mexico;  second,  Alex- 
ander Martin  Lucey,  Natick. 

The  awarding  of  diplomas  then  followed, 
after  which  came  the  closing  hymn  and 
the  final  benediction. 

Senior  honors  were  awarded  as  follows: 

Chemistry  —  Thomas  T.  Cooke,  Robert 
C.  Martin. 

French,  elementary  —  Thomas  C.  Atchi- 
son, Jr.,  Gaylord  M.  Gates,  William  M. 
Rosenfield. 

French,  advanced  —  Frederic  R.  Whit- 
tlesey. 

German,  advanced  —  William  M.  Rosen- 
field. 

Greek  —  Robert  M.  Burrowes,  Stanley 
Morrison. 

History,  ancient  —  Alexander  B.  Bruce. 
Paran  M.  Clarkson,  William  M.  Rosenfield, 
Harold  P.  Wilson. 

Latin  —  Robert  M.  Burrowes,  Gaylord 
M.  Gates,  Frederic  R.  Whittlesey. 
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Mathematics,  Solid  Geometry  —  Alex- 
ander B.  Bruce,  William  M.  Rosenfield, 
Norman  L.  Torrey,  Bernard  E.  Tripp. 

Mathematics,  Trigonometry  —  Alexan- 
der B.  Bruce,  Warren  M.Fiske,  Carroll  M. 
Hall,  William  M.  Rosenfield,  Harold  P. 
Wilson. 

Mechanical  Drawing — Carroll  M.  Hall. 

Physics  —  Alexander  B.  Bruce. 

Following  are  the  members  of  the  grad- 
uating class: 

Classical  —  Robert  Williams  Alvord,  So. 
Weymouth;  Thomas  Calvin  Atchison,  Jr., 
Lawrence;  Norman  Dean  Baker,  Provi- 
dence, R.  I.;  Howard  Elwood  Beedy,  Cam- 
den, Me.;  Robert  Morgan  Burrowes,  Kin- 
derhook,  N.  Y.;  Karrick  Moulton  Castle, 
Stamford,  Conn.;  Winslow  Shelby  Coates, 
Upper  Montclair,  N.  J.;  Raymond  Edwin 
Cox,  Roxbury;  John  Creighton  Daugherty, 
Omaha,  Neb.;  George  Justus  Detmold, 
New  York,  N.  Y.;  Clarence  Meredith 
Ellis,  Franklin;  Philip  Henry  English, 
New  Haven,  Conn.;  Donald  Ross  Hotch- 
kiss  Fellows,  Boston;  Harold  Edward  Fitz- 
gibbons,  Whitman;  Gaylord  Merritt  Gates, 
Andover;  Robert  Joseph  Hamershlag, 
New  York,  N.Y.;  John  Marcher  Heffron, 
Syracuse,  N.  Y.;  Thomas  Jerome  Hudner, 
Fall  River;  Chauncey  Pinneo  Hulbert, 
Portland,  Me.;  Thomas  Thacher  Kent, 
Kentfield,  Cal.;  William  Towle  Livings- 
ton, Bridgton,  Me.;  Charles  Roger  Lord, 
Newton;  John  Ward  Lucas,  Winona, 
Minn.;  John  Harbison  McLennan,  Louis- 
ville, Ky. ;  Louis  Shelton  Middlebrook, 
Hartford,  Conn.;  Stanley  Morrison,  Red- 
lands,  Cal.;  George  Everett  Mott,  Phelps, 
N.  Y.;  Francis  Chandler  Newton,  Reading; 
John  Sylvester  Reilly,  Brockton;  Henry 
Black  Rigby,  Mansfield,  Ohio;  William 
Maxwell  Rosenfield,  Towanda,  Pa.;  Alex- 
ander Burgess  Royce,  St.  Albans,  Vt.; 
Wm.  Paine  Sheffield,  Jr.,  Newport,  R.  I.; 
Leonard  Smith,  St.  Joseph,  Mo.;  Henry 
Sprague  Sturgis,  Flushing,  N.  Y.;  Warren 
Oakes  Taylor,  Cambridge;  Norman  Lewis 
Torrey,  Bedford;  Norman  Williams, 
Woodstock,  Vt. 

John  Witbeck  Barrell,  Chicago,  111.; 
Harold  Chancellor  Black,  Seattle,  Wash.; 


Harold  Cant  Brown,  Buffalo,  N.  Y.;  Wm. 
Coast  Conkling,  Olean,  N.  Y.;  Chandler 
Hunting  Foster,  Peabody;  Raymond 
Mayne  Gifford,  Detroit,  Mich.;  Harold 
Hatch  Gile,  Colorado  Springs,  Colo.; 
Archibald  Ralph  Gordon,  Brockton;  Henry 
Rew  Gross,  Evanston,  111.;  Sydney  Lewis, 
New  York,  N.  Y.;  Herbert  Mayer,  Chi- 
cago, 111.;  Huntington  Tomlinson  Morse, 
Chicago,  111.;  Richard  Parkhurst,  Winches- 
ter; Robert  Newell  Powers,  San  Diego, 
Cal.;  Harold  Crawford  Stearns,  Dunkirk, 
N.  Y.;  Richard'  Kerens  Sutherland,  Elkins, 
W.  Va.;  Norman  Franklin  Thompson,  Fall 
River;  Bernard  Elroy  Tripp,  Palmer  Falls, 
N.  Y.;  Frederic  Roger  Whittlesey,  New 
York,  N.  Y.;  Willard  Wright,  Worcester, 
N.  Y. 

Scientific  —  Julian  Wheeler  Ballou,  Con- 
cord; Bruce  Brubaker,  Marion,  Ind.;  Alex- 
ander Bern  Bruce,  Lawrence;  Willard  Wil- 
cox Butts,  Manlius,  N.  Y.;  James  Robert- 
son Carey,  Jr.,  Salem,  Ohio;  William  Ros- 
siter  Casey,  Rouses  Point,  N.  Y.;  John 
Diehl  Clarke,  Buffalo,  N.  Y.;  Paran  Moody 
Clarkson,  Jacksonville,  Fla.;  Thomas  Tur- 
ner Cooke,  East  Orange,  N.  J.;  Warren 
Munroe  Fiske,  Mexico  City,  Mexico;  Wm. 
Ernest  Gould,  Bristol,  Conn.;  Charles 
Blake  Hall,  Orange,  N.  J.;  John  Henry 
Hoffman,  Allentown,  Pa.;  Ernest  Carlisle 
Hunter,  Fulton,  N.  Y.;  Malcolm  Wallace 
Leech,  Pittsburg,  Pa.;  Clarence  Addison 
Mann,  Franklin;  Robert  Carson  Martin, 
Pittsburg,  Pa.;  Henry  Tomlinson  Middle- 
brook,  Hartford,  Conn.;  Archibald  Mac- 
donald  Miller  Flushing,  N.  Y.;  Edward 
Goldsmith  Nathan,  Memphis,  Tenn.;  An- 
drew William  Nicholson,  New  Phila- 
delphia, Ohio;  Edwin  Miles  Noyes,  Dux- 
bury;  Hayward  Peirce,  2nd,  Frankfort, 
Me.;  Everett  Eugene  Place,  Woburn; 
Henry  LeRoy  Randall,  New  Milford, 
Conn.;  Alfred  Hugo  Schoellkopf,  Buffalo, 
N.  Y.;  Louis  Plitt  Smeltzer,  Kansas  City, 
Mo.;  Robert  Williams  Stubbs,  Portland, 
Ore.;  Harold  Phillips  Wilson,  Clearfield, 
Pa. 

Edward  Bradley  Anschutz,  Ansonia, 
Conn.;  Stewart  Benedict,  Summit,  N.  J.; 
Wallace  Blanchard,  North  Andover;  Ralph 
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Grondyke  Bnlkley,  Denver,  Colo.;  Roland 
Allen  Bush,  Pittsfield;  Charles  Morgan 
Caldwell,  Springfield  ;  Milton  Livermore 
Dodge,  Newburyport;  Carroll  Miller  Hall, 
Jamestown,  N.  Y.;  Leslie  Kendall,  Mont- 
pelier,  Vt.;  William  Raymond  Kuhn,  Pitts- 
burg, Pa.;  Alexander  Martin  Lucey,  Na- 
tick;  Harvey  Bullinger  McCrone,  St. 
Johnsville,  N.  Y.;  Earl  Chioh  Owyang, 
Canal  Zone,  Panama;  Henry  Townsend 
Pratt,  Wil'waukee,  Wis.;  Reginald  Lincoln 
Ripley,  Hingham;  James  Edward  Wad- 
dell,  San  Francisco,  Cal. 

During  the  course  of  the  exercises  the 
weather  cleared  and  when  the  dinner  was 
announced  the  sun  was  shining  brightly 
and  the  campus  was  in  its  most  attractive 
garb. 


THE  ALUMNI  DINNER 

The  annual  dinner  of  the  Alumni  Asso- 
ciation was  held  in  the  Borden  gymnasium 
Wednesday  afternoon  at  one  o'clock.  The 
attendance  was  one  of  the  largest  on 
record  and  the  good  spirit  of  the  occasion 
was  frequently  shown  by  songs  and  cheers. 
Because  of  the  sudden  death  of  a  colleague 
President  Nichols  of  Dartmouth  was 
obliged  to  send  word  that  he  could  not  be 
present. 

Henry  S.  Van  Duzer,  '71,  president  of 
the  General  Alumni  Association,  presided. 
In  his  address  he  paid  a  warm  tribute  to 
the  remarkable  work  that  Principal 
Stearns  is  doing  for  secondary  education. 
He  said  that  in  carrying  out  the  objects 
and  aims  of  the  institution,  more  has  been 
done  during  the  ten  years  of  Principal 
Stearns's  stewardship  than  at  any  time 
during  the  history  of  the  school.  He  char- 
acterized Phillips  Andover  as  a  great 
national  institution,  not  a  private  or  semi- 
public  school,  and  said  that  the  effort  of 
every  alumnus  should  be  toward  making 
the  school  greater  still 

He  also  spoke  of  athletics  and  deplored 
the  employment  of  professional  coaches. 
He  was  glad,  and  he  was  sure  that  the 
alumni  were  glad  that  Andover  was  free 
from  professionalism. 


Principal  Stearns  was  the  next  speaker 
and  upon  rising  was  given  a  hearty  wel- 
come. He  thanked  President  Van  Duzer 
for  the  tribute  he  had  paid  him,  but  said 
that  Phillips  Academy  was  not  a  one  man 
school  and  never  could  be,  and  that  its 
success  was  due  to  the  loyalty  and  support 
of  the  faculty,  trustees,  alumni  and  under- 
graduates. He  said  that  the  school  had 
undoubtedly  made  great  strides  in  the  past 
few  years,  the  division  of  the  Board  of 
Trustees  enabling  the  Phillips  trustees  to 
look  after  the  interests  of  the  Academy 
as  they  had  never  been  able  to  do  before. 
The  school  this  year  had  the  highest  en- 
rollment in  its  history,  573  being  the 
number  on  the  roll,  and.  this  notwithstand- 
ing the  fact  that  many  applicants  had  been 
turned  away.  The  problem  of  housing  the 
boys  under  the  Academy's  roof  is  being 
satisfactorily  solved.  Two  new  dormitories 
are  being  erected  and  will  be  opened  in 
the  fall.  Just  at  the  opening  of  the  school 
the  estate  of  Professor  Williams  on  Phil- 
lips street  was  secured  by  the  Academy 
and  its  location  and  equipment  make  it  an 
ideal  home  for  the  younger  boys,  of  whom 
the  school  has  none  too  many.  It  will  be 
the  aim  of  the  administration  in  consider- 
ing applications  for  admission  to  give  the 
preference  to  those  who  seek  to  take  the 
four-year  course.  This  is  made  necessary 
by  the  unprecedented  number  applying 
for  admission. 

Principal  Stearns  alluded  to  the  loyalty 
and  school  spirit  of  the  fellows  who  by 
their  own  efforts  have  made  possible  the 
swimming  pool  now  under  construction, 
adjoining  the  Borden  gymnasium.  He 
spoke  of  the  high  standing  of  Andover 
men  in  the  colleges.  It  has  been  said  that 
Andover  men  begin  poorly  but  finish  well. 
Last  year's  entering  class  at  Yale  College 
numbered  forty-three  and  their  scholastic 
record  showed  that  they  stood  .very  close 
to  the  top  among  the  schools  represented 
in  the  class.  Of  the  two  whose  averages 
surpassed  that  of  Andover  each  had  only 
a  fractional  part  of  the  number  composing 
the  Andover  group.  He  agreed  with 
President  Van  Duzer  that  Phillips  Ando- 
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ver  and  Phillips  Exeter  as  well  were  not 
only  national  but  almost  international 
schools  and  that  no  public  school  could 
surpass  the  democratic  spirit  which  was  a 
part  of  these  two  institutions.  Besides 
this  spirit,  the  equipment  and  the  teaching 
force  was  excelled  by  none  of  the  public 
or  private  schools.  But  to  maintain  the 
high  standard  of  teachers,  funds  were 
needed  and  he  appealed  to  the  alumni  to 
see  to  it  that  the  school  was  not  hampered 
in  this  way. 

Referring  to  athletics,  he  was  glad  to 
say  that  Andover  was  not  only  free  from 
professionalism,  but  also  from  professional 
coaching.  A  new  system  of  athletics, 
which  has  attracted  attention  all  over  the 
country,  will  be  tried  next  fall  and  it  is 
believed  by  the  alumni  and  faculty  that 
the  system  will  prove  a  good  one,  although 
doubted  somewhat  by  the  student  body. 
Principal  Stearns  announced  the  gifts  for 
the  year  as  follows: 

Day  Hall,  $50,000;  '99  class,  $933.54; 
'77  class  fund,  $1,010;  swimming  pool, 
$10,000. 

Other  speakers  were  James  G.  Croswell, 
principal  of  the  Brearley  School  of  New 
York,  and  Ralph  D.  Paine,  the  famous 
Yale  athlete,  correspondent  and  writer. 
The  former  paid  a  warm  tribute  to  Mr. 
Brearley,  class  of  '67,  the  founder  of  the 
Brearley  School,  and  of  the  great  work 
the  school  has  done.  He  spoke  of  the 
craze  for  education  of  the  American  peo- 
ple, its  wonderful  system,  but  doubtful 
goal. 

Mr.  Paine  spoke  on  athletics  and  of  An- 
dover's  share  in  keeping  college  athletics 
pure  and  clean,  through  clean  athletics  at 
Andover.  He  told  many  stories  of  the 
desire  to  win  at  any  cost  by  hiring  pro- 
fessional players  and  coaches.  Happily 
these  days  have  gone  by  and  the  purity  of 
sports  today  is  in  no  small  degree  due  to 
the  high  standard  set  by  Principal  Stearns 
of  Andover  and  Principal  Amen  of  Exeter. 

The  following  officers  were  elected  for 
the  year  1911-12: 

President,  Arthur  Beebe  Chapin,  1887, 
Holyoke;   vice-presidents,   Wm.    H.  Rich- 


ardson, 1859,  Boston;  Courtney  S.  Kitchel, 
1861,  Milwaukee,  Wis.;  Samuel  Isham, 
1871,  New  York,  N.  Y.;  Edward  B.  Down- 
ing, 1881,  Seattle,  Wash.,  John  Crosby, 
1886,  Minneapolis,  Minn.;  Samuel  P. 
White,  1891,  Beverly;  Harold  S.  Deming, 
1901,  New  York,  N.  Y.;  statistical  secre- 
tary, George  T.  Eaton,  1873,  Andover; 
secretary,  Frederick  E.  Newton,  1893,  An- 
dover; treasurer,  Bernard  M.  Allen,  1888, 
Andover. 


THE   BALL  GAME 

The  second  annual  baseball  game  be- 
tween the  Alumni  team  and  the  varsity 
team  was  held  on  Brothers  Field  directly 
after  the  Alumni  Dinner.  A  gathering  of 
over  seven  hundred  alumni  and  friends  of 
the  school  not  only  had  the  pleasure  of 
listening  to  the  Waltham  Watch  Co.  Band 
concert,  but  witnessed  a  fine  game  of  ball 
as  well.  The  game  was  well  played  on 
both  sides  and  the  hits  were  kept  well 
scattered  by  the  pitchers  on  both  teams. 
The  only  run  of  the  game  was  made  in 
the  third  inning  when  Lanigan  scored 
from  second  on  O'Brien's  hit.  The  pitch- 
ing of  Principal  Stearns  was  excellent  and 
especially  was  this  true  when  there  were 
men  on  bases.  Fels  at  short  for  the 
alumni  played  a  fine  game,  accepting  nine 
out  of  ten  chances.  The  relay  to  third 
from  left  field  in  the  ninth,  which  caught 
Van  Brocklin,  was  a  pretty  piece  of  field- 
in,.    The  varsity  played  an  errorless  game. 

The  following  Andover  captains  took 
part  in  the  game:  Principal  Stearns,  1889- 
1890;  O'Brien,  1902;  Clough,  1904-1905; 
Burdett,  1910;  John  Reilly,  1911,  and  cap- 
tain-elect Mahan.  The  large  crowd  was 
very  enthusiastic  and  showed  its  approval 
of  the  new  feature  of  Commencement 
inaugurated  last  year. 

Andover 

ab  bh   a  po  e 

Van  Brocklin,  cf.  4    1    o    1  0 

L.  Middlebrook,  If.  30000 
Reilly,  3b  3    r    3    °  0 

Wright,  c.  31290 
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Mahan,  rf. 

3 

I 

0  1 

0 

Daugherty,  lb 

*} 
O 

I 

0  8 

0 

Boles,  ss. 

3 

I 

2  1 

0 

Beedy,  2  b 

3 

0 

1  3 

0 

Ripley,  p. 

1 

1 

2  0 

0 

Wardwell,  p 

2 

0 

1  1 

0 

Totals 

28 

7 

11  24 

0 

Alum 

n  i 

ab 

bh 

a  po 

g 

Fels,  ss. 

A 

1 

Q  0 

J 

Clifford,  cf. 

3 

2 

0  I 

0 

Lanigan,  3b 

3 

1 

I  2 

0 

Stearns,  p. 

3 

0 

2  0 

0 

O'Brien,  2b 

3 

2 

4  5 

0 

Clough,  lb 

3 

0 

0  15 

0 

Thompson,  rf. 

3 

0 

0  0 

0 

Hayes,  If. 

2 

1 

1  0 

0 

Burdett,  c,  cf. 

3 

0 

3  4 

0 

Jones,  c. 

0 

0 

0  0 

0 

Totals 

27 

7 

20  27 

I 

Innings 

I 

2 

3 

4  S 

6 

7  8  9 

Andover 

0 

0 

0 

0  0 

0 

0  0  0 — 0 

Alumni 

0 

0 

1 

0  0 

0 

00- 

-I 

Struck  out,  by  Stearns  4,  by  Ripley  4, 
by  Wardwell  3.  First  base  on  balls,  off 
Stearns  1.  Double  plays,  fourth  inning, 
Fels,  to  O'Brien,  to   Clough;   seventh  in- 


ning, O'Brien  to  Clough.  Umpires,  Keep 
and  Stackpole.    Attendance,  700. 


THE   SENIOR  PROM. 

The  Senior  Prom  on  Wednesday  even- 
ing in  the  Borden  gymnasium  brought  to 
a  close  the  Commencement  festivities. 
The  committee  in  charge  did  everything 
in  their  power  to  render  the  occasion  an 
enjoyable  one,  and  the  graduates  and  their 
friends  certainly  enjoyed  it.  An  order  of 
thirty  dances  was  carried  out,  supper  being 
served  in  the  Dining  Hall  at  the  end  of 
the  first  half  of  the  program. 

The  patronesses  were  as  follows:  Mrs. 
Alfred  E.  Stearns,  Miss  Emily  A.  Means, 
Mrs.  Bernard  M.  Allen,  Mrs.  Joseph  N. 
Ashton,  Mrs.  Eben  A.  Baldwin,  Mrs. 
George  F.  French,  Mrs.  Francis  A.  Good- 
hue, Mrs.  George  W.  Hinman,  Mrs.  Rob- 
ert P.  Keep,  Mrs.  Arthur  W.  Leonard, 
Mrs.  Walter  H.  Lillard,  Mrs.  Lester  E. 
Lynde,  Mrs.  Peirson  S.  Page,  Mrs.  John 
L.  Phillips,  Mrs.  Horace  M.  Poynter,  Mrs. 
James  C.  Sawyer,  Mrs.  Markham  W. 
Stackpole,  Mrs.  Charles  E.  Stone. 

The  committee;  Norman  F.  Thompson, 
chairman;  Ralph  G.  Bulkley,  Harold  H. 
Gile,  John  H.  McLennan,  Norman  Wil- 
liams. 


General    School  Interests 


LAWRENCE  WORK 


On  the  evening  of  May  5th  the  combined 
musical  clubs  of  Phillips  Academy  gave 
an  excellent  concert  to  the  foreign-speak- 
ing people  of  Lawrence.  The  entertain- 
ment was  given  in  the  Lawrence  City  Hall 
through  the  courtesy  of  Mayor  Cahill,  and 
was  most  enthusiastically  received  by  the 
eight  or  nine  hundred  foreigners  present. 
The  school  orchestra  rendered  a  very 
fine  program  between  the  selections  of  the 
various  clubs,  and  altogether  the  evening 
was  a  big  success.    Over  fifty  boys  from 


the  Academy  assisted  in  the  clubs  or  as 
ushers,  and  not  only  were  the  foreigners 
given  a  pleasant  evening  but  the  boys 
themselves  enjoyed  the  affair  immensely. 
The  concert  was  held  und'er  the  aus- 
pices of  "  The  Phillips  Academy  Educa- 
tional Union,"  which  organization,  sup- 
ported mainly  by  the  students  of  the 
Academy,  is  conducting  evening  classes 
for  the  leaching  of  English  to  foreigners. 
The  work  is  the  only  work  of  its  kind 
conducted  by  a  secondary  school  in  the 
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country  in  that  it  is  maintained  by  the 
entire  student  bod}'.  The  report  of  the 
Director,  Charles  C.  Clough,  '06,  is  given 
in  full  below,  together  with  that  of  the 
Treasurer.  Clydie  Tinibie. 

The    Director's  Report 

The  work  has  been  carried  on  along  the 
same  general  lines  as  last  term.  Classes 
have  been  held  two  nights  a  week  for 
Syrians  and  two  nights  a  week  for  Lithu- 
anians. The  classes  have  been  held  on 
Lawrence  street  but  it  was  thought  ad- 
visable to  give  up  one  of  the  stores  to 
reduce  expenses.  The  work  of  the  men 
has  shown  steady  improvement  and  their 
attendance  has  been  most  satisfactory. 
It  has  been  especially  gratifying  to  note 
the  regularity  with  which  the  men  have 
attended.  We  have  a  big  majority  of  those 
who  began  in  January.  Fifteen  new  men 
have  joined  since  last  term.  One  Lithu- 
anian boy  has  given  two  lectures  before 
his  own  people  and  he  is  to  give  another 
in  New  Haven,  Conn.,  this  month. 
Besides  reading  and  writing,  spelling 
has  been  introduced  this  term  with  fine 
success.  All  the  classes  have  finished  the 
work  in  one  book  and  one  class  is  far 
enough  ad.vanced  to  read  understandingly 
Ruskin's  "  King  of  the  Golden  River."  One 
boy  read  the  story  through  the  first  night 
the  books  were  given  out. 

The  record  of  attendance  is  as  follows: 
Total  number  of  Lithuanians  enrolled  45 
Total  number  of  Syrians  enrolled  30 
Average  attendance  of  Lithuanians  23 
Average  attendance  of  Syrians  13 

There  ha?  been  a  slight  falling  off  dur- 
ing the  last  two  weeks,  due  to  the  fact 
that  many  have  been  forced  to  leave  the 
city  to  obtain  work. 

The  series  of  lectures  begun  February 
8th  was  completed  April  26th.  On  the 
evening  of  April  12th.  Prof.  Harrington 
of  the  Academy  gave  a  talk  to  the  Syrians 
on  "  Experiments  in  Natural  Science,"  il- 
lustrating his  lecture  with  experiments. 
On  April  19th,  Principal  Stearns  gave  an 
illustrated  lecture  on  "Patriots'  Day"  to 


the  Lithuanians.  The  last  talk  was  a 
"  Health  Talk,"  given  by  Dr.  Page  on  the 
evening  of  April  26th  to  Lithuanians  and 
Syrians. 

On  the  afternoon  of  April  12th  the 
Director  gave  a  resume  of  the  Lawrence 
work  before  the  State  Committeemen  of 
the  Y.  M.  C.  A.  at  the  Boston  City  Club. 

On  the  evening  of  May  5th  a  fine  con- 
cert was  given  by  the  Phillips  Andover 
musical  clubs  to  the  foreign-speaking  peo- 
ple of  Lawrence.  The  use  of  the  City  Hall 
was  kindly  extended  to  us  by  the  mayor 
of  Lawrence.  Between  eight  and  nine 
hundred  foreigners  were  present.  About 
fifty  Andover  undergraduates  assisted  in 
one  way  or  another. 

Eight  men  have  been  aided  in  taking  out 
their  "  Declaration  of  Intentions." 

The  conditions  in  the  large  mills  have 
been  found  very  good,  Aid  has  been  given 
the  men  in  any  possible  way  that  may  tend 
for  their  real  good  and  which  is  within  the 
scope  of  the  work. 

The  teaching  has  been  conducted  the 
same  as  last  term,  four  undergraduates 
going  over  each  night.  As  the  work  ad- 
vances only  increased  praise  can  be  given 
to  the  men  who  have  given  unselfish,  loyal 
aid,  and  to  them  is  due  the  continued 
success  of  the  classes.  This  term  changes 
in  the  teachers  were  necessary  because  of 
interference  with  school  work,  and  ten 
new  men  were  secured.  In  all  about  forty 
undergraduates  have  aided  during  the  year 
The  list  of  teachers  is  as  follows: 

Monday  —  Wm.  T.  Livingston,  A.  G. 
Mainini.  Clyde  T.  Timbie,  and  M.  P.  Clark- 
son. 

Tuesday  —  William  E.  Gould,  Angelo 
Perez.  Norman  A.  Piatt,  and  Charles 
Lahr. 

Thursday  —  S.  T.  Woodbridge,  Howard 
A.  Stockwell.  L.  Smith,  and  Henry  B. 
Rigby. 

Friday  — J.  M.  L.  Bickford,  Everett  E. 
Place.  Chester  R.  Bordeaux,  and  Nicholas 
J.  Darrow. 

The  work  will  continue  until  August, 
the  plan  being  to  secure  men  from  Ando- 
ver and  Lawrence  to  do  the  teaching. 
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I  wish  to  thank  the  instructors  and 
friends  of  the  school  for  the  lectures.  I 
also  beg  to  extend  thanks  to  all  who 
helped  make  the  musical  clubs  concert  a 
success,  to  the  teachers  who  have  made 
the  work  a  success  and  to  the  student  body 
who  have  made  the  work  possible. 

Respectfully  submitted, 

C.  C.  CLOUGH,  Director. 


Treasurer's  Report 

The  report  of  the  Treasurer,  read  June 
7,  showed  all  bills  paid  up  to  September  1, 
with  a  surplus  of  $5.72  on  hand  for  detail 
expenses.  The  estimated  expense  at  the 
beginning  of  the  year  was  $1200,  and  it  is 
interesting  to  note  that  the  actual  cost  for 
the  year  was  $1118,  or  $82  below  the  esti- 
mated cost. 

FINANCES 


Receipts 


24  Collections 
White  Fund 
Sales  of  Books 


$826  33 
300  00 
32  10 


51158  43 


Expenditures 

Educational  Charts  $  12  00 
Books  34  30 
Salaries  to  Sept.  1,  '11  860  00 
Rent  to  Sept.  1,  '11  150  00 
Furnishings  42  57 
Light  and  Fuel  21  13 
Printing  IS  00 
Lecture  and  Entertain- 
ments 7  53 
Miscellaneous  13  06 


>r  152  71 


Balance  on  hand  $  5.72 

C.  T.  TIMBIE,  Treasurer. 

At  a  meeting  of  the  school  held  the 
latter  part  of  the  term,  the  school  voted 
by  a  large  majority  to  continue  the  work 
next  vear. 


THE   NEW   SWIMMING  POOL 

After  over  two  years  of  persistent  effort 
Dr.  Page  and  the  boys  who  have  worked 
so  faithfully  with  him  to  secure  funds  for 
a  swimming  pool  have  accomplished  their 
purpose.  At  the  time  this  issue  of  the 
Bulletin  goes  to  press,  only  a  few  weeks 
after  the  announcement  of  the  completion 
of  the  fund,  great  progress  has  been  made 
in  the  actual  building  of  the  pool  and  the 
foundation  walls  are  nearly  finished. 

The  most  effective  work  in  raising 
funds  was  done  during  the  latter  part  of 
the  winter  term.  A  committee  of  fifty 
men  made  up  of  undergraduates  was 
formed  and  this  committee  was  sub- 
divided into  smaller  groups  each  with  its 
individual  leader.  The  work  of  these  sub- 
committees was  under  the  general  over- 
sight of  Dr.  Page  to  whom  the  leaders 
reported  regularly.  The  entire  student 
body  was  canvassed  for  subscriptions  and 
parents  and  friends  were  also  invited  to 
contribute.  A  keen  competition  developed 
and  the  responses  were  many  and  gen- 
erous. It  was  estimated  that  the  sum  of 
twenty-five  thousand  dollars  would  be  re- 
quired to  build  a  pool  suitable  to  Ando- 
ver's  needs.  Of  this  amount  the  students 
succeeded  in  raising  fifteen  thousand  dol- 
lars and  the  trustees  of  the  school  agreed, 
to  loan  to  the  Athletic  Association  to  com- 
plete the  fund  the  remaining  ten  thousand 
dollars.  The  terms  of  this  loan  are 
similar  to  that  made  by  the  trustees  to  the 
Athletic  Association  several  years  ago  for 
the  purpose  of  draining  and  grading 
Brothers  Field.  The  interest  charges  will 
be  met  and  a  sinking  fund  established  by 
means  of  a  slight  fee  imposed  by  the  asso- 
ciation on  all  students  who  use  the  pool. 
In  this  way  the  entire  indebtedness  should 
easily  be  cancelled  within  a  few  years. 

Tn  addition  to  the  students  themselves 
those  to  whom  the  greatest  credit  is  due 
for  this  latest  addition  to  the  equipment 
of  the  school  are  Dr.  Pierson  S.  Page, 
the  Physical  Director,  who  has  labored 
hard  and  unselfishly  in  the  interests  of  the 
project  and  who  has  been  primarily  re- 
sponsible for  the  entire  undertaking,  and 
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Augustus  P.  Thompson,  P.  A.  '92,  who  as 
Treasurer  of  the  fund,  has  devoted  a  large 
amount  of  his  time  and  much  hard  work 
to  the  cause.  The  architects,  Messrs.  Put- 
nam and  Cox  of  Boston,  who  generously 
drew  the  plans  even  before  the  campaign 
for  funds  had  been  started,  are  also  en- 
titled to  their  fair  share  of  praise.  To 
all  of  these  men  as  well  as  to  the  students 
the  Bulletin  in  behalf  of  the  Alumni,  ex- 
tends its  thanks. 

Ground  was  broken  for  the  new  build- 
ing on  Decoration  Day,  May  30,  just  be- 
fore the  track  meet  with  Exeter.  A  plat- 
form had  been  erected  back  of  the  gym- 
nasium, the  band  furnishedi  music  to 
enliven  the  occasion,  speeches  were  made 
in  behalf  of  the  committee,  the  student 
body,  the  trustees  and  the  alumni,  and 
then  each  sub-committee  in  turn  filled  and 
carried  off  a  wheelbarrow  full  of  earth,  and 
the  long  hoped  for  swimming  pool  had 
actually  been  started  on  its  way. 

The  exercises  were  in  charge  of  Clyde 
C.  Timbie,  '10,  representing  the  commit- 
tee. The  address  of  acceptance  in  behalf 
of  the  trustees  was  made  by  Alfred  L. 
Ripley,  president  of  the  board.  Dr.  Fred 
T.  Murphy,  P.  A.  '93,  responded  for  the 
alumni,  while  Boylston  A.  Tompkins, 
P.  A.  '11,  spoke  for  the  student  body. 

The  new  building  will  be  joined  to  the 
rear  of  the  present  gymnasium  by  a 
covered  passage-way  which  will  open  into 
the  shower-bath  room  in  the  basement. 
On  another  page  we  give  a  cut  of  the 
architect's  sketch  of  the  building  as  it  will 
appear  when  completed.  Further  details 
of  the  pool  itself  will  be  published  in  a 
later  issue. 


NEW   ELIGIBILITY  RULES 

At  a  recent  meeting  of  the  faculty  the 
following  new  rules  concerning  qualifica- 
tion for  representing  the  school  on  school 
organizations  were  passed: 

1.  No  student  placed  on  the  No-Excuse 
list  will  be  allowed  to  represent  the  school 
until  removed  from  said  list. 

2.  No  student  placed  on  probation  dur- 


ing any  term  will  be  allowed  to  represent 
the  school  for  the  balance  of  that  term. 

3.  No  student  placed  on  probation  at 
the  end,  of  a  term  will  be  allowed  to  repre- 
sent the  school  during  the  following  term. 

The  object  of  these  new  requirements  is 
to  prevent  men  who  have  become  eligible 
for  school  organizations  by  passing  their 
work  at  the  regular  scholarship  ratings 
from  growing  careless  in  their  work  after 
the  rating  period  has  passed. 


NEW  BOOKS 

The  following  new  books  have  been  re- 
ceived at  the  school  Library  in  the  Arch- 
aeology Building: 

"  History  of  the  United  States  from  the 
Compromise  of  1850  to  the  Final  Res- 
toration of  Home  Rule  in  the  South 
in  1877,"  by  James  Ford  Rhodes.  7 
vols.  (Macmillan). 

"  A  Textbook  of  True  Temperance,"  M. 
Monahan  (Editor). 

"  English  Literature,"  by  G.  Alphonzo 
Newcomer.    (Scott,  Foresman). 

"  The  Development  of  the  Drama,"  by 
Brandon  Mathews.  (Scribner's.) 

"English  Literature;  Its  History  and  Its 
Significance,"  by  William  Long.  (Ginn 
&  Co.) 

"  The    Temper    of   the    18th    Century  in 

English  Literature,"  by  Bonet  Wendell. 

(Scribner's). 
The  Mermaid  Series.  (Scribner's). 
"  Ben    Jonson,"    Nicholson,    Bunsley  and 

C.  H.  Herford  (Editors).    3  vols. 
"Beaumont    and    Fletcher."    J.    St.  Loe 

Strachy  (Editor). 
"Wycherly,     William."      W.     C.  Ward 

(Editor). 

"  Webster  and  Lourneur."    J.  Addington 

Symonds  (Editor). 
"  Cosgreve,  William."    Charles  Alexander 

Ewald  (Editor). 
"  Essays  on  Russian  Novilists,"  by  Wm. 

Lyon  Phelps.  (Macmillan). 
"  First   Book  in   English   Literature,"  by 

H.  S.  Pancoast  and  Percy  Van  Dyke 

Shelly.    (Holt  and  Co.) 
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"  England  under  the  Hanoverians,"  by  C. 
Grout  Robertson.  (Putnam's). 

"  Alfred,  Lord  Tennyson,  a  Study  of  His 
Life  and  Work,"  by  Arthur  Waugh. 
(Macmillan.) 

"  Selected  Dramas  of  Dryden,  with  the 
Rehearsal."    (Scott,  Foresman.) 

"  Plays,  The  Silver  Box,  Joy,  Strife,"  by 
John  Galesworthy.     (Scribner's  Sons). 

"  Charles  Francis  Adams,"  by  (Charles 
Francis  Adams,  Jr.  (American  States- 
man Series.)    (Houghton,  Mifflin  Co.) 

"  Songs  from  Vagabondia,"  by  Bliss  Car- 
man and  Rich  Hovey.  (Small,  May- 
nard  Co.) 

"  Documentary  Source  Book  of  American 
History,  1606-1898,"  by  Wm.  Mac- 
Donald..  (Macmillan). 

"  American  History  Told  by  Contem- 
temporaries,"  by  Albert  B.  Hart.  4 
vols.  (Macmillan). 

"The  Mississippi  Valley  in  the  Civil  War," 
by  John  Fiske.  2  vols.  (Houghton, 
Mifflin). 

"  Reconstruction,  Political  and  Economic, 
1865-1877,"  by  William  Archibald  Dun- 
ning. (American  Nation  Series). 
2  vols.    (Harper  and  Bros.) 

"  National  Development,  1877-1885,"  by 
Edwin  Erie  Sparks.  2  vols.  (Ameri- 
can Nation  Series.)  (Harper  and 
Bros.) 

"  Justice,  A  Tragedy  in  Four  Acts,"  by 
John  Galsworthy.     (Scribner's  Sons). 

"  Salmon  Portland  Chase,"  by  Albert  Bush- 
iiell  Hart.  (American  Statesmen  Se- 
ries).   (Houghton,  Mifflin). 

"  Charles  Sumner,"  by  Moorefield  Story. 
("American  Statesmen  Series).  (Hough- 
ton, Mifflin). 

"  International  Law,"  by  George  G.  and 
Tucker  Wilson. 

"  A  Treatise  on  International  Law,"  by 
William  Edward  Hall. 

"The  Decline  of  the  Roman  Republic,"  in 
five  volumes,  by  George  Long. 

"The  Financial  History  of  the  United 
States,"  by  David  Rich  Dewey. 

"The  American  Nation,"  by  Albert  B. 
Hart. 


"The  Study  of  History  in  Secondary 
Schools." 

"  Messages  and  Papers  of  the  Presidents," 

by  Richardson.    10  vols. 
"  A   New   Shakespearean   Dictionary,"  by 

Richard  John  Cunliffe. 
"  Six    Essays    on    Johnson,"    by  Walter 

Raleigh. 

"  The  Oxford  Book  of  English  Verse,"  by 
Sir  Arthur  Quiller-Couch. 

Volumes  five  and  six  of  "  The  Cambridge 
History  of  English  Literature,"  by  A. 
W.  Ward  and  A.  R.  Waller. 

"  United  States  Congress,"  "  Miscellaneous 
Documents  of  the  House  of  Repre- 
sentatives," "  The  Second  Session  of 
the  Fifty-third  Congress,"  "  History 
and  Digest  of  International  Arbitra- 
tion," by  John  Bassett  Moore.  6  vols. 

"  The  Messages  and  Papers  of  the  Presi- 
dents "  is  a  gift  to  the  library  by  Miss 
Mary  E.  Abbott,  Essex  street,  Andover. 
These,  are  ten  volumes  of  handsomely- 
bound  leather  books,  being  excellently 
illustrated  throughout. 


HARVARD  HONORS  MR.  STACKPOLE 

Rev.  Markham  W.  Stackpole,  the  school 
minister,  has  been  signally  honored  by  re- 
ceiving from  the  authorities  at  Harvard 
University  an  appointment  to  conduct  the 
chapel  exercises  at  the  university  for  a 
week  during  the  coming  academic  year.  It 
has  been  customary  for  Harvard  in  the 
past  to  secure  men  for  this  work  almost 
entirely  from  the  colleges  and  leading 
churches.  Mr.  Stackpole's  appointment  is 
a  tribute  to  his  efficiency  and  the  splendid 
work  he  is  doing  at  Andover.  The  Bulletin 
congratulates  him  on  this  latest  honor 
that  has  come  to  him. 

Prof.  Warren  K.  Mooreheadi,  curator  of 
the  Archaeology  Department,  sailed  the 
first  part  of  June  for  France  where  he  is 
to  travel  and  carry  on  research  work  in 
archaeology. 
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HENRY  L.STIMSON, SECRETARY 
OF  WAR 

Henry  L.  Stimson,  P.  A.  '84,  was  ap- 
pointed by  President  Taft  last  May  to  the 
important  position  of  Secretary  of  War. 
Mr.  Stimson  takes  the  position  in  Presi- 
dent Taft's  cabinet  recently  held  by  Mr. 
Jacob  M.  Dickinson  of  Tennessee.  The 
appointment  though  a  surprise  has  been 
most  favorably  received  by  all  factions 
and  parties.  Commenting  on  the  appoint- 
ment the  press  of  May  13th  had  this  to 
say: 

"  No  effort  was  made  by  the  President 
to  conceal  the  satisfaction  with  which  he 
viewed  the  appointment  of  Mr.  Stimson. 
Not  only  has  he  the  highest  personal  re- 
gard for  the  incoming  member  of  his 
cabinet,  but  he  is  well  aware  that  the 
appointment  will  be  acceptable  to  a  large 
faction  of  the  Republican  party  in  New 
York.  While  the  selection  of  Mr.  Stimson 
was  made  after  only  a  few  days'  considera- 
tion, Senator  Root  and  other  leaders  were 
consulted  and  gave  it  their  unqualified  ap- 
proval." 

The  Bulletin  in  its  January  issue  in  an 
article  relating  to  Mr.  Stimson's  unsuccess- 
ful campaign  for  the  governorship  of  New 
York  made  this  significant  prophecy: 

"  Knowing  as  well  as  we  do  this  great 
exponent  of  the  Andover-bred  efficiency, 
we  can  feel  assured  that  his  success  has 
only  been  delayed." 

This  prophecy  has  been  fulfilled  even 
sooner  than  anticipated 


THE  NEW  ATHLETIC  PLAN 


Recent  Comment 

Andover's  new  athletic  policy  still  calls 
forth  favorable  comment.  We  give  below 
an  article  that  appeared  in  a  recent  num- 
ber of  the  Chicago  Evening  Post. 

"  In  eastern  football  Andover  Academy 
ranks  above  most  of  the  smaller  colleges. 
For  some  reason  or  other  this  'prep' 
school  has  always  turned  out  elevens  that 
covld  defeat  teams  from  far  more  'grown- 


up '  institutions.  In  the  old  days  when  the 
big  universities  went  through  a  season 
without  having  their  goal  line  crossed,  it 
is  even  recorde/d  that  Andover  '  scored 
against  Harvard.' 

"  This  athletic  prestige  lends  a  wider 
significance  to  the  recent  change  in  foot- 
ball policy  made  by  the  Andover  author- 
ities. As  outlined  in  the  school  bulletin 
it  runs  as  follows: " 

Then  follows  a  statement  of  the  plan 
as  given  in  a  recent  issue  of  the  Phillips 
Bulletin. 

"  Some  such  plan  as  this  has  been  talked 
of  many  times  in  our  midwestern  univer- 
sities. But  we  never  remember  to  have 
seen  it  thoroughly  tried  out.  Andover 
may  be  setting  a  new  pace  for  East  and 
West,  if  the  '  squad  '  system  removes  some 
of  the  evils  due  to  high  specialization  of 
athletics." 


NEW  FUNDS  FOR  ARCHAEOLOGI- 
CAL DEPARTMENT 

As  a  result  of  the  recent  death  of  Mrs. 
Robert  Singleton  Peabody  the  balance  of 
the  estate  of  the  late  Mr.  Peabody  reverts 
to  Phillips  Academy  for  the  uses  of  the 
Archaeological  Department.  According  to 
the  terms  of  Mr.  Peabody's  will  Phillips 
Academy  was  made  his  residuary  legatee, 
the  balance  of  his  estate  to  revert  to  the 
school  on  the  death  of  his  wife. 

The  fund  which  thus  reverts  to  the 
trustees  is  a  large  one,  the  largest  single 
fund  ever  left  to  the  Academy.  Its  use 
however  is  limited  to  the  Department  of 
Archaeology  founded  by  Mr.  Peabody  and 
his  wife  in  1901  and  which  included  a  large 
and  valuable  collection  in  American  Arch- 
aeology, funds  for  maintenance,  research 
and  publication,  and  a  handsome  building 
for  housing  the  collection  and  for  further- 
ing the  social  life  of  the  students.  Among 
the  various  collections  of  American  Arch- 
aeology scattered  throughout  the  country 
that  of  Phillips  Academy  already  ranks 
tenth  in  size  and  value.  The  various  pub- 
lications   of    the    department    have  been 
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favorably  received.  With  this  latest  addi- 
tion to  its  funds  the  department  should  be 
able  to  strengthen  and  extend  its  work  in 
a  most  substantial  way. 


HARVARD   MUSICAL  CLUBS 
CONCERT 

The  latter  part  of  April,  the  combined 
musical  clubs  of  Harvard  University  gave 
a  fine  concert  in  the  Town  Hall  at  Ando- 
ver.  The  program  was  a  very  attractive 
one  and  delighted  a  large  audience. 

The  concert  was  an  act  of  courtesy 
which  is  sincerely  appreciated  by  Andover 
men,  and  reflects  great  credit  on  the  spirit 
manifested  by  the  Harvard  clubs.  It  was 
given  for  the  benefit  of  the  new  swimming 
pool,  under  the  auspices  of  the  Commons 


men.  The  Harvard  clubs  generously 
made  the  trip  for  their  expenses  only. 

The  concert  netted  $109.25.  Credit  is 
due  the  Commons  men  for  their  efforts, 
and  thanks  due  to  the  Harvard  manage- 
ment for  their  courtesy. 


INTERCLASS  MEET 

The  annual  interclass  meet  held  Wed- 
nesday, May  24,  on  the  Upper  Campus, 
was  won  by  the  Middlers.  The  standing 
and  number  of  points  scored  were  as 
follows: 

1912  —  52  1-2. 
I9II—37- 

1913  —  3i  1-2. 
1914 —  o. 


Undergraduate  Activities 


ELECTIONS 


Banjo  Leader 

Frederick  J.  Manning  of  New  York  City 
was  elected  leader  of  the  Banjo  Club  for 
next  year. 

Track  Manager 

Maurice  Robert  Brann  of  Warren,  Pa., 
was  elected  manager  of  the  track  team 
for  next  year. 

Baseball  Manager 

Van  Zandt  Stone  of  Andover,  Mass., 
was  elected  manager  of  baseball  for  next 
year. 

Inquiry  Elections 

The  following  men  were  elected  as  of- 
ficers of  Inquiry  for  the  first  half  of  next 
year: 

President,  Clyde  T.  Timbie,  Pittsfield, 
Mass. 

Vice-president,  John  Ward  Lucas,  Win- 
ona, Minn. 


Secretary,  J.  M.  L.  Bickford,  Lock 
Haven,  Penn. 

Treasurer,  Edward  L.  Davis,  Chestnut 
Hill,  Penn. 

Manager    of    Musical  Clubs 

At  a  meeting  of  the  combined  musical 
clubs  Hayward  S.  Jones  of  Bangor,  Me., 
was  elected  manager  for  the  coming  year. 

Tilton    Track  Captain 

At  a  meeting  of  the  members  of  this 
year's  team  held  June  7th,  Arthur  Byron 
Tilton,  1912,  of  Brockton,  was  unanimously 
elected  to  lead  the  P.  A.  track  team  for 
next  season.  Tilton  has  been  a  member 
of  the  track  team  for  three  years,  his 
events  being  the  high  and  broad  jumps.  He 
won  the  forrrter  event  in  this  year's  Exeter 
meet,  and  second  in  the  broad  jump.  He 
is  5  feet  11  inches  in  height,  weighs  153 
pounds  and  is  21  years  of  age.  Amherst 
is  his  college  choice. 
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Mahan    Baseball  Captain 

Edward  William  Mahan  of  Xatick, 
Mass.,  a  member  of  the  class  of  1912,  was 
elected  captain  of  next  year's  baseball 
team  at  a  meeting  of  the  members  of  this 
year's  nine  who  played  in  the  Exeter  game. 
Mahan  played  right  field.  He  was  also  a 
member  of  last  fall's  victorious  football 
team,  playing  fullback  on  the  eleven  all 
season.  It  was  partly  through  his  star 
work  in  the  Exeter  game  that  Andover 
scored  its  twenty-one  points.  Mahan  was 
also  a  member  of  this  year's  track  team, 
finishing  second  in  the  100-yds.  and  220-yds. 
dashes  to  Capt.  Fred  Burns  of  Exeter  in 
the  dual  meet  on  Memorial  Day,  and  win- 
ning first  places  in  both  these  events  in 
the  dual  meet  with  the  Harvard  Freshmen 
held  earlier  in  the  year. 

Mahan  is  19  years  old,  is  5  feet  11  inches 
tall,  and  weighs  160  pounds.  He  intends 
to  enter  Princeton  at  the  completion  of 
his  academic  course.  The  election  is  a 
popular  one  and  Mahan  will  make  an  able 
leader,  being  well  liked  both  on  and  off 
the  athletic  field.  In  scholarship  he  takes 
high  rank. 

Senior  Elections 

The  Senior  class  elected  the  following 
officers  for  the  spring  term: 

President,    John    S.    Reilly.  Brockton, 

Mass. 

Vice-president,  J.  C.  Daugherty,  Omaha, 
Xeb. 

Secretary  and  treasurer,  N.  V.  Donald- 
son, Philadelphia,  Pa. 

1912  Elections 

The  election  of  the  officers  of  1912  for 
the  spring  term  resulted  as  follows: 

President,  C.  T.  Timbie,  Pittsfield,  Mass. 

Vice-president,  A.   Owen,  Carthage,  111. 

Secretary  and  treasurer.  H.  O.  Webster, 
Wellesley.  Mass. 

1913  Elections 

The  class  of  1913  elected  the  following 
officers  for  the  spring  term: 

President,  B.  V.  Thompson.  Fort  Worth, 
Texas. 


Vice-president,  C.  H.  French,  Seymour, 

Conn. 

Secretary  and  treasurer,  Earl  Biglow, 
Brooklyn,  N.  Y. 

1914  Elections 

The  Juniors  elected  the  following  officers 
for  the  spring  term: 

President,  John  W.  Gault,  Coshocton, 
Ohio. 

Vice-president,  Carl  N.  Lindsay,  Ando- 
ver. 

Secretary  and  Treasurer,  Lawrence  B. 
Powers,  Denver,  Colo. 

Philo  Elections 

The  Philo  elections  for  the  fall  term  of 
191 1  were  as  follows: 

President,  John  M.  McHatton,  Butte, 
Mont. 

Vice-president,  Douglas  A.  Shepardson, 
Reading,  Mass. 

Secretary,  Nathaniel  Dyke,  Jr.,  Fort 
Smith,  Ark. 

Treasurer,  R.  S.  Cook,  Canandaigua, 
N.  Y. 

Forum  Officers 

The  election  of  officers  for  the  fall  term 
resulted  as  follows: 

President,  Frederick  W.  Smith,  Ballard- 
vale.  Mass. 

Vice-president,  Sheldon  J.  Brady,  Sitka, 
Alaska. 

Secretary,  Elmer  R.  Weil,  Fort  Wayne, 
Indiana. 

Treasurer,    Angus    C.    Black,  Cheever, 

X.  H. 

Marshal,  Albert  D.  Sturtevant,  Washing- 
ton, D.  C. 


TRACK  MANAGER 

Owing  to  the  resignation  of  Theodore 
W.  York  as  track  manager,  Thomas 
Jerome  Hudner  of  Fall  River,  Mass.,  was 
elected  to  this  office  for  the  spring  term. 


1913    WINS   CLASS  BASEBALL 

The  class  of  1913  won  the  class  baseball 
championship,  winning  eight  games  and 
losing  two. 


The   Phillips  Bulletin 


>9 


ANDOVER   LOSES  DEBATE 

Exeter  was  awarded  the  decision  in  the 
sixth  annual  debate  between  the  two 
schools. 

The  question  was,  "  Resolved,  That  the 
Panama  Canal  should  be  neutralized,  not 
fortified."  Andover  upheld  the  affirma- 
tive. Andover  was  represented,  by  John 
M.  McHatton,  Alexander  B.  Royce,  Clar- 
ence A.  Shepards-on,  and  Frederick  W. 
Smith,  alternate.  The  following  men  rep- 
resented Exeter:  Lloyd  Davis,  Charles  R. 
Walker,  Jr.,  Philip  C.  Badger,  and  Everett 
G.  Frank,  alternate. 

Exeter  has  won  five  of  the  six  debates. 
The  judges  were  Warren  C.  Shaw,  Lowell 
High  School,  and  Edward  A.  Carpenter  of 
North  Reading. 


BASEBALL 

The  baseball  season  this  year  was  short, 
and  outside  the  Exeter  game,  very  success- 
ful. The  following  preliminary  games  were 
scheduled: 


Dartmouth  —  Snow. 
Springfield  T.  S. —  Snow. 


Xew  Hampshire  State 

5; 

Andover 

11 

Yale 

3; 

Andover 

0 

Boston  College 

4; 

Andover 

6 

Yale  Freshmen 

3; 

Andover 

4 

Bates 

0; 

Andover 

1 

Princeton  Freshmen 

3; 

Andover 

4 

Cushing  Academy 

4; 

Andover 

7 

Penn  Freshmen 

0; 

Andover 

5 

Harvard  Freshmen 

1 ; 

Andover 

9 

Alumni 

3; 

Andover 

5 

Harvard 

3; 

Andover 

2 

The  thirty-third  annual 

game  was  played 

at  Exeter,  Saturday,  June  3.    The  day 

was 

fine,  notwithstanding  two  slight  showers 
which  temporarily  interrupted  play,  and 
the  usual  large  crowd  was  in  attendance. 

Andover,  although  a  big  favorite  before 
the  game,  failed,  to  live  up  to  the  expecta- 
tions of  her  followers,  and  the  old  story 
so  often  true  in  these  contests,  of  the 
unexpected  happening,  was  repeated.  It 
was  a  pitchers'  battle  throughout,  with 
Ripley,  Wardwell  and   Frye  dividing  the 


honors.  Donovan  of  Exeter  caught  a 
superb  game  and  his  throw  to  second  on 
a  bunt,  forcing  out  a  runner,  was  the 
feature  of  the  game. 

For  Andover,  Wright  and  Beedy  were 
prominent  both  at  the  bat  andi  in  their 
fielding,  while  Daugherty's  work  in  the 
field  was  good. 

The  game  was  not  as  exciting  as  Ando- 
ver-Exeter  games  usually  are,  due  in  the 
greater  part  to  lack  of  cheering.  Andover 
has  yet  to  defeat  her  rival  at  baseball  on 
the  new  Plimpton  Field.  Frank  O'Brien, 
P.  A.  '02,  Yale  '06,  coached  the  team. 
O'Brien  was  captain  at  Andover,  1902,  and 
at  Yale,  1906. 

Weak  hitting  characterized  the  game 
throughout,  Andover  getting  three  hits  and 
Exeter  three.  Andover  has  now  won  21 
games  and;  lost  12. 

The  game  by  innings: 

In  the  first  inning  Van  Brocklin  struck 
out.  Middlebrook  was  hit  by  the  pitcher, 
but  was  forced  at  second  on  Reilly's  hit 
to  Dickerman.  In  an  attempt  at  a  double 
play,  Perkins  threw  over  first,  Reilly  going 
to  second,  from  whence  he  scored  on 
Wright's  single.  Wright  was  out  trying 
to  make  second  on  the  throw  in. 

Andover  had  a  chance  to  score  in  the 
third.  Beedy  singled,  Ripley  fouled  out. 
Beedy  was  forced,  at  second  on  Van  Brock- 
lin's  infield   hit.     Middlebrook  fanned. 

Andover's  last  chance  came  in  the 
seventh.  Wright  singled  after  one  was 
clown,  but  Mahan  forced  him  at  second 
and  Daugherty  flied  to  Vaughn. 

Exeter  got  a  man  on  third  in  the  first 
on  a  base  on  balls,  a  sacrifice  and  an  error, 
but  the  next  twa>  were  easy  outs. 

In  the  third  and  fourth  Exeter  had 
chances  to  score,  but  Beedy's  clever  field- 
ing kept  them  from  crossing  the  plate. 

In  the  eighth  Donovan  walked,  Low  sac- 
rificed him  to  second.  Dickerman  singled 
to  left.  Neal,  batting  for  Foley,  singled 
to  right,  sending  in  two  runs.  Wardwell 
struck  out  the  next  two  men,  but  Andover 
was  unable  to  get  a  man  an  base  and  the 
game  ended  with  the  score  2  to  1  in 
Exeter's  favor. 
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Andover 


ab 

J- 

bh 

no 

Van  Brocklin,  cf. 

4 

0 

0 

0 

0 

0 

L.  Middlebrook,  If. 

3 

0 

0 

I 

0 

0 

Reilly,  3D 

4 

I 

0 

o 

Q 

Wright,  c. 

3 

0 

2 

13 

I 

0 

Mahan,  rf. 

3 

0 

0 

0 

0 

I 

Daugherty,  ib 

3 

0 

0 

8 

o 

0 

Boles,  ss. 

3 

0 

0 

0 

0 

0 

Beedy,  2b 

3 

0 

I 

2 

4 

I 

Ripley,  p. 

i 

o 

0 

0 

2 

0 

Wardwell,  p. 

2 


0 

0 

— 

0 

 1 

I 

0 

Totals 

29 

I 

3 

24 

8 

3 

Ex 

eler 

a  o 

r 

un 

po 

a 

e 

Low,  3b 

2 

0 

0 

0 

3 

0 

Dickerman,  ss. 

4 

I 

I 

2 

4 

0 

Foley,  If. 

2 

0 

0 

I 

0 

0 

Keal* 

I 

o 

I 

0 

0 

0 

Pratt,  rf. 

4 

0 

0 

0 

0 

0 

Dodge,  rf.  If. 

I 

o 

0 

0 

0 

0 

Brickley,  rf. 

0 

0 

0 

0 

0 

0 

Vaughn,  cf. 

4 

0 

0 

I 

0 

0 

Frye,  p. 

3 

0 

I 

0 

3 

0 

Fox,  ib 

3 

0 

0 

12 

o 

0 

Perkins,  2b 

2 

o 

0 

3 

0 

I 

Donovan,  c. 

2 

o 

0 

8 

I 

0 

Totals 

27 

2 

3 

27 

12 

I 

*Neal  batted  for 

Foley  in  eighth. 

Innings 

1  2 

3  4 

s 

6  ; 

7  8 

9 

Andover 

I  0 

0  0 

o 

0  O  0 

0 — 

I 

Exeter 

0  0 

0  0 

0 

0  0  2 

2 

Hits,  off  Ripley  I  in  four  innings,  off 
Wardwell  2  in  four  innings.  Sacrifice  hits, 
Low,  Foley,  Donovan.  First  base  on  balls, 
off  Ripley  3,  off  Wardwell  I.  Struck  out, 
by  Ripley  4,  by  Wardwell  9,  by  Frye  9. 
Hit  by  pitched  ball,  Micfalebrook.  Time 
of  game,  1  hr.  43  min.  Umpire  in  chief, 
Langdon.  Umpire  on  bases,  Stockdale. 
Attendance,  5000. 


TRACK  REVIEW 

The  showing  of  the  track  team  this  year 
was  only  fair,  for  out  of  the  four  meets 
which  Andover  entered,  only  one,  that 
with  Harvard  Freshmen,  resulted  in  a  vic- 
tory for  the  Blue. 


The  early  prospects  were  very  poor  and 
much  credit  is  due  Trainer  Peet  and  Capt. 
Martin  for  the  final  improvement  which 
the  team  made,  due  to  their  conscientious 
efforts. 

As  usual,  the  team  lost  several  men  for 
the  Harvard  Interscholastic,  due  to  the 
age  limit. 

The  Harvard  Freshmen-Andover  dual 
meet  held  at  Andover  April  29,  was  won 
by  Andover  by  a  large  margin.  The  features 
of  the  meet  were  the  quarter-mile  race, 
won  by  Baron  of  Harvard,  and  the  re- 
markable hammer  throwing  of  Howard 
of  Harvard.  The  final  score  was:  Andover 
68  1-2,  Harvard,  Freshmen  27  1-2. 

The  Yale  Interscholastic  meet  was  won 
by  Exeter  with  42  points,  Worcester  Acad- 
emy second  with  37  points,  and  Andover 
third  with  17  1-2  points.  The  meet  took 
place  at  New  Haven,  May  6th. 

Andover  was  forced  to  be  contented 
with  fifth  place  in  the  Harvard  Inter- 
scholastic meet  held  at  Cambridge,  May 
20th.  Worcester  won  the  meet  with  a 
total  of  39  points,  while  Exeter  was  second 
with  29  1-2  points. 

The  Exeter  meet  held  at  Andover  May 
30th  found  Exeter  the  favorite,  and  their 
finely-balanced  team  lived  up  to  its  repu- 
tation by  winning  the  meet  by  a  safe 
margin,  the  final  score  being  Exeter  58 
Andover  37. 

The  day  was  perfect  for  the  events  and 
one  of  the  largest  crowds  that  has  ever 
seen  a  track  meet  in  Andover  was  present. 
The  events  were  closely  contested  and 
several  surprises  were  in  order,  in  which 
the  favorites  were  beaten. 

Captain  Martin  ran  a  beautiful  race  in 
the  low  hurdles,  winning  by  about  five 
yards,  but  was  disqualified  in  the  high 
hurdles  for  knocking  down  three  hurdles. 

Bingham  of  Exeter  broke  the  half-mile 
record  held  by  himself,  covering  the  dis- 
tance in  the  fine  time  of  1  min.  57  2-5  sec. 

The  most  sensational  race  of  the  day 
was  the   100-yard  dash,  in  which  Exeter 
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was  conceded  first  and  second  places. 
Mahan,  who  was  brought  out  from  the 
baseball  team  after  playing  against  Har- 
vard in  the  morning,  upset  all  calculations 
by  his  fine  work,  taking  second  place.  Capt. 
Burns  of  Exeter  was  awarded  first,  but  it 
was  by  a  matter  of  inches.  Andover  also 
took  third  place  in  this  event. 

Robert  C.  Martin  of  Pittsburg,  Pa.,  has 
proved  a  most  efficient  captain,  and  Thos. 
J.  Hudner  of  Fall  River,  Mass.,  has  been 
an  able  manager. 


EXETER   BEATS   ANDOVER  IN 
ANNUAL   TENNIS  MATCH 

In  both  singles  and  doubles,  and  in 
straight  sets  Exeter  defeated  Andover  in 
the  annual  tennis  match  on  Plimpton  Field 
June  8.  Macveagh  of  Exeter  defeated 
Cooke  of  Andover  handily,  being  superior 
in  placing  and  he  forced  his  opponent  back 
to  advantage.  Cady  of  Exeter  defeated 
Gates  of  Andover  in  a  close  match,  there 
being  many  exciting  rallies.  In  doubles, 
both  teams  lobbed  more,  but  superior 
work  in  placing  and  serving  won  for  Ex- 
eter. 

The  summary: 

Fenimore  Cady,  Exeter,  beat  G.  M. 
Gates,  Andover,  6 — 2,  6 — 4. 

J.  C.  Macveagh,  Exeter,  beat  T.  T. 
Cooke,  Andover,  6 — 1,  6 — 2. 

R.  L.  Davis  and  H.  L.  Carr,  Exeter,  beat 
B.  C.  Cook  and  L.  S.  Smeltzer,  Andover, 
6 — 1,  6 — 2. 


SOCCER  TEAM  REVIEW 

The  Andover  soccer  team  had  a  very 
successful  season  both  in  point  of  interest 
in  the  game  and  in  the  strong,  all-round 
team  which  was  developed. 

The  following  men  received  their  aAf. 
This  is  the  first  year  insignia  have  been 
given  in  this  sport. 


Captain  S.  S.  Qwan,  Manager  Charles 
C.  Chaffee,  Jr.,  I.  W.  Young,  L.  Smith, 
E.  R.  Weil,  L.  P.  Smeltzer,  B.  E.  Tripp, 
R.  A.  Holmes,  Jr.,  J.  Garland,  W.  R.  Ritch, 
R.  M.  Burrowes,  C.  T.  Littlefield,  H.  F. 
Newton,  J.  M.  L.  Bickford. 

The  following  games  were  played: 

1910 

Nov.  23.    Clan  MacPherson  4,  Andover  1. 

Dec.    7.    So.  Lawrence  Junior  League  2, 
Andover  3. 

Dec.  10.    Methuen  Junior  League   1,  An- 
dover 1. 
1911 

Mar.  15.    Harvard  7,  Andover  0. 

Mar.  25.    Harvard  Freshmen  1,  Andover  2. 

Apr.  12.    Harvard  Freshmen  2,  Andover  3. 


PHILO  BANQUET 

The  annual  Philo  banquet  was  held  at 
Phillips  Inn,  Saturday  evening,  May  13th. 
Alexander  B.  Royce  acted  as  toastmaster. 
The  speakers  for  the  evening  were  Mr. 
A.  L.  Ripley,  P.  A.  '73,  Mr.  L.  A.  Norton 
of  Exeter,  Mr.  B.  M.  Allen,  '88,  Mr.  E.  C. 
Porter,  and  Mr.  G.  W.  Hinman,  '94  of 
the  faculty.  Forum  was  represented  by 
A.  W.  Bell. 

T.  M.  Small,  1911,  gave  an  account  of 
the  year's  work. 


FORUM  BANQUET 

Forum  held  its  annual  banquet  at  the 
Phillips  Inn  on  Saturday  evening,  May  20. 
About  twenty  members  were  present. 
President  A.  W.  Bell  acted  as  toastmaster 
and  introduced  the  speakers,  Rev.  M.  W. 
Stackpole,  who  told  of  what  he  expected 
to  find  on  Andover  Hill  in  1940;  Mr. 
Douglas  Crawford,  who  told  of  the  ad- 
vantages a  literary  society  derived  from 
defeat;  Mr.  A.  B.  Royce,  who  brought 
greetings  from  Philo. 
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Andover    Men    in  College 


COLLEGE   BASEBALL  TEAMS 


Yale  —  Burdett,  '09;  Freeman,  '07;  J. 
Reilly,  '09;  Bennett,  '09;  H.  N.  Merritt,  '08; 
Badger,  '07;  Hart  well,  '07. 

Brown  —  Snell,  '09. 


HONOR     ROLL    MEN    AT  YALE 

The  following  Andover  men  made  the 
first  division  in  scholarship  at  Yale  for 
the  winter  term.  This  applies  to  Fresh- 
men only. 

E.  S.  Bentley,  S.  K.  Bushnell,  W.  G. 
Dickey,  R.  K.  Fessenden,  H.  R.  Hawley, 
H.  L.  Heminway,  W.  J.  Keyes,  K.  L. 
Moore,  W.  L.  Nute,  S.  H.  Paradise,  E.  M. 
Price,  K.  Rand,  S.  J.  Scudder. 

The  Yale  Junior  societies  have  an- 
nounced their  selections  from  the  class  of 


'13.  The  following  Andover  men  are  in- 
cluded in  the  list: 

Alpha  Delta  Phi —  Nathaniel  Clark 
Reed,  William   H.  Woolverton,  Jr. 

Psi  Upsilon  —  Edward  W.  Freeman, 
Allan  Sheldon. 

Zeta   Psi — Francis  Theodore  Bennet. 


YALE   SENIOR  ELECTIONS 

The  following  Andover  alumni  in  the 
Junior  class  at  Yale  have  received  elec- 
tions to  the  Senior  societies.  All  were  in 
the  class  of  1908  at  Andover. 

Skull  and  Bones  —  Gerald  C.  Murphy, 
Edward  B.  Twombley,  Henry  N.  Merritt, 
Robert  A.  Gardner. 

Scroll  and  Keys  —  Stewart  L.  Pittman. 

Wolf's  Head  —  Edgar  W.  Freeman, 
Harold  S.  Day,  John  G.  Howard. 


Graduate  Interests 


CHICAGO   ALUMNI  MEETING 


On  Friday  evening,  April  21,  the  Chicago 
Alumni  Association  of  Phillips  Academy 
held  the  largest  and  most  successful  meet- 
ing in  the  history  of  the  organization.  Be- 
tween sixty  and  seventy  men  were  present. 
The  dinner  was  held  at  "  The  New  Black- 
stone  Hotel "  through  the  courtesy  of  the 
proprietor,  Mr.  John  B.  Drake,  P.  A.  '94. 
Much  of  the  success  of  the  meeting  was 
due  to  the  interest  taken  in  the  affair  by 
Mr.  Drake  himself.  The  large  and  luxu- 
rious banquet  room  of  the  hotel  was  at  the 
disposal  of  the  Association,  and  the  menu 
was  of  unusual  excellence.  Joseph  E. 
Otis,  P.  A.  '88,  President  of  the  Western 
Trust  &  Savings  Bank,  presided.  The 
guests  of  the  evening  were  Principal 
Stearns  and  Mr.  Charles  C.   Clough,  the 


latter  representing  the  Alumni  Fund  Com- 
mittee. Both  Mr.  Stearns  and  Mr.  Clough, 
however,  were  obliged  to  leave  before  the 
meeting  was  over  in  order  to  catch  the 
night  train  for  Minneapolis  where  a  similar 
meeting  had  been  arranged  for  the  follow- 
ing night.  An  amusing  feature  of  the  eve- 
ning was  furnished  by  the  presence  of  four 
negro  musicians  who  had  been  fitted  out 
by  some  unknown  member  of  the  Associa- 
tion with  crimson  sweaters  adorned  with 
huge  white  "  E's."  After  the  speaking  had 
ended  further  entertainment  was  furnished 
by  a  noted  sleight-of-hand  performer,  who 
had  been  provided  at  considerable  expense 
by  Mr.  Ira  N.  Morris,  P.  A.  '93.  All  agreed 
that  the  dinner  was  by  far  the  best  and 
most  enthusiastic  that  the  Chicago  Asso- 
ciation had  ever  held. 
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NORTHWESTERN    ALUMNI  MEET 

On  Saturday  evening,  April  22,  at  the 
Minneapolis  Club,  the  Northwestern  Asso- 
ciation met  for  its  annual  meeting.  Un- 
fortunately an  important  gathering  at  the 
University  Club  in  St.  Paul  made  it  im- 
possible for  a  number  of  the  members  to 
attend.  Twenty  men,  however,  appeared 
and  expressed  the  greatest  interest  in  the 
reported  changes  and  improvements  which 
have  taken  place  on  Andover  Hill  in  recent 
years.  Fred  E.  Weyerhaeuser,  P.  A.  '92, 
presided.  A  private  room  at  the  club  had 
been  set  aside  for  the  use  of  the  Andover 
men  and  an  attractive  dinner  was  served. 
The  meeting  was  exceedingly  informal 
and  furnished  an  excellent  opportunity  for 
reminiscences  of  the  school  days  of  the 
past.  The  arrangements  were  in  charge 
of  Edward  White,  P.  A.  '02,  Secretary  of 
the  Association.  Principal  Stearns  and 
Mr.  Clough  were  the  guests  of  the  evening. 


CLASS   OF    1871  REUNION 

The  class  of  '71  held  its  fortieth  reunion 
at  Andover  on  Class  Day  at  which  ten 
men  were  present.  This  fine  showing  is 
in  keeping  with  the  high  standard  of 
loyalty  which  this  class  has  shown  since 
its  graduation.  Probably  no  class  in  the 
history  of  the  school  has  shown  such  good 
fellowship  and  all  through  the  years  kept 
firm  the  ties  of  friendship  made  at  Ando- 
ver. The  school  has  every  reason  to  be 
proud  of  the  class  of  '71. 

The  following  men  were  present:  Francis 
R.  Appleton,  H.  B.  Richardson,  Isaac 
Freeman  Hall,  Frank  B.  Somers,  Dr.  Geo. 
G.  Shelton,  Samuel  Isham,  John  Abbott, 
DeWitt  Roosa,  Charles  F.  Cutler,  and 
Henry  Van  Duzer. 

After  the  Alumni  Dinner  at  Andover 
the  class  went  to  Boston  where  it  held  a 
class  dinner  at  the  City  Club.  Letters  of 
regret  were  read  from  Hempstead  Wash- 
burn of  Chicago,  President  Charles  F. 
Thwing  of  Western  Reserve  University, 
Judge  Almott  F.  Jenks  of  Brooklyn. 


The  class  decided  to  accept  the  invita- 
tion of  one  of  its  members  to  dine  with 
the  New  York  Alumni  Association  at  their 
annual  dinner  next  year. 


LAWS  OF  THE  ACADEMIC  COMMONS 

Eighty  years  ago  simple  fare  and  strict 
rules  were  the  order  for  those  who  made 
up  the  student  body  rooming  in  the  old 
Commons.  An  old  copy-book  gives  such 
an  interesting  story  of  the  rules  governing 
the  "  Academic  Commons "  we  copy  it 
herewith. 

1.  This  establishment  is  designed  for 
the  accommodation  and  benefit  of  the 
members  of  Phillips  Academy: — in  the 
first  place,  of  those  who  are  pursuing  study 
with  a  view  to  the  gospel  ministry;  in  the 
second  place,  of  those,  who  are  studying 
to  prepare  themselves  for  school  teachers; 
—  and  in  the  third  place,  of  those  sober 
minded  youth,  for  whom  there  may  be 
room,  after  the  two  preceding  classes  are 
accommodated.  And  no  one  shall  be  re- 
ceived as  a  member,  who  is  not  sixteen 
years  of  age  excepting  by  special  permis- 
sion from  the  Committee  of  Exigencies; 
and  no  one  shall  occupy  the  rooms  belong- 
ing to  the  Trustees,  who  does  not  board  in 
Commons,  unless  by  like  permission. 

2.  When  a  young  man  wishes  to  become 
connected  with  the  establishment,  he  shall 
make  application  to  the  Treasurer,  deposit 
with  him  a  sum  sufficient  to  pay  his 
board  for  one  term,  or  give  satisfactory 
bonds  for  the  punctual  payment  of  his 
quarterly  bills,  and  subscribe  his  name  to 
the  laws. 

3.  The  rooms  shall  be  assigned  to  in- 
dividuals by  the  Treasurer,  and  the  occu- 
pants shall  furnish  them,  provide  for  their 
own  washing;  and  be  responsible  for  all 
damages,  done  to  the  buildings,  utensils, 
or  furniture  belonging  to  the  Trustees. 

4.  The  rooms  and  entries  shall  be  well 
swept  each  morning  excepting  the  Sabbath, 
and  washed  the  last  Saturday  in  every 
month. 
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5.  The  fare  in  Commons  shall  be  whole- 
some and  simple;  bread  and  milk,  or  chocolate 
for  supper  and  breakfast. 

6.  Every  member  of  the  establishment, 
upon  his  admission,  return  after  vacation, 
or  any  occasional  absence,  shall  enter  his 
name  in  the  Commons-book;  and  when 
going  out  of  town  for  two  or  more  nights, 
he  shall  enter  his  name  in  like  manner; 
and  if  he  neglect  such  entry  he  shall  be 
liable  to  be  charged  for  Commons  during  his 
absence. 

~.  It  shall  be  the  duty  of  each  individual, 
who  boards  in  Commons,  to  perform  such 
labor  as  the  Superintendent  may  assign 
to  him;  —  the  term  of  labor  not  exceeding 
two  hours  the  day,  or  twelve  hours  the 
week. 

8.  The  Superintendent  shall  exercise  a 
parental  care  over  all,  who  board  in  Com- 
mons, direct  in  the  cultivation  of  the 
farm, —  have  the  charge  of  the  stock,  uten- 
sils, &  of  all  the  property  pertaining  to  the 
establishment. —  And  he  shall  from  time  to 
time  make  such  verbal,  or  written  rules 
and  regulations,  respecting  the  internal 
management  of  the  whole  concern,  as  he 
may  deem  expedient;- — subject  however 
to  the  advice  and  consent  of  the  Treasurer. 

9.  No  tools,  furniture,  fruit,  or  property  of 
any  kind  pertaining  to  the  establishment, 
shall  be  carried  from  the  premises  without 
liberty  from  the  Superintendent;  nor  must 
it  be  expected,  that  in  ordinary  cases  such 
liberty  will  be  granted;  and  if  anyone  shall 
violate  this  article,  he  shall  be  reported  by 
the  Head  Monitor  to  the  Committee  of 
Exigencies,  and  shall  be  liable  to  be  fined' 
12  1-2  cents  for  every  effense,  or  admon- 
ished, or  removed  from  the  establishment 
at  the  discretion  of  the  Committee. 

10.  Within  one  week  after  the  com- 
mencement of  each  Academic  term,  the 
members  of  the  establishment  shall  choose 
one  of  their  number  to  be  Head  Monitor, 
and  one  fifth  of  their  number  to  be  Moni- 
tors;—  they  shall  then  form  themselves 
into  divisions,  consisting  of  one  Monitor 
and  four  others. 


11.  It  shall  be  the  duty  of  each  Monitor 
occasionally  to  visit  the  rooms,  occupied 
by  his  division; — to  see  that  proper  atten- 
tion is  paid  to  cleanliness,  that  the  rooms 
are  duly  swept  and  washed,  that  no  dam- 
age is  done  to  any  part  of  the  buildings  or 
appurtenances,  —  especially  that  every 
apartment  is  perfectly  secure  from  the  rav- 
ages of  fire,' —  and  to  keep  an  accurate 
account  of  the  time  each  individual  has 
daily  labored. 

12.  These  several  Monitors  shall  render 
their  bills  weekly  to  the  Head  Monitor, 
who  shall  render  his  account  once  in  four 
weeks  to  the  Treasurer. 

13.  The  Head  Monitor  shall  preside  at 
table,  preserve  order,  attend  to  the  re- 
requests  of  the  Superintendent,  make  re- 
ports to  the  Committee  of  Exigencies,  and 
at  the  close  of  the  term  render  to  the 
Treasurer  a  full  and  accurate  account  of 
the  time  each  individual  has  boarded  in 
Commons,  &  of  the  number  of  hours  each 
one  has  labored. 

14.  The  Superintendent  may  convene  a 
part,  or  all  the  Monitors  at  his  discretion, 
to  give  such  advice,  &  make  such  re- 
marks pertaining  to  the  management  of 
the  establishment,  as  he  may  think  proper; 
—  and  if  any  of  the  laws  should  be  violated, 
it  shall  be  the  duty  of  all  the  Monitors  to 
unite  their  influence  to  ascertain  the  de- 
linquent. 

15.  If  individuals  should  be  noisy  in  the 
Commons-hall,  or  elsewhere,  or  otherwise 
troublesome,  or  refuse  to  comply  with  the 
laws  of  the  establishment,  they  shall  be 
kindly  reproved  by  their  Monitor,  and  if 
after  such  reproof,  they  should  persist  in 
improper  conduct,  their  case  shall  be  re- 
ported to  the  Head  Monitor,  who  shall 
make  it  known  to  the  Committee  of  Ex- 
igencies. 

16.  It  shall  be  the  duty  of  all  to  live 
together  as  a  band  of  brothers,  act  upon 
christian  principles,  avoid  levity,  jesting, 
low  language,  and  everything  inconsistent 
with  the  character  of  young  gentlemen,  who  are 
looking  forward  to  future  usefulness  in 
Church  and  State. 
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We,  the  subscribers  hereby  promise,  that 
so  long  as  we  remain  members  of  this 

establishment,  we  will  conform  to  the  fore- 
going regulations. 

Wilson  Ingalls  William  H.  Eaton 
George  Foster       Benjamin  Kingsbury,  jr. 

William  B.  Stevens  John  Kendall 

George  W.  Parker  Frederick  Dean 

Hiram  Randall  Charles  Burnham 

Benj.  W.  Kingsbury  Nathan  Gale,  jr. 

Richard  Hackett  Samuel  W.  Randall 

John  Wilson  Thomas  S.  Gardner 

Oliver  Emerson  Asa  T.  Newhall,  jr. 

I.  P.  Maynard  David  Coggin 

Caleb  Warner  Henry  E.  Morrill 

James  Boutwell  Fernando  C.  Putnam 

James  Nichols  Edward  H.  Stearns 

David  Morgan  Asaph  Leland 

Abner  J.  Phipps  Edward  Johnson,  jr. 

Alexander  S.  Lincoln  Geo.  W.  Hubbard 

Nath.  Tenny  Jonas  Warren 

Pascal  P.  P.  Kidder  G.  W.  Merchant 

Henry  Sweetser  B.  J.  Boutwell 

A.  C.  Thompson  Stearns  Paterson 
William  C.  Coley  George  Farrar 
Henry  H.  Bates  Isaac  Carlton 
Richard  P.  Searle  Moses  F.  Eaton 
John  Boynton  Samuel  S.  Leighton 
Daniel  Makepeace  Elijah  W.  Tucker 
Geo.  W.  Makepeace  Wm.  Lee 
Eben  A.  Leonard  Washington  Hastings 
Lewis  Gilson  Mason  Hearsey 
Nath'l  A.  Keyes  J.  H.  Weir 
J.  Coggin,  jr.  William  Reynolds 
Lionel  Tenny  Thomas  E.  Sawin 
R.  C.  Wilder  Ellsworth  C.  Holbrook 
Samuel  T.  Rogers  Levi  A.  Edgell 
John  C.  Paine  Stedman  M.  Edgell 

D.  E.  Hall  Elijah  A.  Spooner 
W.  P.  Currier  John  Wilson 
G.  H.  Brown           Frederic  E.  Woodward 

E.  G.  Haseltine  John  Clark 

B.  H.  Kellogg  David  Scobey 
W.  Bartemus  James  D.  Hill 
John  Moxcey  Tobias  Pinkham 
Caleb  Briggs,  jr.  Benj.  F.  Burgess 
Wm.  C.  Coley  Emery  M.  Porter 
Henry  A.  Kittredge  Amos  Jones,  jr. 
Silas  B.  Spaulding  Rufus  Wright 
Anson  Spaulding  George  W.  Prescott 


Benj.  A.  Spaulding 
Elijah  W.  Stearns 
Nath'l  W.  Cushing 
William  Brewster 
Henry  G.  Clark 
Daniel  Morgan 
Alexander  P.  Lane 


J.  Powen  Clark 
James  Burgess 
Chas.  S.  Stone 
William  Foss 
John  R.  Varney 
Erwin  Page 
Abiathar  Holt 


PUPIL   AND  TEACHER 

In  the  fall  of  1874,  two  brothers  came  to 
Phillips  from  Fayetteville,  N.  Y.,  and  were 
followed  in  later  years  by  three  more  brothers. 
One  of  these  two  was  David  Collin  Wells,  son 
of  Samuel  Jones  and  Anna  Collin  Wells.  He 
was  born  in  Fayetteville,  N.  Y.,  September  23, 
1858,  and  graduated  from  Phillips  in  1876  and 
from  Yale  in  1880,  and  from  Andover  Theo- 
logical Seminary  in  1885.  For  one  year  he 
studied  in  Germany  and  was  an  instructor  in 
Phillips,  1887-1890,  a  professor  in  Bowdoin 
College  for  three  years,  and  since  1893,  pro- 
fessor of  sociology  in  Dartmouth  College.  He 
was  an  earnest  student  in  his  chosen  field,  an 
inspiring  lecturer  in  the  classroom,  a  warm 
friend  and  helper  of  his  pupils,  a  recognized 
authority  in  sociology.  He  died  in  Hanover, 
N.  H.,  June  n,  1911. 


STUDENTS   AT   ANDOVER   BEFORE  1880 

It  would  hasten  forward  the  Biographical 
Catalogue  of  the  Academy  and  insure  accuracy 
as  well  as  lessen  expense  if  all  students  of 
Phillips  who  entered  the  institution  before  1880 
would  answer  the  following  questions  and  mail 
answers  to  "  Biographical  Catalogue,  Phillips 
Academy,  Andover,  Mass."  Name  in  full,  date 
of  birth,  place  of  birth,  age  at  entering,  time  of 
leaving,  name  of  father,  maiden  name  of  mother 
in  full,  college  with  year  of  graduation,  college 
degrees,  Civil  War  or  Spanish  War  record,  civil 
or  political  offices  held,  literary  work  done,  pres- 
ent address,  occupation. 


It  is  requested  that  dealh  notices  and  wed- 
ding announcements  be  sent  to  Phillips  Bulletin, 
Andover,  Mass.,  in  order  that  these  records  may 
be  complete  and  accurate. 
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1840 — William  Pierson  Todd,  son  of  Harvey 
and  Hannah  Clinton  Todd,  was  born  in  North 
Haven,  Conn.,  December  II,  1822.  For  some 
years  he  taught  in  North  Haven,  but  for  most 
of  his  life  he  was  a  farmer  and  died  in  East 
Haven,   Conn.,  April   13,    191 1. 

1845 —  Augustus  Lovell  Greeley,  son  of 
Ezekiel  and  Sarah  Pollard  Greeley,  was  born 
in  Nashua,  N.  H.,  December  15,  1827.  After 
leaving  Andover  he  was  employed  in  a  whole- 
sale dry  goods  house  in  Boston.  In  1850  he 
went  to  California  and  later  engaged  in  the 
grocery  business  in  Nashua  and  from  1876  he 
led  a  retired  life  in  Boston,  where  he  died 
April   15,  1911. 

1846 —  Thomas  Pope  Gordon,  son  of  William 
and  Clarissa  H.  Gordon,  was  born  in  Fair- 
haven,  October  5,  1828,  and  died  in  New  Bed- 
ford, September  22,  1910.  He  was  a  bookseller 
most  of  his  life. 

1847 —  Stanford  Emerson  Chaille,  son  of 
William  H.  and  Mary  Stanford  Chaille,  was 
born  in  Natchez,  Miss.,  July  9,  1830,  and 
graduated  from  Harvard  in  1851,  and  from  the 
medical  department  of  Tulane  University  two 
years  later,  tor  three  years  he  was  a  student 
in  Europe  and  became  professor  and  dean  of 
the  medical  department  in  Tulane  University 
in  New  Orleans,  La.,  and  was  noted  as  a 
medical  organizer,  sanitarian  and  teacher  and 
was  esteemed  highly  as  a  physician  and  writer 
on  medical  subjects.  Dr.  Chaille  died  in  New 
Orleans,  May  27,  191 1. 

1854 —  Charles  Francis  Hardy,  son  of  Alpheus 
and  Susan  Warner  Holmes  Hardy,  was  born  in 
Boston,  August  27,  1843.  He  served  in  the 
Civil  War  as  First  Sergeant  Co.  E,  45th  Mass. 
Vol.  Militia,  and  was  a  merchant  in  New  York- 
City  where  he  died,  March  4,  191 1. 

1855 —  Charles  Walker  Pickering,  son  of 
William  and  Susan  Walker  Pickering,  was  born 
in  Greenland,  N.  H.,  September  17,  1838,  and 
graduated  from  Dartmouth  in  1859  and  attended 
the  Harvard  Law  School  in  1860-1861.  Was 
admitted  to  the  Suffolk  bar.  Was  a  member  of 
the  New  Hampshire  Legislature  in  1870  and 
was  appointed  by  the  Governor  to  be  one  of  a 
board  of  five  trustees  to  locate  and  establish 
the  first  normal  school  of  the  state.  Mr. 
Pickering  died  December  27,  1910,  in  Green- 
land, N  H. 

1856 —  Abraham  Marland,  son  of  William 
Sykes  and  Sarah  Northey  Marland,  was  born  in 
Andover,  January  18,  1841.  He  was  connected 
with  the  Washington  mills  of  Lawrence  for  a 
few  years  and  for  nearly  twenty  years  was  the 
station  agent  at  Andover  of  the  Boston  &  Maine 
Railrcad  and  was  postmaster  of  Andover  during 
Harrison's   administration.    Since    1894   he  has 


been  town  clerk  or  collector  of  taxes  and  has 
proved  a  courteous  and  efficient  officer  of  the 
town.    He  died  in  Andover,  May  11,  191 1. 

1856 — Rev.  Henry  George  Spaulding  and 
Miss  Jane  Langworthy  were  married  June  15, 
191 1,  at  Longwood. 

1858 — Solon  Osborn  Holt,  son  of  Charles  and 
Sylvania  Batchelder  Holt,  was  born  in  North 
Reading,  December  11,  1839.  In  early  man- 
hood he  travelled  extensively  in  Iowa  and 
Colorado.  He  has  carried  on  the  trade  of 
carpenter  in  his  native  town  and  has  served 
the  town  as  selectman  and  in  1893  was  elected 
representative  to  the  General  Court.  Mr.  Holt 
died  in  Boston,  April  13,  191 1. 

1861 —  Edwin  Farnham,  son  of  Benjamin 
Armstrong  and  Lydia  Raguet  Harper  Farnham, 
was  born  in  Philadelphia,  Pa.,  September  6, 
1842,  and  graduated  at  Harvard  in  1866  and 
received  the  degree  of  M.  D.  from  the  Univer- 
sity of  Pennsylvania  in  1869.  For  twenty  years 
he  was  the  physician  of  the  Cambridge  Board  of 
Health.  Dr.  Farnham  died  in  Cambridge,  April 
16,  191 1. 

1862 —  James  Evans  Fallon,  son  of  John  and 
Mary  Evans  Fallon,  was  born  in  Manchester, 
England,  October  19,  1842  He  studied  for  two 
years  at  the  Polytechnic,  Stuttgart,  Germany. 
He  was  appointed  3rd  Asst.  Engineer  in  the 
U.  S.  Navy  December  17,  1862,  and  served  four 
years  in  the  Gulf  squadron  under  Admiral 
Farragut.  His  life  was  spent  in  mechanical  and 
civil  engineering.  He  died  in  Portland,  Me., 
June  s,  1911. 

1862 —  John  Kinne  Hyde,  son  of  William 
Albert  and  Martha  Sackett  White  Hyde,  was 
born  in  Westbrook,  Conn.,  June  25,  1844.  While 
in  Yale  College,  where  he  graduated  in  1868, 
he  took  the  name  of  John  Hyde  DeForest  which 
he  bore  for  the  rest  of  his  life.  For  one  year 
he  served  in  the  Civil  War  in  Co.  B.,  28th  Conn. 
Infantry.  After  graduating  from  Yale  Sem- 
inary he  was  a  pastor  at  Mt.  Carmel,  Conn., 
and  in  1874  he  accompanied  Joseph  Neesima  to 
Japan  as  a  missionary  under  the  American 
Board.  For  more  than  thirty-five  years  he 
labored  in  the  transformation  of  the  Japanese 
Empire  and  proved  himself  a  scholar  and  states- 
man well  beloved.  He  was  decorated  by  the 
Mikado  with  the  Fourth  Order  of  the  Rising 
Sun.  He  was  vice-president  of  the  American 
Peace  Society.  He  wrote  many  books  both  in 
Japanese  and  in  English,  and  died  in  Sendai, 
Japan,  May  8,  191 1. 

1863 —  Dr.  Moses  Greely  Parker  of  Lowell 
was  elected  last  May  president-general  of  the 
Sons  of  the  American  Revolution. 

1864 —  John  Pray,  son  of  Charles  and  Sarah 
C.  Pray,  was  born  in  Andover,  October  26,  1846. 
For  many  years  he  kept  a  livery  stable  in 
Andover  and   during  his   later  years   lived  in 
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North  Conway,  N.  H.  He  died  in  Somerville, 
May  22,  191 1. 

1867 — Joseph  Henry  Dearborn,  son  of  Joseph 
Jewell  and  Sarah  Jenness  Dearborn,  was  born 
in  Deerfield,  N.  H.,  April  19,  1849,  and  entered 
Phillips  Exeter  at  the  age  of  fifteen  years  and 
graduated  from  Andover  in  1867  and  from 
Harvard  in  187 1.  He  died  in  Pembroke,  N.  H., 
March  24,  191 1.  He  had  held  several  town 
offices  and  had  been  a  representative  to  the 
State  Legislature.  His  life  was  spent  in  com- 
mercial business,  real  estate  and  farming. 

1872 — Charles  Taylor,  son  of  John  and  Eliza- 
beth Campbell  Taylor,  was  born  in  Pontiac, 
Mich.,  March  4,  1850,  and  received  the  degree 
of  LL.B.  from  Boston  University.  He  practiced 
law  in  Cambridge,  Washington,  D.  C,  and  in 
New  York  City,  where  he  died  April  9,  191 1. 
He  was  a  quiet,  sober,  peaceful  citizen,  loyal  to 
state  and  nation,  and  an  ornament  to  tb'  :gro 
race. 

1874 — Francis  C.  Yeomans  is  living  at  Long 
Beach,  Calif.,  engaged  in  horticulture  and  farm- 
ing and  banking.  He  is  vice-president  of  the 
Long  Beach  Savings  Bank  and  Trust  Co.,  presi- 
dent of  fhe  board  of  education,  president  of  the 
Young  Men's  Christian  Association. 

1876 —  David  Collin  Wells  died  at  Hanover, 
X.  H.,  June  11,  191 1.  A  fuller  account  of  his 
life  will  be  found  in  an  earlier  column  of  this 
Bulletin. 

1877 —  Thacher  Thayer  Thurston,  an  associate 
editor  of  the  Providence  Tribune  and  a  well- 
known  newspaper  writer,  died  in  Providence, 
R.  I.,  June  21,  191 1.  He  graduated  from  Am- 
herst in  1 88 1 . 

1882 — Frederick  William  Atherton  and  Miss 
Ellen  Maud  Tilton  were  married  in  Cambridge, 
April  8,  1911. 

1882 — Rev.  Dr.  Allen  E.  Cross,  associate 
pastor  at  the  Old  South  Church  in  Boston,  has 
resigned  his  work  for  an  extended  season  of 
travel  and  study  abroad. 

1882 — The  Presbyterian  Board  of  Publication 
has  issued  "  An  Oriental  Land  of  the  Free," 
written  by  Rev.  John  H.  Freeman,  missionary 
in  Burmah. 

1884 — Alva  D.  Alderman  has  been  appointed 
by  President  Taft  to  be  postmaster  at  Marietta, 
Ohio. 

1886 —  Edwin  V.  Morgan,  who  has  been  min- 
ister to  Uruguay  and  Paraguay,  has  been  ap- 
pointed minister  to  Portugal.  In  his  diplomatic 
career  he  has  served  in  Samoa,  Corea,  Man- 
churia, Russia  and  Cuba. 

1887 —  Henry  Robinson,  son  of  William  and 
Margaret  Clark  Robinson,  was  born  in  Man- 
chester, England,  November  28,  1861,  graduated 
from   the  Boston   University  Law   School  and 


for  five  years  was  clerk  of  the  district  court 
in  North  Adams.  He  was  a  great  reader  of  the 
best  literature  and  was  a  man  well  informed. 
He  died  in  North  Adams,  April  15,  1911. 

1889 — Clifford  D.  Bliss  may  be  addressed  at 
Highwood,  N.  J. 

1 89 1 — Dr.  Charles  G.  Abbott,  director  of  the 
Astrophysical  observatory  of  the  Smithsonian 
Institution  of  Washington  will,  this  summer, 
conduct  an  expedition  to  Southern  Mexico  to 
make  measurements  of  the  sun's  radiation.  Dr. 
Abbott  was  recently  presented  with  the  Draper 
medal  for  his  research  work  in  solar  radiation. 

1 89 1 —  Rev.  Frank  W.  Hodgdon  was  recently 
installed  pastor  of  the  Congregational  church 
in  Winchester. 

1892 —  Horace  Canfield,  son  of  Horace  J.  and 
Florence  Cable  Canfield,  was  born  in  Stock- 
bridge,  April  2,  1875,  and  graduated  from  Har- 
vard in  1896.  He  died,  as  the  result  of  an  auto- 
mobile accident,  in  Spokane,  Wash.,  June  2, 
1911.  Mr.  Canfield  was  very  fond  of  outdoor 
sports,  especially  motoring  and  golf. 

1893 —  John  C.  Greenway  of  Bisbee,  Ariz., 
has  been  appointed  one  of  the  Regents  of  the 
University  of  Arizona; 

1894 —  Luther  Guiteau  Billings,  Jr.,  son  of 
Luther  Guiteau  and  Laura  Elizabeth  Tremaine 
Billings,  was  born  in  Brooklyn,  N.  Y.,  July  17, 
1877,  and  graduated  from  Yale  in  1898.  He 
was  a  clerk  in  the  Coast  Signal  Service  and 
received  the  degree  of  LL.B.  from  the  New 
York  Law  School  in  1900.  In  1904  he  formed 
a  partnership  under  the  firm  name  of  Ely, 
Billings  &  Chester.  At  the  time  of  his  death 
*he  firm  name  was  Billings  &  Peck.  He  died 
in  New  York  City,  May  9,  191 1. 

1894 —  John  W.  Lewis  is  managing  director  of 
the  Great  Western  Garment  Co.,  Edmonton, 
Alberta,  Canada. 

!895 — Dr  Elisha  Sears  Lewis  and  Miss  Emma 
May  Hosley  were  married  at  Worcester,  May 
17,  1911. 

1895 —  Henry  C.  Potter  has  been  elected  treas- 
urer of  the  United  Security  Life  Insurance  and 
Trust  Co.  of  Philadelphia,  Pa. 

1895 —  Dr.  Philip  S.  Potter  has  removed  his 
office  from  North  Adams  to  Syracuse,  N.  Y. 

1896 —  James  Barron  Foss,  son  of  James  M. 
find  Sophia  Hannah  Chester  Foss,  was  born  at 
St.  Albans,  Vt.,  August  17,  1876,  and  died  at 
St.  Albans  Bay,  Vt.,  August  4,  1910. 

1816 — Dr.  Edward  C.  Greene  is  assistant 
physician  at   the  Foxboro  State  Hospital. 

(896 — Vincent  P.  Lobdell  is  a  member  of  the 
firm  of  Philbin  &  Lobdell,  general  investments, 
115   Broadway,  New  York  City. 

1896 — Robert  M.  McCurdy  is  librarian  at  the 
Mercantile  Library  of  Cincinnati,  O. 
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1896 — Robert  Stevenson,  Jr.,  is  mayor  of 
Winnetka,  111. 

189S — Harry  Blake  Taplin  and  Miss  Helen 
Gardner  Hood  were  married  at  Wellesley  Hills, 
June  i,  1911. 

1899 —  Dr.  Charles  O.  Day  is  practicing  medi- 
cine in  Hingham. 

1900 —  Last  May,  George  E.  Merrill  of  Salt 
Lake  City,  Utah,  was  elected  president  of  the 
American  Lumber  Trades  Congress  at  St. 
Louts,  Mo. 

1900 —  Lansing  Parmelee  Reed  and  Miss  Ruth 
Lawrence  were  married  in  Boston,  June  3,  191 1. 

1901 —  Gilbert  Browning  and  Miss  Marjorie 
Speers  were  married  in  Brooklyn,  N.  Y.,  May 
6,  1911. 

1901 — Dr.  Paul  M.  Butterfield  has  opened  an 
office  at  138  W.  47th  Street,  New  York  City. 

1901 —  Steward  Slosson  and  Miss  Alexandra 
Helen  Stevens  were  married  in  New  York  City, 
June  17,  1911. 

1902 —  Wendell  P.  Abbott  is  connected  with 
the  Boston  branch  of  the  American  Radiator 
Co.,  129  Federal  Street,  Boston. 

1902 — James  McEwan  and  Miss  Winifred 
Amelia  Sammis  were  married  in  Newark,  N.  J., 
June  7,  1911. 

1902 — Philip  L.  Reed  is  treasurer  of  Willett 
&  Co.,  eastern  selling  agents  for  the  Armour 
Wool  Co.,  and  also  of  Winslow  Brothers  & 
Smith  Co.,  tanners  and  wool  pullers.  His 
headquarters  will  be  in  Boston. 

1902 —  John  F.  Stimson  is  a  member  of  the 
firm  of  Stimson  &  Buckingham,  architects, 
Berkeley,  Calif. 

'903 — Carleton  Huiskamp  is  in  the  real  estate 
business  and  may  be  addressed  at  526  Seven- 
teenth Ave.,  Seattle,  Wash. 

1903 —  Walter  Edmond  Keach  and  Miss  Dora 
Stacy  were  married  in  Chicago,  111.,  March  25, 
191 1.  Mr.  Keach  is  with  the  Barrett  Manu- 
facturing Co.,  First  Nat.  Bank  Building,  Chicago. 

1903 —  Ernest  W.  Levering  is  assistant  pur- 
chasing agent  of  the  Atlas  Engine  Works, 
Indianapolis,  Ind. 

r903 — Burton  Merrill  Varney  and  Miss  Flor- 
ence Ellen  Lahee  were  married  in  Cambridge, 
June  21,  1911. 

1904—  Edward  Ainslee  Brewer  and  Miss 
Elizabeth  Edith  Spaulding  were  married  at 
Binghamton,  N.  Y.,  June  1,  191 1. 

1904 — -Hamilton  Mabie  Brush  and  Miss  Wini- 
fred Barrows  were  married  at  Greenwich,  Conn., 
June  3,  191 1. 

1904 — John  H.  Derby,  Jr.,  is  chief  chemist 
with  the  Union  Bag  and  Paper  Co.  of  Hudson 
Falls,  N.  Y. 


1904 — John  Newell  Jordan  and  Miss  Lillian 
Haven  Terhune  were  married  at  Swampscott, 
June  22,  1911. 

1904 — Alexander  Clifford  Scully  and  Miss 
Margaret  Seymour  Gale  were  married  in 
Chicago,  111.,  June  10,  1911. 

1904 — Chester  Peter  Siems  and  Miss  Vernon 
Marguerite  Magoffin  were  married  at  St.  Paul, 
Minn.,  May  11,  1911. 

1906 — Carl  Winfred  Cannon  and  Miss  Bessie 
Agnes  Monk  were  married  in  Lawrence,  June 
27,  1911. 

1906 — Rev.  S.  Robert  Goldsmith  is  pastor  of 
the  People's  Church,  East  Lansing,  Michigan. 
For  a  time  he  was  in  the  business  department 
of  Harper  &  Brothers,  and  associate  editor  of 
Collier's,  and  literary  assistant  to  Dr.  N.  D. 
Hillis  of  Plymouth  Church,  Brooklyn,  N.  Y. 
The  clergy  and  press  speak  highly  of  Mr.  Gold- 
smith's ability  as  preacher  and  lecturer. 

1906 — Ralph  Richard  Graham  and  Miss  Ethel 
Lorimer  were  married  in  Chicago,  111.,  May 
25,  1911. 

1906 — Thomas  Lynn  is  with  the  Niagara  Lead 
and  Battery  Company  of  Niagara  Falls,  N.  Y., 
and  may  be  addressed  at  484  Newton  Ave., 
Camden,  N.  J. 

1906 —  Cornelius  Joseph  Moynihan,  son  of 
Cornelius  and  Margaret  Driscoll  Moynihan,  was 
born  in  Andover,  July  21,  1887.  He  was  em- 
ployed for  a  time  in  New  York  City,  in  the 
Andover  telephone  exchange  and  with  a  Law- 
rence newspaper.  He  made  many  warm  per- 
sonal friends  who  admired  him  for  his  brave 
but  losing  battle  against  tuberculosis.  He  died 
in  Andover,  May  3,  191 1. 

1907 —  Wilmer  DuPont  Hemming  and  Miss 
Dorothy  Deane  Weston  were  married  in  Dalton, 
June  10,  1911. 

1907 — Theodore  Worcester  Reed  and  Miss 
Katrina  Macy  Rodenbach  were  married  at 
Naugatuck,  Conn.,  January  19,  191 1. 

1907 — James  Washington  Wood  and  Miss 
Ethel  Maude  Wardrop  were  married  in  Cam- 
bridge, June  19,  191 1. 

1909 —  -Andrew  Peables  Foss  and  Miss  Helen 
Louise  Ward  were  married  in  Newark,  N.  J., 
April  19,  191 1. 

1910 —  Charles  McDonald  Reynolds  and  Miss 
Irene  Neville  were  married  at  North  Platte, 
Neb.,  April  26,  191 1. 

1910 —  Philip  Ephraim  Swartout,  son  of  Rich- 
ard Morris  and  Hannah  Swartout,  was  born 
at  South  Dartmouth,  February  15,  1888,  and 
died  January  I,  191 1.  \ 

1 9 1 1 —  William  Earnest  Von  Seggern  and 
Miss  Kate  Bressler  were  married  in  Wayne, 
Neb.,  April  20,  191 1. 
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